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CITATION 


Cite all material in the Washington State Register by its issue number and sequence within that issue, preceded by the ac- 
ronym WSR. Example: the 37th item in the August 5, 1981, Register would be cited as WSR 81-15-037. 


PUBLIC INSPECTION OF DOCUMENTS 


A copy of each document filed with the code reviser's office, pursuant to chapter 34.05 RCW, is available for public in- 
spection during normal office hours. The code reviser's office is located on the ground floor of the Legislative Building in 
Olympia. Office hours are from 8 a.m. to 5 p.m., Monday through Friday, except legal holidays. Telephone inquiries concern- 
ing material in the Register or the Washington Administrative Code (WAC) may be made by calling (206) 753-7470 (SCAN 
234-7470). 


REPUBLICATION OF OFFICIAL DOCUMENTS 


АП documents appearing in the Washington State Register are prepared and printed at public expense. There are no re- 
strictions on the republication of official documents appearing in the Washington State Register. All news services are espe- 
cially encouraged to give wide publicity to all documents printed in the Washington State Register. 


CERTIFICATE 


Pursuant to RCW 34.08.040, the publication of rules or other information in this issue of the Washington State Register is 
hereby certified to be a true and correct copy of such rules or other information, except that headings of public meeting notices 
have been edited for uniformity of style. 


DENNIS W. COOPER 
Code Reviser 
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STATE MAXIMUM INTEREST RATE 
(Computed and filed by the State Treasurer under RCW 19.52.025) 


The maximum allowable interest rate applicable for the month of January 1992 pursuant to RCW 19.52.020 is twelve point 
zero percent (12.00%). 


NOTICE: FEDERAL LAW PERMITS FEDERALLY INSURED FINANCIAL INSTITUTIONS IN THE STATE TO 
CHARGE THE HIGHEST RATE OF INTEREST THAT MAY BE CHARGED BY ANY FINANCIAL INSTITU- 
TION IN THE STATE. THE MAXIMUM ALLOWABLE RATE OF INTEREST SET FORTH ABOVE MAY 
NOT APPLY TO A PARTICULAR TRANSACTION. 


The maximum allowable retail installment contract service charge applicable for calendar year 1992 pursuant to RCW 
63.14.130(1)(a) is eleven point seven five percent (11.75%). 


The maximum allowable retail installment contract service charge for the purchase of a motor vehicle pursuant to RCW 
63.14.130(2)(a) is ten point seven five percent (10.75%) for the first calendar quarter of 1992. 


The maximum allowable retail installment contract service charge for the purchase of a vessel pursuant to RCW 
63.14.130(3)(a) is eleven point two five percent (11.25%) for the fourth calendar quarter of 1991. 
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STYLE AND FORMAT OF THE 
WASHINGTON STATE REGISTER 
1. ARRANGEMENT OF THE REGISTER 


Documents are arranged within each issue of the Register according to the order in which they are filed in the code 
reviser's office during the pertinent filing period. The three part number'in the heading distinctively identifies each 
document, and the last part of the number indicates the filing sequence within an issue's material. 


2. PROPOSED, ADOPTED, AND EMERGENCY RULES OF STATE AGENCIES AND INSTITUTIONS OF 
HIGHER EDUCATION 


The three types of rule-making actions taken under the Administrative Procedure Act (chapter 34.05 RCW) may be 
distinguished by the size and style of type in which they appear. 


(a) Proposed rules are those rules pending permanent adoption by an agency and are set forth in eight point type. 
(b) Adopted rules have been permanently adopted and are set forth in ten point type. 


(c) Emergency rules have been adopted on an emergency basis and are set forth in ten point oblique type. 


3. PRINTING STYLE—INDICATION OF NEW OR DELETED MATERIAL 


RCW 34.05.395 requires the use of certain marks to indicate amendments to existing agency rules. This style quickly 
and graphically portrays the current changes to existing rules as follows: 


(a) In amendatory sections— 
(i) underlined material is new material, 
` Gi) deleted material is ((Hred-e brae 


es)); 


(b) Complete new sections are prefaced by the heading NEW SECTION; 
(c) The repeal of an entire section is shown by listing its WAC section number and caption under the heading 
REPEALER. 
4. EXECUTIVE ORDERS, COURT RULES, NOTICES OF PUBLIC MEETINGS 


Material contained in the Register other than rule-making actions taken under the APA does not necessarily conform 
to the style and format conventions described above. The headings of these other types of material have been edited for 
uniformity of style; otherwise the items are shown as nearly as possible in the form submitted to the code reviser's 


office. 


5. EFFECTIVE DATE OF RULES 


(a) Permanently adopted agency rules normally take effect thirty days after the rules and the agency order 
adopting them are filed with the code reviser's office. This effective date may be delayed or advanced and 
such an effective date will be noted in the promulgation statement preceding the text of the rule. 


(b) Emergency rules take effect upon filing with the code reviser's office unless a later date is provided by the 
agency. They remain effective for a maximum of one-hundred-twenty days from the date of filing. 


(c) Rules of the state Supreme Court generally contain an effective date clause in the order adopting the rules. 


6. EDITORIAL CORRECTIONS 

Material inserted by the code reviser's office for purposes of clarification or correction or to show the source or 
history of a document is enclosed in [brackets]. : 
7. INDEX AND TABLES 


A combined subject matter and agency index and a table of WAC sections affected may be found at the end of each 
issue. | 


Issue No. 


For 


Inclusion in— 


91-16 
91-17 
91-18 
91-19 
91-20 
91-21 
91-22 
91-23 
91-24 


92-01 
92-02 
92-03 
92-04 
92-05 
92-06 
92—07 
92—08 
92-09 
92-10 
92-11 
92-12 
92-13 
92-14 
92-15 
92-16 
92-17 
92-18 
92-19 
92—20 
92—21 
92-22 
92-23 
92-24 


1991 — 1992 
DATES FOR REGISTER CLOSING, DISTRIBUTION, AND FIRST AGENCY ACTION 


Distribution First Agency 
Closing Dates' Date Hearing Date’ 
Non-OTS & Моп-ОТЅ & OTS’ or 
30 p. or more 11 to 29 p. 10 p. max. 
Non-OTS 
Count 20 For hearing 
File no later than— days from— on or after 
Jul 10 Jul 24 Aug 7 Aug 21 Sep 10 
Jul 24 Aug 7 Aug 21 Sep 4 Sep 24 
Aug 7 Aug 21 Sep 4 Sep 18 Oct 8 
Aug 21 Sep 4 Sep 18 Oct 2 Oct 22 
Sep 4 Sep 18 Oct 2 Oct 16 Nov 5 
Sep 25 Oct 9 Oct 23 Nov 6 Nov 26 
Oct 9 Oct 23 Nov 6 Nov 20 Dec 10 
Oct 23 Nov 6 Nov 20 Dec 4 Dec 24 
Nov 6 Nov 20 Dec 4 Dec 18 Jan 7, 1992 
Nov 21 Dec 5 Dec 19, 1991 Jan 2, 1992 Jan 22 
Dec 5 Dec 19, 1991 Jan 2, 1992 Jan 15 Feb 4 
Dec 26, 1991 Jan 8, 1992 Jan 22 Feb 5 Feb 25 
Jan 8 Jan 22 Feb 5 Feb 19 Mar 10 
Jan 22 Feb 5 Feb 19 Mar 4 Mar 24 
Feb 5 Feb 19 Mar 4 Mar 18 Apr 7 
Feb 19 Mar 4 Mar 18 Apr 1 Apr 21 
Mar 4 Mar 18 Apr 1 Apr 15 May 5 
Mar 25 Apr 8 Apr 22 May 6 May 26 
Apr 8 Apr 22 May 6 May 20 Jun 9 
Apr 22 May 6 May 20 Jun 3 Jun 23 
May 6 May 20 Jun 3 Jun 17 Jul 7 
May 20 Jun 3 Jun 17 Jul 1 Jul 21 
Jun 3 Jun 17 Jul I Jul 15 Aug 4 
Jun 24 Jul 8 Jul 22 Aug 5 Aug 25 
Jul 8 Jul 22 Aug 5 Aug 19 Sep 8 
Jul 22 Aug 5 Aug 19 Sep 2 Sep 22 
Aug 5 Aug 19 Sep 2 Sep 16 Oct 6 
Aug 26 Sep 9 Sep 23 Oct 7 Oct 27 
Sep 9 Sep 23 Oct 7 Oct 21 Nov 10 
Sep 23 Oct 7 Oct 21 Nov 4 Nov 24 
Oct 7 Oct 21 Nov 4 Nov 18 Dec 8 
Oct 21 Nov 4 Nov 18 Dec 2 Dec 22 
Nov 4 Nov 18 Dec 2 Dec 16 Jan 5, 1993 


! All documents are due at the code reviser's office by 12:00 noon on or before the applicable closing date for inclusion in a particular issue of 
the Register; see WAC 1-21-040. 


2А filing of any length will be accepted on the closing dates of this column if it has been prepared and completed by the order typing service 
(OTS) of the code reviser's office; see WAC 1-21-040. Agency-typed material is subject to a ten page limit for these dates; longer agency-typed 


material is subject to the earlier non-OTS dates. 


2At least twenty days before the rule-making hearing, the agency shall cause notice of the hearing to be published in the Register; see RCW 
34.05.320(1). These dates represent the twentieth day after the distribution date of the applicable Register. 
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WSR 92-01-001 
RULES COORDINATOR 
CODE REVISER'S OFFICE 
[Filed December 5, 1991, 9:19 a.m.] 


In accordance with RCW 34.05.310, the rules coordina- 

tor for the Code Reviser's Office is Kerry S. Radcliff, 

Code Reviser's Office, P.O. Box 40551, Olympia, WA 
98504—0551, phone 753-7470 comm, 234-7470 scan. 

Gary Reid 

Chief Assistant 

Code Reviser 


WSR 92-01-002 
NOTICE OF PUBLIC MEETINGS 
EDMONDS COMMUNITY COLLEGE 


[Memorandum— December 5, 1991] 


Monday, December 9, 1991, 3:30 p.m. 
Lynnwood Hall, Room 424 
3:30 — 5:00 


The facilities for this meeting are free of mobility barri- 
ers and interpreters for deaf individuals and brailled or 
taped information for blind individuals will be provided 
upon request when adequate notice is given. 


WSR 92-01-003 
NOTICE OF PUBLIC MEETINGS 
PIERCE COLLEGE 


[Memorandum— December 3, 1991] 


The board of trustees of Community College District 
Number Eleven (Pierce College) adopted the meeting 
Schedule shown below for 1992 at their November 6, 
1991, regular meeting. 


The board of trustees of Community College District 
Number Eleven will hold their regular meetings on the 
second Wednesday of each month. These meetings will 
be open to the public and advertised accordingly (RCW 
42.30.075). 


1992 REGULAR MEETING SCHEDULE 


DATE TIME LOCATION 

January 8 12:30 p.m. Pierce College Board Room (325H) 
February 12 12:30 p.m. Pierce College at Puyallup 

March 11 12:30 p.m. Pierce College Board Room (325H) 
April 8 12:30 p.m. Pierce College at Ft. Lewis 

May 13 12:30 p.m. Pierce College at Puyallup 

June 10 12:30 p.m. Pierce College Board Room (325H) 
July 8 12:30 p.m. Pierce College at Puyallup 

(No meeting is scheduled for August.) 

September 9 12:30 p.m. Pierce College Board Room (325H) 
October 14 12:30 p.m. Pierce College at Puyallup 
November 11 12:30 p.m. Pierce College Board Room (325H) 
December 9 12:30 p.m. Pierce College Board Room (325H) 


Special meetings may be called for at any time by the 
chairman or a majority vote of the board. АП special 
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meetings will be publicly advertised at least 24 hours 
prior to being convened, and are open to the public. 


WSR 92-01-004 
RULES COORDINATOR 
PIERCE COLLEGE 

[Filed December 5, 1991, 2:19 p.m.] 


The rules coordinator for this institution shall have an 

office located at the Office of the President wiih the fol- 

lowing mailing address: Christine D. Givens, Executive 

Assistant, Office of the President, Pierce College, 9401 
Farwest Drive S.W., Tacoma, WA 98498. 

Frank B. Brouillet 

President 


WSR 92-01-005 
NOTICE OF PUBLIC MEETINGS 
INTERAGENCY COMMITTEE 
FOR OUTDOOR RECREATION 
[Memorandum— December 4, 1991] 


The following is the adopted meeting schedule for the 
IAC committee for 1992: 


March 19—20, 1992 Olympia 
July 23-24, 1992 To be announced 
September 24—25, 1992 Olympia 
November 19—20, 1992 Olympia 


WSR 92-01-006 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
(Board of Boiler Rules) 
[Memorandum— November 26, 1991] 


As per chapter 42.30 RCW, Open Public Meeting Act, 
the time and place of regular meetings for the Board of 
Boiler Rules for 1992 will be held on the following dates 
in January, March, May, September and November 
1992 commencing at 10:00 a.m. A study day, which is 
open to the public, is for board discussion only and will 
be held on the Monday preceding the board meeting. 


Location 


Bellcvuc L &1 Office 
Bellevue L&I Office 
Bellevue L&I Office 


Date 


January 13, 1992 (Study) 
January 14, 1992 
March 16, 1992 (Study) 


March 17, 1992 Bellevue L&I Office 
May 18, 1992 (Study) Olympia 
May 19, 1992 Olympia 


Kennewick L&I Office 
Kennewick L&1 Office 
Bellevue L&I Office 
Bellevue L&I Office 


September 21, 1991 [1992] (Study) 
September 22, 1991 [1992] 
November 16, 1992 (Study) 
November 17, 1992 


WSR 92-01-007 


WSR 92-01-007 
NOTICE OF PUBLIC MEETINGS 
TACOMA COMMUNITY COLLEGE 
[Memorandum— December 3, 1991] 


The 1992 meeting schedule for the board of trustees of 
Tacoma Community College District 22 is as follows: 


January 9 
February 13 
March 12 
April 9 

May 14 
June 10 

July 9 
August 13 
September 10 
October 8 
November 12 
December 10 


AII regularły scheduled meetings of the board will be 
held at 4 p.m. in the John Binns Room of the college. 


WSR 92-01-008 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
(Board of Chiropractic Examiners) 
[Memorandum—December 4, 1991] 


The following future meeting dates have been scheduled 
for the Washington State Board of Chiropractic Exami- 
ners for the year 1992. 


February 13, 1992 
March 12, 1992 
May 14, 1992 
June 11, 1992 
August 13, 1992 
September 10, 1992 
October 8, 1992 
November 12, 1992 


WSR 92-01-009 
PERMANENT RULES 
DEPARTMENT OF AGRICULTURE 
(Tree Fruit Research Commission) 
[Filed December 5, 1991, 2:32 p.m.] 


Date of Adoption: November 26, 1991. 

Purpose: To increase the assessment on Washington 
tree fruit. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 16-560-06001. 

Statutory Authority for Adoption: RCW 15.26.140 
and 15.26.150. 

Pursuant to notice filed as WSR 91-13-105 on June 
19, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The proposal to increase the industry ser- 
vices fund level from one hundred thousand dollars to 
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one million dollars was not acted upon. Therefore, the 
amendment was deleted. 
Continuance filed as WSR 91—20-077 on September 
27, 1991. 
Effective Date of Rule: Thirty-one days after filing. 
November 26, 1991 
Fred Valentine 
Chairman 


AMENDATORY SECTION (Amending Order 8, Res- 
olution No. 8, filed 6/30/86, effective 8/1/86) 


WAC 16-560-06001 ASSESSMENT RATES. 
There is hereby levied on all commercial tree fruit pro- 
duced in this state or held out as being produced in this 
state for fresh or processing use, an assessment of 
(( )) one dollar per ton on all such tree 
fruit: PROVIDED, That such assessment for cherries 
shall be two dollars per ton: PROVIDED, ((Fhat-such 


;)) That such assess- 
ment for apples for fresh shipment shall be at the rate of 
((one—and—one=quarter)) two and one-half cents per 

ha pounds gross billing weight for the 1992 crop 
year, three and three-quarters cents per hundred pounds 
gross billing weight for the 1993 crop year, and fve 
cents per hundred pounds gross billing weight for the 
1994 crop year and each year thereafter: PROVIDED 
FURTHER, That such assessment for processed apples 
shall be at the rate of fifty cents per ton for the 1992 
crop year, seventy-five cents per ton for the 1993 crop 
year, and one dollar per ton for the 1994 crop year, and 


each year thereafter. 
There is hereby established pursuant to RCW 15.26- 


.155 an additional assessment for an industry services 
fund for programs related to sanitation, planting, pro- 
duction, harvesting, handling, processing and shipping. 
The assessment shall be set annually by the commission, 
upon approval of two-thirds of the voting members of 
the commission, to create and maintain this fund at or 
near one hundred thousand dollars. If this fund should 
inadvertently exceed one hundred thousand dollars due 
to larger crops than estimated or the addition of interest 
earned, the excess shall be credited to the following 
year's fund. 

In consideration of maintaining this industry services 
fund, the commission shall annually consult with the af- 
fected industry and grower organizations. 


WSR 92-01-010 
RULES COORDINATOR 
WASHINGTON STATE PATROL 
[Filed December 5, 1991, 2:45 p.m.] 


In accordance with RCW 34.05.310, the rules coordina- 
tor for the Washington State Patrol is Trooper Ronald 
J. Sandberg. The following is the mailing address: 
Washington State Patrol, General Administration 
Building, AX-12, P.O. Box 42607, Olympia, WA 
98504—2407, phone (206) 753-4453. 
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George B. Tellevik 
Chief 


WSR 92-01-011 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF LICENSING 
(Motorcycle Safety Education Advisory Board) 


[Memorandum— December 4, 1991] 


The meeting schedule for the advisory board is as 
follows: 


February 7, 1992, Vancouver, Washington, 7:00 p.m., 
public meeting, Hazel Dell Department of License Of- 
fice, 8000 N.E. 13th Avenue, Vancouver. 


April 17, 1992, Bellingham, Washington, 7:00 p.m., 
public meeting, at Park Motel, 101 North Samish Way, 
Bellingham. 


June 5, 1992, Kennewick, Washington, 7:00 p.m., public 
meeting, Kennewick Department of License Office, 3311 
West Clearwater, Suite 110, Kennewick. 


August 14, 1992, Lacey, Washington, 7:00 p.m., public 
meeting, Lacey Department of License Office, 4507 
Woodview Drive S.E., Lacey. 


October 2, 1992, Spokane, Washington, 7:00 p.m., pub- 
lic meeting, Westside Honda/Yamaha, Geiger Road, 
Spokane. 


December 4, 1992, Seattle, Washington, 7:00 p.m., pub- 
lic meeting, SeaTac Red Lion Motor Inn, 18740 Pacific 
Highway South, Seattle. 


If you have any questions, please contact Don Mapp, 
Coordinator Traffic Safety Programs, Department of Li- 
censing, Driver Examining, at (206) 586-1424 or (206) 
753-2487. 


WSR 92-01-012 
EMERGENCY RULES 
WILDLIFE COMMISSION 
[Order 522—Filed December 5, 1991, 3:35 p.m] 


Date of Adoption: December 5, 1991. 

Purpose: To close the 1991-92 Canada goose season 
in Cowlitz County and on all lands in Clark County 
outside the boundaries of the Ridgefield National Wild- 
life Refuge. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 232-28-415. 

Statutory Authority for Adoption: RCW 77.12.040. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The 1991-92 southwest 
Washington Canada goose season was adopted by the 
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Wildlife Commission on August 15, 1991, to be open 15 
days during the period November 23, 1991, through 
January 11, 1992. The season was limited to selected 
weekend days and weekdays due to continued low popu- 
lation levels of dusky Canada geese in 1991. At the time 
the season was adopted, the agency stated its intent to 
recommend closure of the season in specific areas of 
southwestern Washington if the harvest of dusky Cana- 
da geese exceeded area harvest quotas. The harvest quo- 
ta of 40 dusky Canada geese is projected to be exceeded 
on December 7, 1991, for the area comprised of Cowlitz 
County and all lands in Clark County outside the 
boundaries of the Ridgefield National Wildlife Refuge. 
The harvest of Canada geese in this area must be re- 
stricted to ensure protection of remaining dusky Canada 
goose breeding stock for future production, while retain- 
ing recreational opportunity in areas of southwest 
Washington with lower harvest rates for dusky Canada 
geese. 
Effective Date of Rule: Immediately. 
December 5, 1991 
Curt Smitch 
Director 
for Dean A. Lydig 
Chair 


AMENDATORY SECTION (Amending Order 510, 
filed 9/10/91, effective 10/11/91) 


WAC 232-28-415 1991-92 MIGRATORY WA- 
TERFOWL HUNTING SEASONS 


Ducks 
Western Washington 
8:00 a.m. Oct. 12-20, 1991 and Nov. 17-Jan. 5, 1992 


Daily bag limit: 4 ducks—to include not more than 3 
mallards, not more than 1 hen mallard, not more than 1 
pintail (either sex) and not more than 2 redheads, 2 
canvasbacks, or 1 of each. 


Possession limit: 8 ducks—to include not more than 6 
mallards, not more than 2 hen mallards, not more than 2 
pintails (either sex) and not more than 4 shall be 
canvasbacks and/or redheads. 


Eastern Washington 
Noon Oct. 12-20, 1991 and Nov. 10, 1991-Јап. 5, 1992 


Daily bag limit: 4 ducks—to include not more than 3 
mallards, not more than 1 hen mallard, not more than 1 
pintail (either sex) and not more than 2 redheads, 2 
canvasbacks, or 1 of each. 


Possession limit: 8 ducks—to include not more than 6 
mallards, not more than 2 hen mallards, not more than 2 
pintails (either sex), and not more than 4 shall be 
canvasbacks and/or redheads. 


Coot (Mudhen) 


Same areas, dates, and shooting hours as the general 
duck season. 

Daily bag limit: 25 coots. 

Possession limit: 25 coots. 
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Common Snipe 


Same areas, dates, and shooting hours as the general 
duck season. 

Daily bag limit: 8 snipe. 

Possession limit: 16 snipe. 


Skagit Wildlife Area Shotgun Shell Restriction 


It is unlawful to have in possession more than 15 shot- 
gun shells or to fire more than 15 shells in one day on 
the farmed island segment of the Skagit public hunting 
area, between the south fork of the Skagit River and 
Fresh Water Slough. 


It is unlawful to hunt waterfowl from a moving boat or 
any free-floating device that is not in a fixed position 
which is either anchored or secured to shore in Port 
Susan Bay, Skagit Bay, Padilla Bay, and Samish Bay. 


Geese (except Brant, Cackling and Aleutian Canada 
Geese) 


Western Washington 


Oct. 12—Dec. 29, 1991 in Island, Skagit, Snohomish, and 
Whatcom counties. 


The Skagit-Fraser population of lesser snow geese has 
had very low productivity during the past three years on 
Wrangel Island, U.S.S.R. If the 1991 wintering popula- 
tion is below 35,000 or the percentage of juveniles in the 
wintering flock is below 10 percent, the snow goose sea- 
son will be closed early. 


Daily bag limit: 3 geese. 
Possession limit: 6 geese. 


Oct. 12, 1991—Jan. 12, 1992 in all other parts of West- 
ern Washington EXCEPT: Canada geese in Clark, 
Cowlitz, Pacific, and Wahkiakum counties. (See seasons 
and special requirements for these counties below.) 
Daily bag limit: 3 geese. 

Possession limit: 6 geese. 


*Special Canada Goose Season for Clark, Cowlitz, Pa- 
cific, and Wahkiakum counties: 


The Canada goose season in parts of Clark, Cowlitz, 
Pacific, and Wahkiakum counties will be closed early if 
dusky Canada goose harvests exceed area quotas which 
collectively total 90 geese. 


Canada goose season is OPEN on Ridgefield National 


Wildlife Refuse (Clark county) and in Wahkiakum 
County ((tn-Clark;-Cowlitz,-and—Watrkiakum-cotmties)) 
only on the following dates from 8:00 a.m. to 4:00 p.m.: 
Nov. 23, 27, 1991 Jan. 2, 4, 8, 11, 1992 
Dec. 1, 3, 7, 11, 15, 17, 21, 26, 28, 1991 


Canada goose season is OPEN in Cowlitz County and on 
all lands in Clark County outside the boundaries of the 
Ridgefield National Wildlife Refuge only on the follow- 
ing dates from 8:00 a.m. to 4:00 p.m.: 

Nov. 23, 27, 1991 

Dec. 1, 3, 1991 

Canada goose season is OPEN in Pacific County from 
8:00 a.m. to 4:00 p.m., Saturdays and Wednesdays only, 
Nov. 23, 1991—Jan. 11, 1992. 
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Bag limits for both areas: 
Daily bag limit: 2 geese. 
Possession limit: 4 geese. 


Hunting only by written authorization from the 
Washington Department of Wildlife. Hunters who 
maintained a valid 1990 written authorization card will 
be mailed a 1991 authorization card prior to the 1991 
season. Hunters who did not attend a 1990 class or 
maintain a valid 1990 authorization card must attend a 
goose identification class at a Department of Wildlife 
office to receive authorization. With the authorization, 
hunters will receive a hunter activity and harvest report 
form. Hunters must carry the authorization card and 
harvest report form while hunting. Immediately after 
taking a Canada goose into possession, hunters must 
record in ink the information required on the harvest re- 
port form. When leaving a hunt site, successful hunters 
must go directly to the nearest check station to have 
geese tagged and to have written authorization validated 
for continued participation in the 1991—92 season. Writ- 
ten authorization will be revoked in the event that a 
hunter does not comply with requirements listed above 
regarding recording harvest on the harvest report form 
and checking of birds. 


Eastern Washington 


Saturdays, Sundays, and Wednesdays only, from noon 
Oct. 12, 1991—Jan. 12, 1992 and on Nov. 11, 28, 29, 
Dec. 25, 1991, and Jan. 1, 1992 in Adams, Benton, 
Douglas, Franklin, Grant, Kittitas, Lincoln, Okanogan, 
Spokane, and Walla Walla counties, and east of Satus 
Pass (U.S. Highway 97) in Klickitat County. 


Daily bag limit: 3 geese. 
Possession limit: 6 geese. 


Noon Oct. 12, 1991—Jan. 12, 1992 in all other parts of 
Eastern Washington. 

Daily bag limit: 3 geese. 

Possession limit: 6 geese. 


Extended Season: Jan. 13-19, 1992 in Adams, Benton, 
Douglas, Franklin, Grant, Kittitas, Klickitat, Lincoln, 
Walla Walla, and Yakima counties. 

Daily bag limit: 3 geese. 

Possession limit: 6 geese. 


Brant 


Open in Pacific, Skagit, and Whatcom counties on the 
following dates: Dec. 7, 8, 10, 11, 12, 14, 15, 17, 19, 21, 
22, 1991. 


WRITTEN AUTHORIZATION REQUIRED: All hunters partic- 
ipating in this season are required to obtain written au- 
thorization from a Washington Department of Wildlife 
office. Application forms must be delivered to a Depart- 
ment office no later than 5:00 p.m. on November 10 or 
postmarked on or before November 10. With the au- 
thorization, hunters will receive a hunter activity and 
harvest report form. Immediately after taking a brant 
into possession, hunters must record in ink the informa- 
tion required on the harvest report form. Return of the 
harvest report form is mandatory. Those hunters not re- 
turning the harvest report form to the Department of 
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Wildlife by Jan. 31, 1992 will be ineligible to participate 
in the 1992 brant season. 


Daily bag limit: 2 brant. 
Possession limit: 4 brant. 


Swans, Cackling and Aleutian Canada Geese 
Season closed statewide. 
STEEL SHOT ZONES 


lt is unlawful to possess while hunting for or to take 
ducks, geese, or coots with shotshells or a muzzleloader 
shotgun loaded with any metal other than steel in all ar- 
eas of Washington. 


Skagit Wildlife Area Restriction. It is unlawful to pos- 
sess while hunting, shot shells or a muzzleloader shotgun 
loaded with any metal other than steel on the Skagit 
Wildlife Area. 


SPECIAL CLOSURES AND REGULATIONS 
Special Closures 
Columbia River 


It is unlawful to hunt waterfowl, coot, or snipe on or 
within one—fourth mile of the Columbia River in the 
following areas: 


—Between Rock Island Dam and Winesap in Chelan 
County and between Rock Island Dam and a point in 
Douglas County perpendicular to Winesap. 


—Between the railroad bridge at Wishram and east 
along the Columbia River to the grain elevator at 
Roosevelt. І 


—Between Chief Joseph Dam апа the mouth of 
Nespelem Creck in Okanogan and Douglas counties. 


—From the old Hanford townsite (wooden tower) pow- 
erline crossing in Sec. 30, TI3N, R28E, to Vernita 
Bridge (Highway 24). 


—On or within one-fourth mile of Badger and Founda- 
tion Islands in Walla Walla County. 


It is unlawful to hunt game birds on the Columbia River 
or from any island in the Columbia River in the follow- 
ing areas: 


—From the mouth of Glade Creek (River Marker 57) to 
the old townsite of Paterson (River Marker 67) in 
Benton County, except the hunting of game birds is per- 
mitted from the main shoreline of the Columbia River in 
this area. (Check with Umatilla National Wildlife Ref- 
uge for other federal regulations for this area.) 


—Between the public boat launch at Sunland Estates in 
Grant County (Wanapum Pool) and a point perpendicu- 
lar in Kittitas County, upstream to the posted marker 
200 yards north of Quilomene Bay and a point perpen- 
dicular in Grant County, including islands. 


[7] 


WSR 92-01-012 


Snake River 


It is unlawful to hunt waterfowl, coot, or snipe in the 
following areas: 


— Оп or within one-half mile of the Snake River from 
the Highway 12 bridge upriver to Lower Monumental 
Dam. 


—On or within one-fourth mile of the Snake River be- 
tween the Interstate Highway 12 bridges at Clarkston, 
downstream to the Lower Granite Dam. 


Yakima River 


It is unlawful to hunt waterfowl, coot, or snipe within 
one-fourth mile of the Yakima River in the following 
areas: 


—From the Sunnyside-Mabton Road bridge down- 
stream to the Euclid Road bridge (4 miles). 


—From the Grant Avenue bridge (steel bridge) north of 
Prosser downstream 2-1/2 miles, to the powerline. 


1-82 Ponds 


It is unlawful to hunt waterfowl, coot, or snipe in the 
following area: 


—Those waters under Department of Wildlife ownership 
known as Ponds 1, 2, 3, and 6 north and east of Inter- 
state 82 and south and east of S.R. 12 from the city 
limits of Union Gap to the Zillah/ Toppenish Road. 


Padilla Bay 


It is unlawful to hunt waterfowl, coot, or snipe in the 
following areas: 


—Swinomish Spit Game Reserve—Beginning at the 
Burlington Northern railroad tracks on the west shore- 
line of the Swinomish Channel; then in a northwesterly 
direction along the west side of the Swinomish Channel 
to the red channel mark buoy N "20" (as indicated on 
Navigation Map #18427, 13th Ed. July 16, 1983), 
thence 6,000 feet ЕМЕ (East-northeast)/thence 3,300 
feet SSE (South-southeast); thence 4,200 feet SW 
(southwest) to the dike at the sound end of Padilla Bay; 
thence continue westerly along said dike to the intersec- 
tion of the Burlington Northern railroad. tracks and the 
east shoreline of the Swinomish Channel; thence contin- 
ue along said railroad tracks (across swing bridge) to the 
west shore line of the Swinomish Channel and the point 
of beginning. 


—Bayview Game Reserve— Beginning at a point on the 
Bayview-Edison Road 750 feet south of the intersection 
of the Bayview Cemetery Entrance road; thence 4,000 
feet WNW (west-northwest); thence 5,750 feet NNW 
(north-northwest); thence 3,750 feet ENE (east-north- 
east) to the northwest corner of Padilla Bay Tract No. 
532; thence east to the northeast corner of Padilla Bay 
Tract No. 532; thence SSE (south-southeast) to the 
Bayview-Edison Road; thence southerly along said road 
to the point of beginning. 
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FALCONRY SEASONS 
Ducks, Coots, and Snipe 
Western Washington 


Oct. 12-20, 1991; Nov. 17—Jan. 12, 1992; and Jan. 30— 
Mar. 10, 1992 


Eastern Washington 


Oct. 12—20, 1991, Nov. 10—Dec. 29, 1991 and Jan. 30— 
Mar. 10, 1992 


Daily bag limit: 3, straight or mixed bag. 
Possession limit: 6, straight or mixed bag. 


Geese 


Oct. 12, 1991—Jan. 26, 1992, statewide 
Daily bag limit: 3, straight or mixed bag. 
Possession limit: 6, straight or mixed bag. 


WSR 92-01-013 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed December 6, 1991, 8:19 a.m.] 


This is to officially request that the proposal to amend 
the rules relating to varroa mite quarantine, WAC 16- 
470—010 and 16-470—015, and 16—470—600 through 16- 
470-635, WSR 91—20-081 filed on September 27, 1991, 
be withdrawn. 


At the public hearing held in Yakima at 1:30 p.m. on 

November 20, 1991, it was determined that industry was 

no longer supportive of the quarantine. The department 
will move to repeal the quarantine at a later date. 

William E. Brookreson 

Assistant Director 

Plant Services Division 


WSR 92-01-014 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed December 6, 1991, 10:14 a.m.] 


Date of Adoption: December 6, 1991. 

Purpose: To implement sections 6 and 7, chapter 339, 
Laws of 1991. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 308-77—034 and 308—77—040. 

Statutory Authority for Adoption: RCW 82.38.260. 

Pursuant to notice filed as WSR 91-21-133 on Octo- 
ber 23, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: None except to include the word "of" inad- 
vertently left out to be deleted. 

Effective Date of Rule: Thirty-one days after filing. 

December 6, 1991 
Mary Riveland 
Director 
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AMENDATORY SECTION [(Amending Order PFT 
90-04, filed 6/14/90)] 


WAC 308-77-034 SPECIAL FUEL USER'S LI- 
CENSE. A special fuel user's license must be obtained 
by any person wishing to purchase special fuel without 
payment of the special fuel tax at the time of purchase. 
It must also be obtained by any person operating a diesel 
vehicle with a gross vehicle weight of over ((twelve)) 
twenty-six thousand pounds into the state of 
Washington from another state or province. This in- 
cludes vehicles bearing Washington license plates. Per- 
sons using special fuel for heating purposes only are al- 
lowed to purchase special fuel without payment of the 
special fuel tax without obtaining a special fuel license. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 


AMENDATORY SECTION [(Amending Order PFT 
90—04, filed 6/14/90)] i 


WAC 308-77-040 ISSUANCE OF LICENSE. А 
special fuel supplier or dealer who wishes to conduct 
separate businesses at different locations will be issued a 
license for each business upon request and filing an ap- 
plication for a license and a bond (if required) for each. 
The license shall be displayed or kept available for in- 
spection at the place of each business where fuel is sold 
and delivered to users. 

A special fuel supplier or dealer having more than one 
place of business holding a single license shall reproduce ` 
the license and keep a photocopy on display at each ad- 
ditional place of business, each place of storage from 
which special fuel is sold or delivered, and in each motor 
vehicle used to transport special fuel owned by him for 
sale, delivery or use, and in addition, must identify by 
location and capacity all bulk storage plants of #1 and 
#2 distillates capable of being used as vehicle fuel as re- 
quired by the department. 

A special fuel user who wishes to conduct separate 
businesses at different locations or to operate two or 
more separate fleets of motor vehicles will be issued a li- 
cense for each separate business or fleet upon request 
and filing an application for a license and a bond (if re- 
quired) for each location or fleet. The license shall be 
displayed or be kept available for inspection at the own- 
er's principal place of business and a reproduced copy 
thereof shall be carried in each motor vehicle entering 
this state from another state or province. A special fuel 
tax trip permit may be purchased by a user entering this 
state in lieu of a special fuel license. The user must be 
the registered owner and/or lessee of the vehicle, or a 
dealer of motor vehicles. Operators of vehicles having 
two axles and ((with)) a gross vehicle weight ((of)) or 
registered gross vehicle weight exceeding ((more-than 
twełve)) twenty-six thousand pounds, or having three or 
more axles regardless of weight, or a combination of ve- 
hicles, when the combination exceeds twenty-six thou- 


sand pounds gross vehicle weight, will require a special 
fuel license or a special fuel tax trip permit to enter this 


state. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 
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NEW SECTION 


WAC 308-77-215 MITIGATION OF PENAL- 
TIES AND INTEREST. The department, in it's discre- 
tion, may mitigate, extinguish or adjust penalties and 
interest arising from late or missing fuel tax returns, un- 
paid or underpaid taxes, lack of complete records to 
support reported fuel usage, or license revocation penal- 
ties, when reasonable cause is shown by the taxpayer or 
as indicated from the records on file with the department 
that failure to comply with the requirements of this 
chapter was not intentional or unreasonable. 

The department, after review of records furnished 
and/or tax returns available, may take into considera- 
tion a taxpayer's history of underpayments and overpay- 
ments, late payment(s), late filing of tax returns, or in- 
complete records in arriving at it's decision to mitigate. 

Taxpayers who fail to pay assessed taxes on a timely 
basis may have late payment penalties and interest miti- 
gated if the individual, partnership or corporation is able 
to establish that failure to take such payment action 
within a thirty-day period after service of an assessment 
was based upon an internal business or employee over- 
sight, or other unavoidable reasonable circumstance. 

Reviser's note: The typographical errors in the above section oc- 


curred in the copy filed by the agency and appear in the Register pur- 
suant to the requirements of RCW 34.08.040. 


WSR 92-01-015 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed December 6, 1991, 10:16 a.m.] 


Date of Adoption: December 6, 199]. 
Purpose: To implement section 8, chapter 339, Laws 
of 199]. 
Statutory Authority for Adoption: RCW 82.42.040 
and 82.42.100. 
Pursuant to notice filed as WSR 91-21-134 on Octo- 
ber 23, 1991. 
Effective Date of Rule: Thirty—one days after filing. 
December 6, 1991 
Mary Riveland 
Director 


NEW SECTION 


WAC 308-78-090 MITIGATION OF PENAL- 
TIES AND INTEREST. The department, in it's discre- 
tion, may mitigate, extinguish or adjust penalties and 
interest arising from late or missing fuel tax returns, un- 
paid or underpaid taxes, lack of complete records to 
support reported fuel usage, or license revocation penal- 
ties, when reasonable cause is shown by the taxpayer or 
as indicated from the records on file with the department 
that failure to comply with the requirements of this 
chapter was not intentional or unreasonable. 


[9] 


WSR 92-01-016 


The department, after review of records furnished 
and/or tax returns available, may take into considera- 
tion a taxpayer's history of underpayments and overpay- 
ments, late payment(s), late filing of tax returns, or in- 
complete records in arriving at it's decision to mitigate. 

Taxpayers who fail to pay assessed taxes on a timely 
basis may have late payment penalties and interest miti- 
gated if the individual, partnership or corporation is able 
to establish that failure to take such payment action 
within a 30 day period after service of an assessment 
was based upon an internal business or employee over- 
sight, or other unavoidable reasonable circumstance. 

Reviser's note: The typographical errors in the above section oc- 


curred in the copy filed by the agency and appear in the Register pur- 
suant to the requirements of RCW 34.08.040. 


WSR 92-01-016 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed December 6, 1991, 10:18 a.m.] 


Date of Adoption: December 6, 1991. 
Purpose: To implement section 1, chapter 339, Laws 
of 1991. 
Statutory Authority for Adoption: RCW 82.36.435. 
Pursuant to notice filed as WSR 91-21-135 on Octo- 
ber 23, 1991. 
Effective Date of Rule: Thirty—one days after filing. 
December 6, 1991 
Mary Riveland 
Director 


NEW SECTION 


WAC 308-72-710 MITIGATION OF PENAL- 
TIES AND INTEREST. The department, in it's discre- 
tion, may mitigate, extinguish or adjust penalties and 
interest arising from late or missing fuel tax returns, un- 
paid or underpaid taxes, lack of complete records to 
support reported fuel usage, or license revocation penal- 
ties, when reasonable cause is shown by the taxpayer or 
as indicated from the records on file with the department 
that failure to comply with the requirements of this 
chapter was not intentional or unreasonable. 

The department, after review of records furnished 
and/or tax returns available, may take into considera- 
tion a taxpayer's history of underpayments and overpay- 
ments, late payment(s), late filing of tax returns, or in- 
complete records in arriving at it's decision to mitigate. 

Taxpayers who fail to pay assessed taxes on a timely 
basis may have late payment penalties and interest miti- 
gated if the individual, partnership or corporation is able 
to establish that failure to take such payment action 
within a 30 day period after service of an assessment 
was based upon an internal business or employee over- 
sight, or other unavoidable reasonable circumstance. 

Reviser's note: The typographical errors in the above section oc- 


curred in the copy filed by the agency and appear in the Register pur- 
suant to the requirements of RCW 34.08.040. 
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WSR 92-01-017 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Bulb Commission) 
[Memorandum— December 2, 1991] 


The meetings of the Washington State Bulb Commission 
will be held as follows: The first meeting will be in May 
at either the Mt. Vernon or Puyallup Agricultural Ex- 
perimental Station at noon at our annual field day. The 
second meeting will be in November or December at the 
Sea-Tac Marriott Hotel, Seattle, Washington at 3 p.m. 
at our annual short course. The dates are not definite 
because of availability of research scientists, research 
plot availability, meeting room schedules, and weather 
conditions. 


WSR 92-01-018 
NOTICE OF PUBLIC MEETINGS 
TRANSPORTATION COMMISSION 


[Memorandum— December 4, 1991] 


The December Washington State Transportation Com- 
mission meeting will be held on Thursday, December 19, 
1991, at 9:00 a.m. in the Transportation Commission 
Conference Room - 1D2, Transportation Building, 
Olympia, Washington. There will be subcommittee 
meetings on Wednesday, December 8. 


WSR 92-01-019 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF LICENSING 
[Memorandum— December 4, 1991] 
1992 SCHEDULE OF REGULAR BOARD MEETINGS 
BOARD OF REGISTRATION FOR ARCHITECTS 
Meeting Date Time 


9:00 a.m. 


Location 


University of Washington 
Faculty Conference Room 
2nd Floor, Gould Hall 
Seattle, Washington 


February 7 


April 9 Professional Licensing Building 
Conference Room, 3rd Floor 
2424 Bristol Court 


Olympia, WA 


Washington State University 
Carpenter Hall 
Pullman, Washington 


Wyndham Garden Hotel 
18118 Pacific Highway South 
Seattle, WA 


Red Lion at the Quay 
100 Columbia Street 
Vancouver, WA 


Wyndham Garden Hotel 
18118 Pacific Highway South 
Seattle, WA 


Wyndham Garden Hotel 
18118 Pacific Highway South 
Seattle, WA 


1:00 p.m. 


April 10 9:00 a.m. 


May 22 9:00 a.m. 
August 7 9:00 a.m. 
9:00 a.m. 


November 6 


December 4 9:00 a.m. 
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WSR 92-01-020 
RULES COORDINATOR 
WASHINGTON SCHOOL 
FOR THE DEAF 
[Filed December 6, 1991, 10:26 a.m.] 


I would like to inform you that I am the designated rules 
coordinator for the Washington School for the Deaf. 


Larry W. Drotz, Rules Coordinator 
Washington School for the Deaf 
611 Grand Boulevard 

Mailstop S-26 

Vancouver, WA 98661 


If you have any questions please feel free to call me at 
(206) 254-9062 or 476-6620 scan. 

Larry W. Drotz, Director 

Executive Services 


WSR 92-01-021 
RULES COORDINATOR 
WASHINGTON STATE 
SCHOOL FOR THE BLIND 
[Filed December 6, 1991, 10:27 a.m.] 


I would like to inform you that I am the designated rules 
coordinator for the Washington State School for the 
Blind. 


Larry W. Drotz, Rules Coordinator 
Washington State School for the Blind 
611 Grand Boulevard 

Mailstop S—26 

Vancouver, WA 98661 


If you have any questions please feel free to call me at 

(206) 254—9062 or 476-6620 scan. 
| Larry W. Drotz, Director 
Executive Services 


WSR 92-01-022 
NOTICE OF PUBLIC MEETINGS 
STATE BOARD OF EDUCATION 


[Memorandum— December 6, 1991] 


SCHEDULE OF REGULAR MEETING DATES AND 
LOCATIONS 
1992 CALENDAR YEAR 


ESD 113 

601 McPhee Road S.W. 
Thurston Room 
Olympia, WA 98502 
(206) 586-2933 


ESD 113 

601 McPhee Road S.W. 
Thurston Room 
Olympia, WA 98502 
(206) 586-2933 


Caravel Motel 

322 West Woodin Avenue 
Chelan, WA 98816 

(509) 682-2582 


January 23-24, 1992 


March 26-27, 1992 


May 21-22, 1992 
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Silverdałe Hotel 

3073 Bucklin Hill Road 
Silverdale, WA 98383 
(206) 698-1000 


Horthwest ESD 189 

205 Stewart Road 

Mount Vernon, WA 98273 
(206) 424-9573 


Sea-Tac Holiday Inn 

17338 Pacific Highway South 
Seattle, WA 98188 

(206) 248-1000 


July 22-23-24, 1992 


September 24-25, 1992 


November 19—20, 1992 


WSR 92-01-023 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(State Board of Nursing) 

[Order 222B—Filed December 6, 1991, 11:19 a.m.] 


Date of Adoption: November 22, 1991. 

Purpose: Minor changes in the training requirements 
for RNs in private and public school settings teacliing 
unlicensed persons to provide clean intermittent cathe- 
terization for students. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-839-820. 

Statutory Authority for Adoption: RCW 18.88.080. 

Pursuant to notice filed as WSR 91-20-171 on Octo- 
ber 2, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 2, 199] 
Patricia O. Brown 
Executive Secretary 


AMENDATORY SECTION (Amending Order 116B, 
filed 3/18/91, effective 4/18/91) 


WAC 246-839-820 PROVISION FOR CLEAN, 
INTERMITTENT CATHETERIZATION IN 
SCHOOLS. Public school districts and private schools 
that offer classes for any of the grades kindergarten 
through twelve may provide for clean, intermittent cath- 
eterization of students or assisted self-catheterization of 
students who are in the custody of the school district at 
the time in accordance with the following rules: 

(1) The student's file shall contain a written request 
from the parent(s) or guardian for the clean, intermit- 
tent catheterization of the student. 

(2) The student's file shall contain written permission 
from the parent(s) or guardian for the performance of 
the clean, intermittent catheterize procedure by the non- 
licensed school employee. 

(3) The student's file shall contain a current written 
order for clean, intermittent catheterization from the 
student's physician and shall include written instructions 
for the procedure. The order shall be reviewed and/or 
revised each school year. 

(4) The student's file shall contain written, current, 
and unexpired instructions from a registered nurse li- 
censed under chapter 18.88 RCW regarding catheteri- 
zation which include (a) a designation of the school dis- 
trict or private school employee or employees who may 
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provide for the catheterization, and (b) a description of 
the nature and extent of any required supervision. 

(5) The service shall be offered to all handicapped 
students and may be offered to the nonhandicapped stu- 
dents, at the discretion of the school board. 

(6) The licensed registered nurse shall develop in- 
structions specific to the needs of the student. These 
shall be made available to the nonlicensed school em- 
ployee and shall be updated each school year. 

(7) The supervision of the self-catheterizing student 
shall be based on the needs of the student and the skill 
of the nonlicensed school employee. 

(8) The licensed registered nurse, designated by the 
school board, shall be responsible for the training of the 
nonlicensed school employees who are assigned to per- 
form clean, intermittent catheterization of the students. 

(9) The training of the nonlicensed school employee 
shall include but not be limited to: 

(a) An initial inservice training ((of-atteast-ten 
hours)), length determined by the licensed registered 
nurse. 

(b) An update of the instructions and a review of the 
procedure each school year. 

(c) Anatomy, physiology, and pathophysiology of the 
urinary system including common anomalies for the 


((preschoo-through-adolescent-1ged-student)) appropri- 
ate age group served. 


(d) Techniques common to the urinary catheterization 
procedure. 

(e) Identification and care of the required equipment. 

(f) Common signs and symptoms of infection and rec- 
ommended procedures to prevent the development of 
infections. 

(g) Identification of the psychosocial needs of the 
parent/guardian and the students with emphasis on the 
needs for privacy and confidentiality. 

(h) Documentation requirements. 

(i) Communication skills including the requirements 
for reporting to the registered nurse or the physician. 

G) Medications commonly prescribed for the clean, 
intermittent catheterization patient and their side 
effects. 

(k) Contraindications for clean, intermittent catheter- 
ization and the procedure to be followed if the nonli- 
censed school employee is unable to catheterize the 
student. 

(1) Training in catheterization specific to the student's 
needs. 

(m) Developmental growth patterns of the ((preschooł 
through-adolescent-aged-student)) appropriate age group 
served. 

(n) Utilization of a teaching model to demonstrate 
catheterization techniques with return demonstration 
performed by the nonlicensed school employee, if a 
model is available. 

(10) The training of the nonlicensed school employee 
shall be documented in the employee's permanent file. 


WSR 92-01-024 


WSR 92-01-024 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Apple Advertising Commission) 
[Memorandum— December 3, 1991] 


The annual meeting of the Washington State Apple Ad- 
vertising Commission will be held on Wednesday, March 
18, 1992, in Wenatchee, Washington, pursuant to RCW 
42.30.075. 


WSR 92-01-025 
NOTICE OF PUBLIC MEETINGS 
CONVENTION AND TRADE 
CENTER 
[Memorandum December 4, 1991] 


The board of directors of the Washington State Conven- 
tion and Trade Center will meet on Wednesday, 
December 11, 1991, at 2:00 p.m., in the 5th Floor Board 
Room of the Convention Center, 800 Convention Place, 
Seattle. 


If you have any questions regarding this meeting, please 
call 447—5000. 


WSR 92-01-026 
RULES COORDINATOR 
DEPARTMENT OF 

NATURAL RESOURCES 
[Filed December 6, 1991, 2:03 p.m.] 


In accordance with RCW 34.05.310(3), the rules coor- 
dinator for the Department of Natural Resources is 
Dave Dietzman, SEPA Center, Lands and Minerals Di- 
vision, 7211 Cleanwater Lane, P.O. Box 47014, 
Olympia, WA 98504, phone (206) 586-6382, 321-6382 
scan. 
James A. Stearns 
Supervisor 


WSR 92-01-027 
PERMANENT RULES 
DEPARTMENT OF 
NATURAL RESOURCES 
[Order 587—-Filed December 6, 1991, 2:07 p.m.) 


Date of Adoption: November 27, 1991. 

Purpose: To conform the DNR's rules on adjudicative 
proceedings to department practice. ; 

Citation of Existing Rules Affected by this Order: 
Amending WAC 332-08-125, 332-08—315, and 332- 
08—515. 

Statutory Authority for Adoption: RCW 34.05.220 
(1)(a). 

Pursuant to notice filed as WSR 91-21-138A on Oc- 
tober 23, 1991. 
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Effective Date of Rule: Thirty-one days after filing. 
December 5, 1991 
James A. Stearns 
Department Supervisor 


AMENDATORY SECTION (Amending Order 573, 
filed 6/17/91) 


WAC 332-08-125 APPLICATION FOR ADJU- 
DICATIVE PROCEEDING — PLACE OF FILING. 
(1) An application for adjudicative proceeding concern- 
ing surface mining operations under chapter 78.44 RCW 
must be filed at the following address: 


ATTN: Regulatory Programs Manager 
Division of Geology and Earth Resources 
Department of Natural Resources 

4224 S.E. 6th Avenue, Rowesix Bldg. 1 
Lacey, WA 98503 


(2) An application for adjudicative proceeding con- 
cerning the revocation of permission to install and main- 
tain a private recreational dock under RCW 79.90.105 
and WAC 332-30-144 must be filed at the following 


address: 


Division Manager 

Division of Aquatic Lands 
Department of Natural Resources 
202 John A. Cherberg Bldg., Mailsto 
Olympia, WA 98504 


(3) Applications for adjudicative proceedings con- 
cerning notices to comply issued under RCW 76.09.090 
and WAC 222-46-030 (forest practices), performance 
bond permit adjustments under RCW 78.44.120 (sur- 
face mining), and notices of deficiency issued under 
RCW 78.44.140 (surface mining) are governed by WAC 
332-08-515. 

(((3)) 4) Applications for adjudicative proceedings in 
all other cases must be filed at the following address: 


W-21 


Office of the Supervisor 

Department of Natural Resources 

201 John A. Cherberg Bldg., Mailstop QW-21 
Olympia, WA 98504 


AMENDATORY SECTION (Amending Order 573, 
filed 6/17/91) 


WAC 332-08-315 BURDEN OF PROOF. (1) 
Unless otherwise ordered by the presiding officer or re- 
quired by law, the burden of proof in adjudicative pro- 
ceedings pursuant to RCW 34.05.413 through RCW 
34.05.476 shall be as follows: 

(a) In proceedings concerning the denial of an appli- 
cation for a surface mining permit or disapproval of a 
reclamation plan under RCW 78.44.100, the applicant 
has the burden of proof. 

(b) In proceedings concerning the modification of a 
reclamation plan under RCW 78.44.100, the department 
has the burden of proof. 

(c) In proceedings concerning a permit cancellation 
under RCW 78.44.140, the department has the burden 
of proof. 
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(d) In civil penalty proceedings and proceedings con- 
cerning stop work orders under RCW 78.44.160, the de- 
partment has the burden of proof. 


(e) In proceedings concerning the revocation of per- 
mission to install and maintain a private recreational 
dock under RCW 79.90.105 and WAC 332-30-144, the 
department has the burden of proof. 

(f) In all other cases, the proponent of an order has 
the burden of proof. 

(2) Unless otherwise ordered by the presiding officer 
or required by law, the standard of proof in adjudicative 
proceedings pursuant to RCW 34.05.413 through RCW 
34.05.476 shall be a preponderance of the evidence. 


AMENDATORY SECTION (Amending Order 573, 
filed 6/17/91) 


WAC 332-08-515 BRIEF ADJUDICATIVE 
PROCEEDINGS—APPLICATION PROCEDURE. 
(1) An application for a BAP must be in writing, and 
must specify the factual basis for appeal and the issue to 
be adjudicated in the proceeding. 

(2) An application for a BAP concerning a notice to 
comply issued under RCW 76.09.090 and WAC 222- 
46—030 must be filed within fifteen days after the date of 
service of the notice to comply. The application must be 
filed at the following address: 


Office of the Supervisor 

Department of Natural Resources 

201 John A. Cherberg Bldg., Mailstop QW-21 
Olympia, WA 98504 


(3) An application for a BAP concerning a perform- 
ance bond permit adjustment under RCW 78.44.120 
must be filed within fifteen days after service of the no- 
tice adjusting the performance bond amount specified in 
the operating permit. The application must be filed ((at 


ATFTN-Regulatory-Programs-NEanager 
Divisi Geol Бат 
Department of"Naturał Resources 


Facey WA-98503)) _ 
with the department's Region Office that issued the no- 


tice. A list of the department's Region Offices and their 
addresses appears in WAC 332-10-030. The application 


should be addressed to the attention of the Surface 
Mining Contact Person. Upon receiving an application 
for a BAP concerning a performance bond permit ad- 
justment, the department may choose to use the formal 
procedures of RCW 34.05.413 through RCW 34.05.476 
and WAC 332-08-005 through WAC 332-08—405, and 
may choose not to use BAP procedures. 

(4) An application for a BAP concerning a notice of 
deficiency issued under RCW 78.44.140 must be filed 
within fifteen days after service of the notice of deficien- 


cy. The application must be filed ((at—the—foltowing 
address: 
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AFFNReputatory Programs Manager 

Divisi Geol a Earth R 

Departmrent-of-Naturat Resources 

Eacey-WA-98563)) 
with the department's Region Office that issued the no- 
tice. A list of the department's Region Offices and their 
addresses appears in WAC 332—10—030. The application 
should be addressed to the attention of the Surface 
Mining Contact Person. Upon receiving an application 
for a BAP concerning a notice of deficiency, the depart- 
ment may choose to use the formal procedures of RCW 
34.05.413 through RCW 34.05.476 and WAC 332-08- 
005 through WAC 332-08-405, and may choose not to 
use BAP procedures. 


WSR 92-01-028 
PROPOSED RULES 
HIGHER EDUCATION 
PERSONNEL BOARD 
[Filed December 6, 1991, 2:41 p.m.] 


Continuance of WSR 91-21-129 and 91—20-140. 

Title of Rule: WAC 251-01-010 Administrative em- 
ployees; 251-01-155 Executive employees; 251—01—320 
Professional employees; 251-01—395 Supervisor; 251- 
09-025 Schedule changes; 251—09—030 Overtime; and 
251-18-180 Eligible lists—Definition—Composition. 

Purpose: To clarify Higher Education Personnel 
Board rules relative to the Fair Labor Standards Act. 

Statutory Authority for Adoption: RCW 28B.16.100. 

Statute Being Implemented: Chapter 28B.16 RCW. 

Summary: Modifications create consistency between 
the Higher Education Personnel Board rules and the 
criteria of the Fair Labor Standards Act. 

Name of Agency Personnel Responsible for Drafting: 
Jamie McNamara, 1202 Black Lake Boulevard, FT—11, 
Olympia, 98504, 753-0653; Implementation and En- 
forcement: John Spitz, Director, 1202 Black Lake Boul- 
evard, FT-11, Olympia, 98504, 753-3731. 

Name of Proponent: Higher Education Personnel 
Board, governmental. | 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These rules apply to situations to which Fair La- 
bor Standards Act also applies. The proposed modifica- 
tions clarify the relationship between the two. 

Proposal Changes the Following Existing Rules: 
Modifies definitions section to more closely match Fair 
Labor Standards Act standards; clarify that hours 
worked during a schedule change period are subject to 
the overtime provisions of WAC 251-09-030 and Fair 
Labor Standards Act; clarify computation of overtime 
pay or time off; and eliminate reference to Higher Edu- 
cation Personnel Board definitions and insert reference 
to Fair Labor Standards Act. 

Hearing Location: Centralia College, Centralia, 
Washington, on February 6, 1992, at 10:00 a.m. 
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Submit Written Comments to: 1202 Black Lake 
Boulevard, P.O. Box 40918, Olympia, WA 98504—0918, 
by February 5, 1992. 

Date of Intended Adoption: February 6, 1992. 

November 20, 1991 
John A. Spitz 
Director 


WSR 92-01-029 
NOTICE OF PUBLIC MEETINGS 
HIGHER EDUCATION 
PERSONNEL BOARD 


[Memorandum—December 6, 1991] 


BOARD MEETING DATES AND LOCATIONS - 1992 


January 9 University of Washington 
February 6 Centralia College 

March 5 University of Washington 

April 2 The Evergreen State College 

May 7 University of Washington 

June 4 University of Washington 

July 2 University of Washington 

August 6 South Seattle Community College 


University of Washington 
North Seattle Community College 


September 3 
September 24 


October | University of Washington 
November 5 University of Washington 
December 3 University of Washington 


WSR 92-01-030 
RULES COORDINATOR 
HIGHER EDUCATION 
PERSONNEL BOARD 
[Filed December 6, 1991, 2:45 p.m.] 


In accordance with RCW 34.05.310(3), the following 

information is provided for publication in the 

Washington State Register: Agency Rules Coordinator, 

Sandra Brownrigg, 1202 Black Lake Boulevard, P.O. 
Вох 40918, Olympia, WA 98504-0918. 

John A. Spitz 

Director 


WSR 92-01-031 
PERMANENT RULES 
HIGHER EDUCATION 
PERSONNEL BOARD 
[Filed December 6, 1991, 2:47 p.m., effective February 1, 1992] 


Date of Adoption: November 27, 1991. 

Purpose: To correct a reference within the rule to an- 
other WAC. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 251-10-080 Reasonable accommoda- 
tion—Reemployment. 
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Statutory Authority for Adoption: RCW 28B.16.100. 
Pursuant to notice filed as WSR 91—21—044 on Octo- 
ber 11, 1991. 
Effective Date of Rule: February 1, 1992. 
December 2, 1991 
John A. Spitz 
Director 


AMENDATORY SECTION (Amending Order 176, 
filed 3/23/89, effective 5/1/89) 


WAC 251-10-080 REASONABLE ACCOMMO- 
DATION—REEMPLOYMENT. Each institution shall 
provide the access to reemployment provided in this sec- 
tion for former permanent classified employees of the 
institution who have submitted a written request to the 
personnel officer for reemployment within three years of 
separation pursuant to WAC 251—10—070. The provi- 
sions outlined in this section are requirements of either 
the former employee or the institution but need not nec- 
essarily be performed in the order listed. 

(1) To be eligible for reemployment the former em- 
ployee must: 

(a) Complete and submit an application(s) for 
reemployment; 

(b) Submit to the personnel officer a physician's 
statement affirming the former employee's fitness to re- 
turn to work and specifying any work restrictions due to 
a physical, sensory, or mental disability of the individual; 

(i) The physician's statement must directly reference 
the duties specified in the job description for the 
position(s) or class(es) for which the former employee 
may be qualified; 

(ii) If the physician's statement provides inadequate 
information, the former employee will obtain the neces- 
sary clarification from the physician or will provide a 
release to the institution to communicate directly with 
the physician regarding the disabling condition as it re- 
lates to employment. Such information will be obtained 
at the former employee's expense; 

(iii) The employer may require that the former em- 
ployee be examined by a physician of the employer's 
choice and at the employer's expense. 

(c) Meet the minimum qualifications and pass the ex- 
amination for the class(es). 

(2) The institution will provide assistance, such as the 
following, to the individual seeking reemployment under 
this section: 

(a) Assessment of job classes for which the former 
employee is qualified; 

(b) Assistance regarding the employment/application 
process; 

(c) Placement on appropriate eligible lists through the 
competitive process per WAC 251-17-090 (2) and (4); 

(d) Access to institution staff training programs rele- 
vant to job categories for which the former employee 
might become qualified. 
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WSR 92-01-032 
RULES COORDINATOR 
OFFICE OF 
INSURANCE COMMISSIONER 
[Filed December 6, 1991, 3:19 p.m.] 


In accordance with RCW 34.05.310(3), the rules coor- 

dinator for the Insurance Commissioner is Arloween 

Manley, 200 Insurance Building, Mailstop AQ-21, 

Olympia, WA 98504-0321, phone (206) 753-2406 or 
234—2406 scan. 

Dick Marquardt 

Insurance Commissioner 

By Robert E. Johnson 

Deputy Commissioner 


WSR 92-01-033 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Order 91-146— Filed December 6, 1991, 4:22 p.m., effective 
December 7, 1991, 11:59 p.m.] 


Date of Adoption: December 6, 1991. 

Purpose: Commercial fishing regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 220-47-724. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: The opening in Area 7B 
provides opportunity to harvest the nontreaty share of 
chum salmon originating from the Nooksack-Samish 
region, and is necessary to reduce wastage. All other 
Puget Sound areas are closed to prevent overharvest of 
local salmon stocks. 

Effective Date of Rule: 11:59 p.m., December 7, 1991. 

December 6, 1991 
Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-47-725 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY. Not- 
withstanding the provisions of Chapter 220-47 WAC, 
effective 11:59 PM Saturday December 7, 1991, until 
further notice, it is unlawful to take, fish for, or possess 
salmon or Atlantic salmon for commercial purposes 
taken from the following Puget Sound Salmon Manage- 
ment and Catch Reporting Areas except in accordance 
with the following open periods and mesh and area 
restrictions: 

*Area 7B — Gillnets using 6-inch minimum mesh, and 
purse seines, may fish continuously until 11:59 PM Sat- 
urday December 14. 
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*Areas 4B, 5, 6, 6A, 6B, 6C, 6D, 7, 7A, 7С, 7D, 7E, 
8, 8A, 8D, 9, 9A, 10, 10A, 10C, 10D, 10E, 10F, 10G, 
11, 11A, 12, 12A, 12B, 12C, 12D, 13, 13A, 13C, 13D, 
13E, 13F, 13G, 13H, 131, 13J, and 13K, all freshwater 
areas, and exclusion zones provided for in WAC 220— 
47—307 except as modified herein — Closed. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed effective 11:59 PM Saturday 
December 7, 1991: 


WAC 220-47-724 PUGET SOUND ALL-CITI- 
ZEN COMMERCIAL SALMON FISHERY (91-144) 


WSR 92-01-034 
EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Filed December 6, 1991, 6:10 p.m.] 


Date of Adoption: December 6, 1991. 

Purpose: Close the commercial crab season. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 220-52-046. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Recent samples of 
Dungeness crab have been found to have levels of 
domoic acid in crab viscera above the level of human 
health concern, according to the Departments of Health 
and Agriculture. Given the concern for human health, 
the Department of Fisheries sees a potential for impact 
on the economic well-being of the industry. 

Effective Date of Rule: Immediately. 

December 6, 199] 
Judith Freeman 
for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-52-04600V CRAB FISHERY — SEA- 
SONS AND AREAS. Notwithstanding the provisions 
of WAC 220-52-046, effective 12:01 a.m. Saturday, 
December 7, 1991, and until further notice, it shall be 
unlawful to land or possess any crab from coastal, Pa- 
cific Ocean, Grays Harbor, Willapa Harbor or Columbia 
River waters. 

All commercial crab gear must be removed from 
coastal, Pacific Ocean, Grays Harbor, Willapa Harbor 
and Columbia River waters by 12:01 a.m. Tuesday, 
December 10, 1991. 
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WSR 92-01-035 
- EMERGENCY RULES 
DEPARTMENT OF FISHERIES 
[Filed December 6, 1991, 6:15 p.m.] 


Date of Adoption: December 6, 1991. 

Purpose: Personal use rule. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 220—-56-330. 

Statutory Authority for Adoption: RCW 75.08.080. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: Recent samples of 
Dungeness crab have been found to have levels of 
domoic acid in crab viscera above the level of human 
health concern. Given the concern for human health, the 
Department of Fisheries sees a potential of wastage as 
fishers learn of the potential health hazard associated 
with eating the crab resource and discarding the re- 
source in their possession. 

Effective Date of Rule: Immediately. 

December 6, 1991 
Judith Freeman 
for Joseph R. Blum 
Director 


NEW SECTION 


WAC 220-56-33000D CRAB AREAS AND 
SEASONS. Notwithstanding the provisions of WAC 
220—56-330, effective 12:01 a.m. Saturday, December 7, 
1991, and until further notice, it shall be unlawful to fish 
for or possess crab for personal use from coastal, Pacific 
Ocean, Grays Harbor, Willapa Harbor and Columbia 
River waters. 


WSR 92-01-036 
NOTICE OF PUBLIC MEETINGS 
PARKS AND RECREATION 

COMMISSION 


[Memorandum—December 9, 1991] 


On December 6, 1991, the Washington State Parks and 
Recreation Commission adopted the following 1992 reg- 
ular meeting schedule for eight meetings to be held in 
designated locations throughout the state. A tour of 
nearby state parks or other areas of recreational interest 
will be held the preceding day. 


TOUR MEETING 


MONTH DATE DATE LOCATION 
January 30 31 Spokane 

March 12 13 Longview 

April 23 24 Walla Walla 
June 4 5 Bremerton 

July 16 17 San Juan Islands 
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September 10 11 Wenatchee 
October 22 23 Bellingham 
December 3 4 Seattle 


All commission meetings will begin at 9:00 a.m. on the 
day scheduled. The exact locations are yet to be deter- 
mined for the tour sites and commission meeting site. 


However, the January meeting will be held at the Qual- 
ity Inn, Valley Suites, East 8923 Mission Street, 
Spokane. 


Locations for the next regular meetings will be an- 
nounced at the close of each regular meeting and may 
also be obtained thereafter by writing to the State Parks 
Director at: Washington State Parks and Recreation 
Commission, P.O. Box 42650, KY-11, Olympia, WA 
98504—2650 or by calling (206) 753—5758. 


In accordance with Executive Order 83-19, meeting 
sites will be selected which are barrier free to the great- 
est extent feasible. Braille or taped agenda items for the 
visually impaired and interpreters for those with hearing 
impairments will be provided if requested with adequate 
notice. Such requests should usually be made at least 10 
working days in advance of the scheduled meeting date 
and should be sent to the state parks' address in the 
above paragraph. 


WSR 92-01-037 
RULES COORDINATOR 
PARKS AND RECREATION 
COMMISSION 
[Filed December 9, 1991, 1:02 p.m.] 


In accordance with RCW 34.05.310, this letter is to in- 
form you that the Washington State Parks and Recre- 
ation Commission's rules coordinator is: Nina Carter, 
Executive Assistant, Washington State Parks and Rec- 
reation Commission, 7150 Cleanwater Lane, Mailstop 
KY-11, P.O. Box 42650, Olympia, WA 98504-5711, 
phone (206) 753-6179, 234-6179 scan. 
Cleve Pinnix 
Director 


WSR 92-01-038 
PROPOSED RULES 
PARKS AND RECREATION 
COMMISSION 
[Filed December 9, 1991, 1:06 p.m.] 


Original Notice. 

Title of Rule: Fort Worden state park reservation 
system. 

Purpose: Changes reservation system at Fort Worden 
in compliance with management study. 

Statutory Authority for Adoption: 
43.51.040(2). 

Statute Being Implemented: Chapter 43.51 RCW. 

Summary: Changes reservation system from tele- 
phone, followed by a mail-in request, to only a mail-in 


RCW 
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or walk-in system. Reduces minimum recreational vehi- 
cle requirement for use of rally area from 25 to 10. 

Reasons Supporting Proposal: This will simplify the 
park campsite reservation system and implements a rec- 
ommendation from the 1990 Fort Worden management 
study. 

Name of Agency Personnel Responsible for Drafting: 
Wayne McLaughlin, State Parks, 7150 Cleanwater 
Lane, Olympia, WA, 753-2029; Implementation and 
Enforcement: Dennis Smith, State Parks, 7150 
Cleanwater Lane, Olympia, WA, 753-2029. 

Name of Proponent: Washington State Parks and 
Recreation Commission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule changes clarify and simplify the reserva- 
tion system at Fort Worden state park. Tentative reser- 
vations may not be made over the telephone, now, all 
reservations must be made by mail or in person. Reduces 
minimum recreational vehicle requirement for use of 
rally area from 25 to 10. 

Proposal Changes the Following Existing Rules: 
WAC 352-32-25002 is amended to delete the current 
practice of telephoning a reservation and then mailing in 
a reservation request. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Quality Inn, Valley Suites, East 
8923 Mission, Spokane, WA 99206, on January 31, 
1992, at 9:00 a.m. 

Submit Written Comments to: Dennis Smith, State 
Parks, 7150 Cleanwater Lane, Olympia, WA 98504, by 
January 15, 1992. 

Date of Intended Adoption: January 31, 1992. 

December 9, 1991 
Nina Carter 
Executive Assistant 


AMENDATORY SECTION (Amending Order 98, filed 11/24/86) 


WAC 352-32-25002 CAMPSITE AND RALLY AREA RES- 
ERVATIONS—FORT WORDEN STATE PARK. (I) Advance in- 
dividual campsite reservations will be available at Fort Worden State 
Park. They may be made throughout the year for no more than ten 
consecutive nights within the current and first succeeding calendar 
month, except that a continuous reservation may carry from the end of 
the first succeeding month into the beginning of the next succeeding 
month. Reservations may be made by maił, or in person, at Fort 
Worden State Park, and will require a completed application, the first 
night’ s camping fee and the nonrefundable „reservation fee provided for 
in WAC 352-32-035. (( 


park-until-processed-im-order-of-arrivat-)) Mail-in reservations will be 
processed in the order that they are received. Reservation requests 
postmarked earlier than the twentieth day of the preceding month will 
be returned to the sender. (( 


telephone but oi bc folov od by Ы RE PALA i first 
become ar confirmed-reservation:)) Reservation of campsites will not be 


accepted by telephone. Walk-in reservations will be accepted begin- 


ning the first day of the current month for the current month and the 
first succeeding month. During the period from the Friday before Me- 


moria! Day through Labor Day an individual may reserve no more 
than ten campsites for use at the same time, and, may reserve camp- 
sites for no more than ten nights in each calendar month. Other state 
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parks are subject to continuous occupancy rules provided for in WAC 
352-32-030(6). 

(2) Reservations for a specific campsite will not be guaranteed. 

A refund of the first night's camping fee will be issued for any res- 
ervation which is not used, provided a cancellation request is made in 
person, by mail, or by telephone prior to 5:00 p.m. on the first day of 
the reservation. Campers will be declared no-show and, in addition to 
the nonrefundable reservation fee, will forfeit their reservation as well 
as the first night's camping fee if they have not cancelled and if the 
reservation is not claimed by 8:00 a.m. on the day after the confirmed 
arrival date. 

(3) Campers who arrive at the park without a reservation may use 
unreserved campsites for up to ten consecutive nights during the period 
from May 1 through September 30 and fifteen consecutive nights dur- 
ing the period from October 1 through April 30, beginning the day of 
arrival, on a first-come-first-served basis, without paying a reservation 
fee. 

(4) Advance reservations will be available for groups of self—con- 
tained recreational vehicles in the Fort Worden State Park rally area. 
The group must have a minimum of ((twenty-five)) ten recreational 
vehicles and may not exceed two hundred recreational vehicles. The 
nonrefundable reservation fee for the rally area will be $2.00 per rec- 
reational vehicle, or $100.00 total, whichever is greater. The rally area 
camping fee is $4.00 per night. Rally area reservations may be made 
by contacting Fort Worden State Park. 


WSR 92-01-039 
RULES COORDINATOR 
DEPARTMENT OF 

INFORMATION SERVICES 
[Filed December 9, 1991, 1:24 p.m.] 


I have recently designated Stephen Plunkett, assistant 
director, administrative services division, as our agency 
rules coordinator. Steve will continue to serve in this 
function throughout the coming year, and may be con- 
tacted as follows: Department of Information Services, 
Stephen Plunkett, Assistant Director, Administrative 
Services Division, 1110 Jefferson Street S.E., PC-11, 
P.O. Box 42440, Olympia, WA 98504-2440, phone. 
(206) 753-7277. 
Dennis Jones 
Deputy Director 


WSR 92-01-040 
RULES OF COURT 
STATE SUPREME COURT 
[December 5, 1991] 


IN THE MATTER OF RESCISSION OF 
CJC CANON 3 (A)(7) AND THE 
ADOPTION OF NEW GR 16 


No. 25700-A—493 
ORDER 


The Court having considered the rescission of CJC 
Canon 3 (A)(7) and the adoption of proposed New Rule 
GR 16 and comment thereto and having determined that 
the Rules will aid in the prompt and orderly administra- 
tion of justice and having further determined that an 
emergency exists which necessitates an early adoption; 

Now, therefore, it is hereby 

ORDERED: 

(a) That proposed New Rule GR 16 and comment 
thereto are adopted. 

(b) That pursuant to the emergency provisions of GR 
9(i), the Rules will be published expeditiously in the 
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Washington Reports and will become effective upon 
publication. 

(c) That CJC Canon 3 (A)(7) is rescinded. 

DATED at Olympia, Washington this 5{һ day of 
December, 1991. 


Dore, C/J 


Andersen, J. 


Brachtenbach, J. Smith, J. 
Durham, J. Guy, J. 
Dolliver, J. Johnson, J. 


CANON 3 (a) 


[18] 


Washington State Register, Issue 92-01 


GR 16 
[VERSION П] 
CAMERAS IN THE COURTROOM 


Broadcasting, televising, recording, and taking photo- 
graphs in the courtroom is authorized during sessions of 
the court, including recesses between sessions, under the 
following conditions: 
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(a) Permission shall have first been expressly granted 
by the judge and under such conditions as the judge may 
prescribe; and ; 

(b) The media personnel will not distract participants 
or impair the dignity of the proceedings. 


Comment 


While the Illustrative Broadcast Guidelines and Illus- 
trative Print Media Guidelines formerly contained in 
Code of Judicial Conduct Canon 3 (A)(7) are not 
adopted as a part of this rule, they may continue to serve 
the bench, bar and press as examples of how cameras in 
the courtroom may be addressed. 

Reviser's note: The brackets and enclosed material in the text 


above occurred in the copy filed by the State Supreme Court and ap- 
pear in the Register pursuant to the requirements of RCW 34.08.040. 


WSR 92-01-041 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed December 9, 1991, 2:10 p.m.] 


Original Notice. 

Title of Rule: Amending WAC 458-20-166 Hotels, 
motels, boarding houses, rooming houses, resorts, 
summer camps, trailer camps, etc. 

Purpose: This rule provides tax reporting information 
to persons in the business of selling lodging and related 
services. 

Statutory Authority for Adoption: RCW 82.32.300. 

Statute Being Implemented: Title 82 RCW. 

Summary: This rule is amended to clarify how tele- 
phone services are taxable when provided by hotels, mo- 
tels, and related businesses. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Les Jaster, 711 Capitol Way, #400, 
Olympia, (206) 586-7150; and Enforcement: Ed Faker, 
711 Capitol Way, #400, Olympia, (206) 753-5579. - 

Name of Proponent: Department of Revenue, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule provides tax reporting information to 
persons selling lodging. The rule is amended to explain 
how telephone services are taxable when provided by 
hotels and motels. The rule also explains how sellers are 
taxable for sales to the federal government. The rule also 
discusses special hotel/motel taxes. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The Department of Revenue has reviewed administra- 
tive provisions contained in this rule in order to lessen 
the economic impact on small businesses. A small busi- 
ness economic impact statement is not required for the 
following reason(s): We are not aware of any adminis- 
trative or economic impact to the industries affected by 
this rule. 
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Hearing Location: Evergreen Plaza Building, 2nd 
Floor Conference Room, 711 Capitol Way South, 
Olympia, WA, on January 29, 1992, at 9:30 a.m. 

Submit Written Comments to: Les Jaster, Rules Co- 
ordinator, Department of Revenue, Mailstop AX-02, 
P.O. Box 47460, FAX (206) 586-7603, Olympia, WA 
98504-7460, by January 29, 1992. 

Date of Intended Adoption: February 12, 1992. 

December 9, 1991 
Edward L. Faker 
Assistant Director 


AMENDATORY SECTION (Amending Order 88-6, filed 9/27/88) 


WAC 458-20-166 HOTELS, MOTELS, BOARDING 
HOUSES, ROOMING HOUSES, RESORTS, SUMMER CAMPS, 


TRAILER CAMPS, ETC. (1) Introduction. This section explains the 
taxation of the business activity of providing lodging and related ser- 
vices. In addition to retail sales tax and B&O, this section explains the 
special hotel/motel tax, the convention and trade center tax, and the 
taxation of emergency housing furnished to the homeless. 
(2) Definitions. The following definitions apply to this section. 

(a) A hotel, motel, boarding house, rooming house, apartment hotel, 
resort lodge, екса ат) bed and breakfast facility, recre- 
ational vehicle park, and bunkhouse, as used in this ((ratng)) section, 
includes ali establishments which are held out to the public as (атт; 
)) such where sleeping accommo- 
dations may be obtained, whether with or without meals or facilities 


for preparing meals. It will be presumed that the establishments de- 
fined above are conferring a license to use real estate, as distinguished 
from a rental of real estate, where the occupant is a transient. Con- 
versely, where the occupant who receives lodging is or has become a 
nontransient, it will be conclusively presumed that the occupancy is 


under a rental or lease of real property. 
(i) The ((foregotmg)) above terms do not include establishments in 


the business of renting real estate, such as apartments, nor do these 
terms include hospitals, sanitariums, nursing homes, rest homes, and 
similar institutions. ((Further;) The terms generally do not include 
private lodging houses, dormitories, bunkhouses, etc., operated by or 
on behalf of business and industrial firms or schools solely for the ac- 
commodation of employees of such firms((—amd)) or students which 
are not held out to the public as a place where sleeping accommoda- 
tions may be obtained. However, educational institutions who sell 


overnight lodging to persons other than students may be subject to the 
provisions of this section and should also refer to WAC 458—20-167. 


(ii) The terms do not include guest ranches or summer camps which, 
in addition to supplying meals and lodging, offer special recreation fa- 
cilities and instruction in sports, boating, riding, outdoor living, etc. 

(b) A "boarding house", as used in this section, is an establishment 
selling meals on the average to five or more persons, exclusive of 
members of the immediate family. ((Where)) When meals are fur- 
nished to less than five persons, exclusive of members of the immediate 
family, the establishment will not be considered as engaging in the 
business of operating a boarding house. 

(c) A "trailer camp" as used in this section is an establishment 
making a charge for the rental of space to transients for locating or 
parking house trailers, campers, mobile homes, tents ((amdthe-tke)), 
etc. which provide sleeping or living accommodations for the occu- 
pants. Additional charges for utility services ((wil-be-deemed)) are a 
part of the charge made for the rental. 

(d) The term "transient" as used in this section means: Any guest, 
resident, or other occupant to whom lodging and other services are 
furnished under a license to use real property and who does not con- 
tinuously occupy the premises for a period of one month. Any such oc- 
cupant who remains in continuous occupancy for more than :one 
month, shall be deemed a transient as to the first month of occupancy, 
unless such occupant has contracted in advance to remain one month. 
A person who has contracted in advance and does remain in continu- 
ous occupancy for one month, will be deemed a nontransient from the 
start of the occupancy. 
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(3) Business and occupation tax. The tax liability of hotels, motels, 
boarding houses, rooming houses, resorts, summer camps, trailer 
camps, etc., is as follows: 

(a) Retailing. Amounts derived from the charge made to transients 
for the furnishing of lodging; charges for such services as the rental of 
radio and television sets and the rental of rooms, space and facilities 
not for lodging, such as ballrooms, display rooms, meeting rooms, etc., 
and including automobile parking or storage; also amounts derived 
from the sale of tangible personal property at retail are taxable under 
this classification. See "retail sales tax" below for a more detailed ex- 
planation of the charges included (шесе ие in the retailing. 

(b) (( 


held А bh ; сс; iati 
may-be-obtained;)) Service and other business activities. Included іп 


this classification are commissions received, amounts derived from ac- 


commodations not available to the public, certain unsegregated 
charges, and amounts received from certain coin operated laundries. 
(i) Hotels, motels, and similar businesses may receive commissions 
from various sources. These commissions are generally taxable under 
the service and other business activities classification. The following 
are examples of such commissions: 
(A) Commissions received from acting as a laundry agent for guests 


when someone other than the hotel provides the laundry service (see 
WAC 458—20—-165) ((zmd—commrissrons-Tecerved-for—-the-usc-of-tele- 
phone-facilities)). 

(B) Commissions received from telephone companies for long dis- 
tance telephone calls where the hotel or motel is merely acting as an 
agent (WAC 458—20-159) and commissions received from coin-oper- 
ated telephones (WAC 458—20—245). Refer to the retail sales tax sub- 
section below for a further discussion of telephone charges. 

(C) Commissions or license fees for permitting a satellite antenna to 
be installed on the premises or as a commission for permitting a 
broadcaster or cable operator to make sales to the guest of the hotel or 
motel. 

(D) Commissions from the rental of videos for use by guests of the 
hotel or motel when the hotel or motel operator is clearly making such 
sales as an agent for a seller. 

(E) Commissions received from the operation of amusement devices. 
(WAC 458-20-187.) 

(ii) Taxable under this classification are amounts derived from the 
rental of sleeping accommodations by private lodging houses, and by 
dormitories, bunkhouses, etc., operated by or on behalf of business and 
industrial firms and which are not held out to the public as a place 


where sleeping accommodations may be obtained. 
(iii) Summer camps, guest ranches and similar establishments mak- 


ing an unsegregated charge for meals, lodging, instruction and the use 
of recreational facilities must report the gross income from such 
charges under ((this)) the service and other business activities 
classification. 

(iv) This classification ((ts)) also ((apptteabte)) applies to gross in- 
come from charges for the use of coin operated laundry facilities when 
such facilities are situated in an apartment house, hotel, motel, room- 
ing house or trailer camp for the exclusive use of the tenants. (See 
WAC 458-20-165 for information regarding the tax liability of laun- 
dry services generally.) 

(c) Charges for lodging and related services described above are 
subject to tax even though they may be ((derommated)) identified or 
characterized as membership fees or dues. (See WAC 458— 220-114.) ) 

(а) Where lodging is furnished to а nontransient, the transaction is 
((deemed)) a rental of real estate which is exempt of B&O tax (RCW 
82.04.390). 

(4) Retail sales tax. All sales and rentals of tangible personal prop- 
erty by the persons defined in this section are subject to the retail sales 
tax. 

(a) The charge made for the furnishing of lodging and other services 
to transients is subject to the retail sales tax. Included is the charge 
made by a trailer camp for the furnishing of space and other facilities. 
Charges for automobile parking and storage are also subject to the re- 


tail sales tax. A business providing transient lodging must complete the 
"transient rental income" information section of the combined excise 


tax return. The four digit location code must be listed along with the 
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income received from transient lodging subject to retail sales tax for 
each facility located within a participating city or county. 

The retail sales tax does not apply to charges for the use of coin— 
operated laundry facilities when such facilities are situated in an 
apartment house, hotel, motel, rooming house, or trailer camp for the 
exclusive use of the tenants. 

(b) The retail sales tax applies to all retail sales which includes, but 
is not limited to, the following sales: 

i) Food and beverages (including room service) and in the case of 
meals sold under a "two meals for the price of one" promotion, the 
taxable selling price is the actual amount received as payment for the 


meals; 
Laundr rovided b 


name; 


(iii) Banquet room services; 

(iv) Equipment rentals; 

(v) Mandatory gratuities; 

(vi) Employee meals (WAC 458-20-119); 

(vii) Telephone charges (except those specified in this rule and 
WAC 458—20-245); 

(viii) Movie rentals; 

(ix) Hotel owned vending machines dispensing beverages or other 
tangible personal property (WAC 458—-20-187); and 

(x) Dancing cover charges. 

(c) A charge for providing extended television reception to guests of 
a hotel or motel is additional consideration from the sale of lodging 
and subject to retail sales tax. 

(d) Telephone charges to a guest for local telephone calls are tax- 
able under the retailing B&O and retail sales tax classifications. These 
charges are considered part of the lodging services provided to the 
guest. See service and other activities business and occupation tax 
above for transactions involving coin-operated telephones located in 
hotels/motels and commissions paid by telephone companies to hotels/ 
motels for long distance calls. 

(e) If the hotel/motel is acting as an agent for a telephone service 
provider who provides long distance telephone service to the guest, the 
actual telephone charges are not taxable income to the hotel/motel. 
These amounts are advances and reimbursements (see WAC 458-20- 
111 and 458—20-159). Any commission received by the hotel/motel 
from the telephone service provider is taxable under the service and 
other business activities classification. Any additional handling or other 
charge which the hotel/motel may add to the actual long distance 
telephone charge is taxable under the retailing and retail sales tax 
classifications. 

(f) If the hotel/motel leases telephone lines and then provides tele- 
phone services for a charge to its guests, these charges are taxable un- 
der the retailing and retail sales tax classifications. In this case the ho- 
tel/motel is in the telephone business. (See WAC 458—20-245.) The 
hotel/motel may give a resale certificate to the provider of the leased 


lines and is not subject to the payment of retail sales tax to the pro- 
vider of the leased lines. 


((69)) (g) An occupant does not become entitled to a refund of re- 
tail sales tax paid for lodging as a transient by reason of having re- 
mained one month and having thereby qualified asa nontransient. 


( 7 i 


services if the hotel/motel in the hotel's 


«®)) (h) Except ((as-to)) for guest ranches and summer camps ((as 
deseribed-herein)), when a lump sum is charged for lodging 10 non- 
transients and for meals furnished, the retail sales tax must ((never- 
thetess)) be ((paid)) collected upon the fair selling price of such 
meals((;—and)). Unless accounts are kept showing ((strch)) the fair 
selling price, the tax will be computed upon double the cost of the 
meals served((;amd)). The cost ((shaH)) includes the price paid for 
food and drinks served, the cost of preparing and serving meals, and all 

other costs incidental thereto, including. an appropriate portion of 
overhead expenses. (€ 


эс, ` ` 


€9)) (i) All (sies) purchases of tangible personal property ((to 
such-persons)) by a lodging provider, except ((such)) property ((as-is 


)) purchased for resale are 
subject to the retail sales tax. ((łn-this-regard:)) Included are all 
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((sates)) purchases of tangible personal property for use ((imthefure 
mishimg-of)) to provide lodging and related services, such as beds and 
other furnishings, are subject to the retail sales tax((;)). The charge 
((made)) for lodging ((betmg)) and related services is for services ren- 
dered and not for the ((sate)) resale of any tangible property ((as 
such;)). Included are items such as soap, towels, linens, laundry, laun- 
dry supply services and furnishings. See WAC 458-20-244 ((€Rute 
244))) for sales to persons operating guest ranches and summer camps 
of food supplies for use in the preparation of meals served to guests 
when such persons make an unsegregated charge for meals, lodging, 
and services and report such charges under the classification service 
and other activities as ((herein-provided)) explained above. 

(j) Sales to the Unites States government are not subject to retail 
sales tax. However, it may be difficult for hotels and motels to deter- 
mine if the sale is actually to the federa! government or is only a sale 
to an employee of the federal government. Sales to employees of the 
federal government are fully taxable notwithstanding that the employ- 
€e ultimately will be reimbursed for the cost of lodging. The depart- 
ment of revenue has identified four methods of billing or payment 
which are presumed to be sales to the federal government. They are: 

(i) Charges made through the use of a VISA LM.P.A.C. card (In- 
ternational Merchant Purchase Authorization Card). The VISA 
I.M.P.A.C. cards include the embossed legend "U.S. Government Tax 
Exempt." The account number on each card begins with the prefix 
"4716." 

(ii) Charges made through Diner's Club Corporate Charge Card 
(the card contains the statement "For Official Use Only"). There are 
two Diner's Club Corporate Charge Cards now available to federal 
employees. Only one is sales tax exempt. The card providing the ex- 
emption is embossed with the name of the employee followed by the 
statement "for official use only." This card is used by federal agencies 
to pay for group lodging. 


iii) The lodging is paid by government voucher or 
check payable directly.to the hotel/motel. 


(iv) A cash purchase made on behalf of the federal government by a 
federal employee who gives the seller a federal standard form SF 1165. 
A cash purchase by a federal employee made on behalf of the federal 
government qualifies for a sales tax exemption provided that the feder- 
al employee presents a federal standard form SF 1165 to document the 
fact that the purchase is made on behalf of the federal agency out of 
petty cash funds. The vendor (hotel/ motel) is required to sign form SF 
1165 to signify receipt of cash for the purchase. The vendor must re- 
tain a photocopy of SF 1165, describing the item purchased, to docu- 
ment the sales tax exemption. 

(5) Special hotel/motel tax. Beginning in October 1987, some loca- 
tions in the state have been authorized to charge a special hotel/motel 
tax. (See chapters 67.28 and 36.100 RCW.) If a business is in one of 
these locations, an additional tax is charged and reported under the 
special hotel/motel portion of the tax return. The four digit location 
code, the amount received for the lodging, and the tax rate must be 
completed for each location in which the lodging is provided. The tax 
applies without regard to the number of lodging units except that the 
tax of chapter 36.100 RCW applies only if there are forty or more 
lodging units. The tax only applies to the charge for the rooms to be 
used for lodging by transients. Additional charges for telephone ser- 
vices, laundry, or other incidental charges are not subject to the special 
hotel/motel tax. Neither is the charge for use of meeting rooms, ban- 
quet rooms, or other special use rooms subject to this tax. 

(6) Convention and trade center tax. Businesses selling lodging to 
transients, having sixty or more units located in King County, must 
charge their customers the convention and trade center tax and report 
the tax under the "convention and trade center" portion of the tax 
return. 

(a) A business having more than sixty units which are rented to 
transients and nontransients will be subject to the convention and trade 
center tax only if the business has at least sixty rooms which are avail- 
able or being used for transient lodging. For example, a business with 
one hundred forty total rooms of which ninety-five are rented to non- 
transients is not subject to the convention and trade center tax. 

(b) The tax only applies to the charge for the rooms to be used for 
lodging by transients. Additional charges for telephone services, laun- 
dry, or other incidental charges are not subject to the convention and 
trade center tax. Neither is the charge for use of meeting rooms, ban- 
quet rooms, or other special use rooms subject to the convention and 


trade center tax. 


overnment 
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(c) The four digit location code, amount received for the lodging, 
and the tax rate must be completed for each location in which the 
lodging is provided. 


7) Furnishing emergency lodging to homeless. Effective July 1, 


1988, there is an exemption from the retail sales tax, convention and 
trade center tax, and the special hotel/motel tax on the charge made 
for the furnishing of emergency lodging to homeless persons purchased 
via a shelter voucher program administered by cities, towns, and coun- 
ties or private organizations that provide emergency food and shelter 
services. This form of payment does not influence the required mini- 
mum of transient rooms available for use as transient lodging under 
the "convention and trade center tax" or under the "special hotel/ 


motel tax." 
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PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed December 9, 1991, 2:13 p.m.] 


Original Notice. 

Title of Rule: Amending WAC 458—20-18801 Pre- 
scription drugs, prosthetic and orthotic devices, ostomic 
items, and medically prescribed oxygen. 

Purpose: This rule provides tax reporting information 
to sellers and purchasers of prescription drugs, prosthetic 
and orthotic devices, ostomic items, and medically pre- 
scribed oxygen. 

Statutory Authority for Adoption: RCW 82.32.300. 

Statute Being Implemented: Title 832 RCW. 

Summary: The retail sales tax and use tax exemption 
for prescription drugs is clarified to indicate that it in- 
cludes reagents, needles and tubing, and prescription 
drugs billed through floor charges. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Les Jaster, 711 Capitol Way, #400, 
Olympia, (206) 586-7150; and Enforcement: Ed Faker, 
711 Capitol Way, #400, Olympia, (206) 753-5579. 

Name of Proponent: Department of Revenue, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule provides for use of an exemption certifi- 
cate for purchases of drugs. It also implements chapter 
250, Laws of 1991 for sales of oxygen systems when 
medically prescribed. 
` Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The Department of Revenue has reviewed administra- 
tive provisions contained in this rule in order to lessen 
the economic impact on small businesses. A small busi- 
ness economic impact statement is not required for the 
following reason(s): Negligible impact. This rule has no 
identifiable administrative impact. 

Hearing Location: Evergreen Plaza Building, 2nd 
Floor Conference Room, 711 Capitol Way South, 
Olympia, WA, on January 29, 1992, at 9:30 a.m. 

Submit Written Comments to: Les Jaster, Rules Co- 
ordinator, Department of Revenue, Mailstop АХ-02, 
P.O. Box 47460, FAX (206) 586-7603, Olympia, WA 
98504-7460, by January 29, 1992. 
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Date of Intended Adoption: February 12, 1992. 
December 9, 1991 
Edward L. Faker 
Assistant Director 


AMENDATORY SECTION (Amending Order 87-1, filed 2/18/87) 


WAC 458-20-18801 PRESCRIPTION DRUGS, PROSTHET- 
IC AND ORTHOTIC DEVICES, OSTOMIC ITEMS, AND MEDI- 
CALLY PRESCRIBED OXYGEN. (1) Definitions. As used in this 
section: 


(a) "Prescription drugs" are medicines, drugs, prescription lenses, or 
other substances, other than food for use in the diagnosis, cure, miti- 
gation, treatment, or prevention of disease or other ailment in humans 
ordered by (i) the written prescription to a pharmacist by a practition- 
er authorized by the laws of this state or laws of another jurisdiction to 
issue prescriptions, or (ii) an oral prescription of such practitioner 
which is reduced promptly to writing and filled by a duly licensed 

harmacist, or (iii) by refilling any such written or oral prescription if 
such refilling is authorized by the prescriber either in the original pre- 
scription or by oral order which is promptly reduced to writing and 
filled by the pharmacist, or (iv) physicians or optometrists by way of 
written directions and specifications for the preparation, grinding, and 
fabrication of lenses intended to aid or correct visual defects or anom- 
alies of humans. 

(b) "Prescription" means a formula or recipe or an order ((there- 
for)) written by a medical practitioner for the composition, preparation 
and use of a healing, curative or diagnostic substance, and also in- 
cludes written directions and specifications by physicians or optome- 
trists for the preparation, grinding, and fabrication of lenses intended 
to aid or correct visual defects or anomalies of humans. 

((6))) (c) "Other substances" means products such as catalytics, 
hormones, vitamins, and steroids, but the term generally does not in- 
clude devices, instruments, equipment, and similar articles. However, 


"other substances" does include the needles, tubing, and the bag which 
are part of an intravenous set for delivery of prescription drugs. It also 
includes infusion pumps and catheters when used to deliver prescrip- 
tion drugs to a specific patient. These items are not conceptually dis- 
tinct from the prescription drug solution. This same rationale applies 
to tubing and needles which are used in placing prescribed nutritional 
products in the patient's system. The stand which holds the intravenous 
set is not included nor are plain glass slides, plain specimen collection 
devices, and similar items which are used in the laboratory. This term 
does include diagnostic substances and reagents, including prepared 
slides, tubes and collection specimens devices which contain diagnostic 
substances and reagents at the time of purchase by a laboratory. 
(С : Р 
2), 


(d) "Medical practitioner" means a person within the scope of RCW 
18.64.011(9) who is authorized to prescribe drugs, but excluding vet- 
erinarians, and for the purposes of this rule includes also persons li- 
censed by chapter 18.53 RCW to issue prescriptions for lenses. 

(e) "Licensed dispensary" means a drug store, pharmacy, or dispen- 
sary licensed by chapter 18.64 RCW or a dispensing opiician licensed 
by chapter 18.34 RCW. 

(f) "Prosthetic devices" are artificial substitutes which ((phrysteatty)) 
generally replace missing parts of the human body, such as a limb, 
bone, joint, eye, tooth, or other organ or part thereof, and materials 
which become ingredients or components of prostheses. 

(в) "Orthotic devices" are ((fitted-surgicat)) apparatus designed to 
activate or supplement a weakened or atrophied limb or function. They 
include braces, collars, casts, splints, and other ((spectaty-fitted)) sim- 
ilar apparatus as well as parts thereof. Orthotic devices do not include 
durable medical equipment such as wheelchairs, crutches, walkers, and 
canes nor consumable supplies such as ((etastie)) embolism stockings, 
arch pads, belts, supports, bandages, and the like, whether prescribed 
or not. ; 

(h) "Ostomic items" are medical supplies used by colostomy, 
ileostomy, and urostomy patients. These include bags, tapes, tubes, ad- 
hesives, deodorants, soaps, jellies, creams, germicides, and sundry re- 
lated supplies. 


(i) "Medically prescribed oxygen" means oxygen prescribed for the 
use in the treatment of a medical condition. For periods after July 27, 
1991, this term shall include, but is not limited to, the sale or rental of 
oxygen concentrator systems, oxygen enricher systems, liquid oxygen 
systems, and gaseous, bottled oxygen systems for use by an individual 
under a prescription. (See RCW 82.08.0283.) 
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() "Legend drugs" are those drugs which may not be legally dis- 
pensed without a prescription. These drugs are listed in the official 
United States pharmacopeia or similar source. (See RCW 
69.41.010(8).) WAC 246-865-010(5) requires legend drugs to have a 
label stating that federal law prohibits dispensing without a prescrip- 
tion. Also refer to RCW 69.41.010(9). 

(k) "Nutrition products" are prescribed dietary substances formu- 


lated to provide balanced nutrition as a sole source of nourishment. 
(2) Business and occupation tax. The business and occupation tax 


applies to the gross proceeds from sales of drugs, medicines, prescrip- 
tion lenses, or other substances used for diagnosis, cure, mitigation, 
treatment, or prevention of disease or other ailments in humans. Sales 


of these items to persons for resale are taxable under the wholesaling 
classification. Sales to consumers are taxable under the retailing class- 
ification. Persons who provide medical services to patients are taxable 
under the service and other business activities classification on the 
gross charge to the patient, notwithstanding that some prescription 
drugs may be separately charged to the patient. Persons who provide 
medical services should refer to WAC 458—20-151 and 458—20-168 
for additional tax reporting information. 

(3) Deductions. The following may be deducted from gross proceeds 
for computing business and occupation tax: 

(a) Sales of prescription drugs and other medical and healing sup- 
plies furnished as an integral part of services rendered by a publicly 
operated or nonprofit hospital, nonprofit kidney dialysis facility, nurs- 
ing home, or home for unwed mothers operated as a religious or chari- 
table organization which meets all the conditions for exemption for 
services generally under RCW 82.04.4288 or 82.04.4289 (see WAC 
458-20-168). 

(4) Retail sales tax. The retail sales tax applies upon all retail sales 
of tangible personal property unless expressly exempted by law. 

(5) Exemptions. The following exemptions apply from the retail 
sales tax and use tax. 

(a) Legend drugs are exempt from retail sales tax or use tax when 
sold for use in the diagnosis, cure, mitigation, treatment, or prevention 
of disease or other ailments of humans. This exemption applies to all 
levels of sales and distribution of legend drugs, including legend drugs 
given away as samples. Legend drugs are exempt from sales tax when 
sold to hospitals, doctors, dentists, or any other medical practitioner, as 
well as to patients. Sellers of legend drugs are not required to retain a 
resale certificate or other exemption documentation from the legend 
drug purchaser. The exemption applies at the time of purchase even if 
the hospital or medical practitioner who makes such purchases will not 
resell the legend drug as a separate line item charge to its patient. 

(b) The retail sales tax does not apply to sales ((to-patrents)) of 
nonlegend drugs, nutrition products including dietary supplements or 
dietary adjuncts, medicines, prescription lenses, or other substances, 
but only when 

((&3)) (i) Dispensed by a licensed dispensary 

((@))) Gi) Pursuant to a written prescription 

((€e})) (iii) Issued by a medical practitioner 

((f¢})) (iv) For diagnosis, cure, mitigation, treatment, or prevention 
of disease or other ailment in humans. (See RCW 82.08.0281.) 

((C6)—Fhis-exemptron-does-mot-apply-to-sales-of-food—Fhus.-dietary 
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6) (c) Laboratory reagents and other diagnostic substances are 
exempt from retail sales tax when used as part of test prescribed to di- 
agnose disease in humans. These items include, among others, rea- 
gents, calibrators, chemicals, gases, vacutainers with heparin or other 
chemicals or medicines, and prepared media. Control reagents are ex- 
empt, but only when the control reagents are used in performing tests 
prescribed for a patient. Reagents which are used to merely calibrate 
equipment and are not related to a test prescribed for a specific patient 
are not exempt. 

(d) The retail sales tax exemption applies also to intravenous sets, 
including the needles and tubing, when used for the administration of 
drugs prescribed to a patient. This also includes catheters, infusion 
pumps, syringes, and similar items when used for the delivery of pre- 
scription drugs. Medical gas delivery system components, including 
tubes, nebulizers, ventilators, masks, cannulae and similar items, are 
not conceptually distinct from the prescribed gases they deliver and are 
exempt from retail sales or use tax. The medical delivery system in- 
cludes airway devices (tubes) which are prescribed to keep a patient's 


airways open and to deliver medical gases. 
(e) The retail sales tax does not apply to sales of prosthetic devices, 


orthotic devices prescribed by physicians, osteopaths, or chiropractors, 


Washington State Register, Issue 92-01 


nor to sales of ostomic items((; 


ing aids)). (See RCW 82.08.0283.) Sutures, pacemakers, hearing aids, 
and kidney dialysis machines are examples of prosthetic devices. 
Drainage devices which are particularly prescribed for use on or in a 
specific patient are exempt from sales or use taxes as prostheses be- 
cause they either replace missing body parts or assist dysfunctional 
ones, either on a temporary or permanent basis. A prosthetic device 
can include a device that is implanted for cosmetic reasons. Hearing 
aids are also exempt when dispensed or fitted by a person licensed un- 
der chapter 18.35 RCW. A heart-lung machine used by a hospital in 
its surgical department is not a prosthetic device. 

(f) The sale of medically prescribed oxygen is not subject to retail 
sales or use tax when sold to an individual having a prescription issued 
by a person licensed under chapter 18.57 or 18.71 RCW for use in the 
medical treatment of that individual. 

(g) The retail sales tax does not apply to the purchase of anesthesia 
gases, medical gases, contrast media, or irrigation solutions when these 
items аге used under a physician's order as part of a medical treatment 
for a specific patient. 

(( 


А ; Ф Hori A me 
tion;)) (6) Proof of exemption. Persons selling legend drugs need only 


to substantiate that the drugs meet the definition of legend drugs and 
are for use in the diagnosis, cure, mitigation, treatment, prevention of 
disease or other ailments in humans. Resale certificates or other ex- 
emption certificates are not required for these sales. For sales to con- 
sumers of nonlegend drugs, sellers must retain in their files the written 
prescription bearing the signature of the medical practitioner who is- 
sued the prescription and the name of the patient for whom prescribed. 
See also WAC 458—20-150 Optometrists, ophthalmologists, and ocu- 
lists; 458-20-151 Dentists, dental laboratories and physicians; and 
458—20-168 Hospitals. 
((€9})) (a) Hospitals and physicians who purchase drugs for use in 
roviding medical services to patients may purchase the drugs without 
payment of retail sales tax if the drugs will only be dispensed under a 
physician's order. It is not required that the hospital or physician make 
a specific charge to the patient for drugs dispensed under a physician's 
order for the drug purchase to be exempt from retail sales or use tax. 
This also includes the purchases of intravenous sets, catheters, infusion 
pumps, syringes, and similar items which will be used for delivery of 
prescription drugs. The hospital or physician may give the nonlegend 
drug supplier an exemption certificate. The certificate should be re- 
tained by the seller for a period of five years after the last sale covered 
by the certificate. Certificates should not be sent to the department of 
revenue. The certificate should be in the following form: 


Prescription drug exemption certificate 


(name of purchaser) 


(address of purchaser) 


l hereby certify: That I am a registered Washington tax- 
payer. 1 may legally prescribe or dispense drugs or other 
substances. I further certify that the drugs and other sub- 
stances listed below purchased from 
(name of vendor) will be prescribed and used for the 
treatment of illness or ailments of human beings. I shall 
maintain invoices and prescriptions or such other records 
as are necessary to account for the disposition of the drugs 
or other substances for which 1 have not paid retail sales 
tax. [n the event that any such drug or substance is used 
without a prescription being issued, it is understood that I 
am required to report and pay use tax measured by its 
purchase price. If І have indicated that this is a blanket 
certificate, this certificate shall be considered part of each 
order which I may hereafter give to you, unless otherwise 
specified, and shall be valid for a period of four years or 
until revoked by me in writing. Description of drugs and 
other substances to be purchased: 
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(indicate by check mark if certificate is for а single pur- 
chase or continuing purchases) 


(signature of purchaser or authorized agent) 
(title) 


(Revenue registration number of buyer) 


(b) A blanket exemption certificate may be given if there will be 
continuing purchases from a particular supplier. Blanket exemption 
certificates should be renewed at intervals not to exceed four years. 
The purchaser should indicate by an appropriate check mark on the 
certificate whether the certificate is being used for a single purchase or 
will be for continuing purchases. It is unnecessary to list each and ev- 
ery drug on the exemption certificate if all drugs purchased from a 


particular supplier are exempt. 
(7) Use tax. The use tax does not apply to the use of articles and 


products which are exempt from sales tax as specified herein. (See 


RCW 82.12.0277.) This includes legend drugs which are given away 
as samples. 

(8) Examples. The following examples identify a number of facts 
and then state a conclusion. These examples should be used only as a 
general guide. The tax status of each situation must be determined af- 
ter a review of all of the facts and circumstances. 

(a) ABC Hospital purchases both legend and nonlegend drugs. 
These drugs are held in inventory and dispensed to patients only under 
the written order of the patient's physician. These drugs are not billed 
specifically to the patient, but the cost is recovered through a general 
floor charge to the patient. ABC Hospital may purchase these drugs 
without payment of sales or use tax. 

(b) ABC Hospital purchases reagents for use in its laboratory which 
are nonlegend drugs. Laboratory reagents are chemical compounds 
used to promote reactions in the laboratory to aid in determining dis- 
ease pathology and are not administered directly to the patient. These 
reagents are used for three purposes consisting of tests on the tissue 
from a specific patient, a control reagent which is not applied to the 
tissue from the patient but is used to measure or control the reaction, 
and a reagent used to calibrate equipment. The reagents used for the 
first two purposes may be purchased without payment of sales or use 
tax. The reagents for the calibration of equipment are also exempt if 
the equipment is calibrated as part of tests for a specific patient. Rea- 
gents used to calibrate equipment that is not part of a prescribed test 
for a patient are taxable. 

(c) XY Blood Bank purchases reagents which are nonlegend drugs. 
These reagents are used in determining the blood type and presence of 
disease. The blood is sold to local hospitals. The purchase of these геа- 
gents is taxable since they are not used to provide treatment for a spe- 
cific patient. s 
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EMERGENCY RULES 
BATES TECHNICAL COLLEGE 
[Filed December 9, 1991, 4:18 p.m.] 


Date of Adoption: November 27, 1991. 

Purpose: To adopt a rule establishing regular meeting 
dates. 

Statutory Authority for Adoption: RCW 42.30.075 
(the last paragraph) and 28B.50.140(13). 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
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to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: An emergency exists at 
Bates Technical College which is a newly established 
state agency which just had its board of trustees ap- 
pointed by the governor last month. There exists a need 
to establish regular meeting dates for the board to carry 
out its authority to do all those things necessary to es- 
tablish a new technical college. Limited special meeting 
agendas do not suffice. 

Effective Date of Rule: Immediately. 

December 6, 1991 
Jon G. Thorpe 
Senior Vice-President 


CHAPTER 495A-104 WAC 


NEW SECTION 


WAC 495A-104-010 REGULAR | MEETING 
DATES. Regular meetings of the Board of Trustees of 
Bates Technical College are held at Bates Technical 
College, 1101 South Yakima Avenue, Tacoma, 
Washington, at 2:00 p.m. on the third Wednesday of 
each month. The annual regular meeting schedule is also 
published in the Washington State Register on or about 
the close of each calendar year. 


WSR 92-01-044 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed December 9, 1991, 4:30 p.m.] 


Original Notice. 

Title of Rule: Amending WAC 458—20-132 Automo- 
bile dealers/demonstrator and executive vehicles. 

Purpose: To amend the rule to clarify use tax liability 
of automobile dealers for vehicles removed from inven- 
tory for personal or demonstration use. 

Statutory Authority for Adoption: RCW 82.32.300. 

Statute Being Implemented: Title 832 RCW. 

Summary: The rule includes new language dealing 
with use of vehicles by manufacturers and distributors. 
It provides a new reporting method for use of loaner 
cars. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Les Jaster, 711 Capitol Way, #400, 
Olympia, (206) 586-7150; and Enforcement: Ed Faker, 
711 Capitol Way, #400, Olympia, (206) 753-5579. 

Name of Proponent: Department of Revenue, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule provides use tax reporting information to 
automobile dealers for vehicles used for personal use and 
demonstration. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 
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The Department of Revenue has reviewed administra- 
tive provisions contained in this rule in order to lessen 
the economic impact on small businesses. A small busi- 
ness economic impact statement is not required for the 
following reason(s): We are not aware of any adminis- 
trative economic burden placed on any business. 

Hearing Location: Evergreen Plaza Building, 2nd 
Floor Conference Room, 711 Capitol Way South, 
Olympia, WA, on January 29, 1992, at 9:30 a.m. 

Submit Written Comments to: Les Jaster, Rules Co- 
ordinator, Department of Revenue, Mailstop AX-02, 
P.O. Box 47460, FAX (206) 586-7603, Olympia, WA 
98504—7460, by January 29, 1992. 

Date of [ntended Adoption: February 12, 1992. 

December 9, 1991 
Edward L. Faker 
Assistant Director 


AMENDATORY SECTION (Amending Order ET 86-5, filed 
4/3/86) uS 


WAC 458-20-132 AUTOMOBILE DEALERS/DEMON- 
STRATOR AND EXECUTIVE VEHICLES. (1) Introduction. This 
section accounts for the unique practices of the retail automobile 
dealer's industry and reflects administrative notice of the customs of 
this trade. The tax reporting formulas explained in this rule 
represent((s)) a compromise of tax liabilities and offsetting deductions. 
It recognizes that demonstrators and ((cxceutivc-used)) vehicles used 
by executives or persons associated with a dealer are actually used for 
limited periods of time without significantly affecting their marketabil- 
ity or retail selling value, and that such used vehicles have a high 
trade-in value when returned to inventory for sale. 


((DEFINITrONS) ) 


(2) Definitions. The following definitions apply to this section. 
(a) The terms "demonstration" and "demonstrator((;))" ((ascrsec-in 


this-section,)) mean the use of automobiles provided by dealers to their 
((emptoyees-or-other-representatives)) sales staff, without charge, for 
any personal or business reason other than (or in ian (or in addition to) the mere 
display of such vehicles to prospective purchasers. 

((33)) (b) The term "display((;))" ((as-used—hereim;)) means the 
showing for sale of vehicles to prospective purchasers, at or near the 
dealer's premises, including the short term test driving, operating, and 
examining by prospective purchasers. 

((69)) (c) The term "executive use vehicle," as used herein, means 
any vehicle from sales inventory, used by any person associated with 
the automobile dealership for personal driving, other than for demon- 
stration or display purposes as defined above, when such person does 
not have a recent model vehicle registered and licensed in that person's 
own name on which retail sales tax was paid. 

(d) The term "recent model vehicle" refers to a car of the current 
model year or either of the two preceding model years. 

(e) The terms "purchase price" and "total cost" mean the amount 
charged to the dealer for the purchase of a vehicle and includes any 
additional charges for accessories installed on the vehicle. If the vehicle 
was acquired through a trade-in by a customer, these terms then mean 
the trade-in value given to the customer by the dealer (with consider- 
ation of underallowances and overallowances) as well as any costs of 
refurbishing and repairs in preparing the vehicle for resale or use. 
These values will generally be the amounts shown as the vehicle cost 
within the dealer's inventory records. 

The phrase "pickup truck" refers only to trucks having a com- 
mercial pickup body rated at three-quarter ton capacity or less. 


((BUSINESS AND-OCCUPATION TAX 


€53)) (3) Business and occupation tax. Automobile dealers are tax- 


able under the retailing classification upon ((sates)) the sale or lease of 
automobiles to their employees or other representatives for personal 
use, including demonstration. The business and occupation tax does not 
apply upon the transfer of vehicles to employees or other representa- 
tives((—vhrere-rro-sale-occurs;)) for their personal use, including dem- 
onstration where no sale occurs. 
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((&ETAtI-SAUES-TAX 
€6))) (4) Retail sales tax. The retail sales tax applies upon ((sates)) 


the sale or lease of automobiles, parts, and accessories by dealers to 
their employees or other representatives for the personal use((;of)) by 


such persons ((irełudtng-demonstration)). The retail sales tax does m 


apply to the dispłay of automobiles where no sałe takes place. 
((ese-rxx 


€73)) (5) Use tax. The use tax does not apply to the display of auto- 
mobiles by dealers, their employees or other representatives. Neither 
does use tax apply upon the personal use or demonstration of automo- 
biles which have been sold or leased to dealers' employees or other 
representatives and upon which the retail sales tax has been paid. Also, 
use tax does not apply upon demonstrator vehicles if no such vehicles 
are actually used. However, where an automobile dealer purchases a 
passenger car or pickup truck without paying a retail sales tax ((imrer 
spect-thereto;)) and uses such car or truck for personal use or demon- 
stration purposes, the use tax ((tscappticable-irrespective-of-the-fact 
that)) applies even if such personal car or demonstrator may later be 
sold by the dealer. (( 


€8))) (6) Computation of use tax. For practical purposes, automo- 
bile dealers may elect to compute the use tax upon the use of demon- 
strators ((Cbut-mot-on-serviceccars)-as-folows:)) by sales staff on either 
a "one per one hundred vehicles sold" basis or on an "actual number of 
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demonstrators used" basis. Use of the one per one hundred vehicles 
sold method will satisfy the use tax liability for personal or business 
use of demonstrators by sales staff employed by a new car dealer. 
However, the one per one hundred vehicles sold method will not satisfy 
the use tax liability for the personal or business use of vehicles by per- 
sons other than sales staff employed by the dealership. 

((t)) (a) One per one hundred demonstrator reporting basis. The 


use of demonstrators is subject to the use tax on the basis of one dem- 
onstrator for each one hundred new automobiles and pickup trucks, or 
fractional part of such number, of all makes or models sold at retail 
including lease transactions during a calendar year. The use tax on 
each such demonstrator ((shaH-bc)) is measured by twenty-five per- 
cent of the average selling price (( 

price)), including dealer preparation, transportation, and factory or 
dealer installed accessories, of all makes and models of new passenger 
cars and new pickup trucks sold during the preceding calendar year 
divided by the number of such units sold: PROVIDED, That the first 
such vehicle reported during any calendar year shall be subject to use 
tax measured by the full average retail selling price. ((Fhe-computa- 


ОЕ Tae ee SR EE i R 


а 


reported) 


Feta Lact Gola usa КОЗИНДЕ 


The average retail selling price is computed by dividing the total retail 
sales of new passenger cars and trucks in the preceding year by the to- 


tal units sołd in the preceding_year. Thus, for example, a dealer with 
$3,000,000.00 in gross sales for ((+985)) the previous year, who sold 


250 units that year derives an average selling price of $12,000.00. The 
very first demonstrator use in ((+986)) the current year will be 
$12,000.00 multiplied by the prevailing use tax rate. All subsequent 
demonstrators reported in ((+986)) the current year, based upon the 
formula of one demonstrator for each one hundred units sold, will be 
$3,000.00 multiplied by the prevailing use tax rate. 

((€&9))) The use tax ((słrałł-be)) is paid as of the date of the first 
sale in any calendar year and subsequently upon the sale of the one 
hundred and first automobile or pickup truck. If a dealer sold 340 


units in the current year, use tax would be due on four units (the first 
at one hundred percent of the average retail selling price of all new 
vehicles sold in the preceding year and the remaining three at twenty- 
five percent of the previous year's average selling price of new 
vehicles). 

(b) Actual demonstrator reporting basis. Dealers who decide to re- 
port use tax on demonstrators on an actual basis are required to report 
use tax on each vehicle assigned to demonstrator use. The value is 
computed in the same manner as under the one per one hundred basis. 
The first vehicle in the current year which is used for demonstrator use 
is taxable on the full average selling price of all new vehicles sold in 
the preceding year. Additional vehicles during the year which are put 
to use as demonstrators are taxable at twenty-five percent of the aver- 
age selling price of new vehicles sold in the preceding year. 

((€-3)) (с) The ((foregomg)) above method of computation applies 
only in respect to use by sales staff of demonstrator vehicles operated 
under dealer plates or ((private—heenses)) issued to the dealership. 
((Bemonstrator)) Vehicles which are required to be licensed ((other- 
wise)) other than to the dealership are presumed to be used substan- 
tially for purposes other than demonstration and are subject to the use 
tax measured by the actual value (purchase price) of such vehicles. 

((Q23)) (d) Change in reporting method. When an automobile 
dealer has elected to report the use tax ((asrbove-provided)) under the 


"опе per one hundred basis", or upon the actual number of demon- 
„onć per one hundred basis” po 


strators used, it will not be permitted to change the manner of report- 
ing without the written consent of the department of revenue. 


125] 


(for-subsequent 
vehictes-reported))) 


Dealers are required to provide reasonably accurate records reflect- 
ing the use of dealer plates. 

((€t3))) (7) Executive vehicles — personal use of vehicles by execu- 
tives and persons associated with a dealer. When a dealer or a person 


associated with a dealer (firm executive, corporate officer ((or)), part- 
ner, or manager) does not have a recent model car registered and li- 
censed in its own name and regularly uses either one or various new 
cars from ((stock)) inventory for personal driving (whether or not such 
cars are also used for demonstration purposes) the use tax ((wiH—be 
appłicabie)) applies to the value of one such car for each two calendar 


years in addition to the tax ((otherwisccappheatic)) which applies to 
demonstrator use by sales staff. The ((term—“recent-modet car? refers 


modet-years—hrsuch-eases-the)) measure of the use tax ((shałł-be)) is 
the same as the measure ((heretn-approved)) for the computation of 
use tax on subsequently used demonstrator vehicles, that is, twenty- 
five percent of the average selling price of all makes and models of new 
passenger cars and pickup trucks sold at retail during the preceding 
year. 

((€+4))) (a) The dealer may not include within the executive car re- 
porting method the use of a new vehicle which is not of the type or 
model of new vehicles authorized to be sold by the dealer's franchise 
agreement. The executive car reporting method applies only to vehicles 
removed from inventory for use by the executives. Vehicles purchased 
specifically for use by the executives are taxable on the purchase price 
of each vehicle. 

(b) No use tax in addition to that outlined above will be due if 
members of the immediate family of the executive also use a vehicle 
from inventory which is not otherwise licensed or required to be li- 
censed. "Immediate family" includes only the spouse and children of 
the executive who live in the same household as the executive. 

(8) Vehicles used by automobile manufacturers or distributors. Au- | 
tomobile manufacturers or distributors will often assign vehicles to 
their employee representatives for demonstration purposes, sales solici- 
tation and personal use in the state. It is common practice to replace 
these vehicles frequently so that several vehicles may be used by a 
company representative during the course of the year. Under these cir- 
cumstances, the department of revenue will allow computation of the 
use tax based on the average selling price of all new cars sold in the 
preceding year multiplied by the maximum complement of cars of each 
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model year in use at any time during the year. The tax is due at the 
start of the model year. No_use tax is due on the usual turnover or re- 


placement of cars within the model year. 

(9) Vehicles loaned to nonprofit or other organizations. The use tax 
((isappłiczbłe)) applies to the value of vehicles ((whteh)) that are re- 
quired to be licensed and are loaned or donated to civic, religious, 
nonprofit or other organizations ((for—contimrous—perrods—of-usc-ex- 

i n )). The use tax may be computed for loaned ve- 
hicles on a value of two percent per month multiplied by the purchase 
price of the vehicle. Such tax is in addition to the tax on the use of 
demonstrators as provided ((hrerein)) in this rule. Vehicles that are not 
required to be licensed which are used for the purpose of promoting or 

articipating in an event such as a parade, pageant, convention, or 


other community activity are not subject to the use tax provided the 
dealer obtains a temporary letter of authority or a special plate in ac- 
cordance with RCW 46.16.048. 

((€53)) (10) Service department vehicles. Vehicles removed from 


inventory and committed to use as service vehicles ((от)), parts trucks 


(¢ 
ç )), or service department 


loaner cars are subject to use tax. Dealers will often use vehicles for 
this purposc for only short periods of time. In recognition of this 
dealers may elect to report use tax on either the purchase price of the 
vehicle or on two percent per month of the purchase price for each 
month or any fraction thereof that the vehicle is being used as а ser- 
vice vehicle or loaner. If use tax is reported based on total purchase 
price rather than on the two percent method, a trade-in deduction is 
allowed if the vehicle is returned to inventory and concurrently another 
vehicle replaces this vehicle for use as a loaner or service vehicle. The 
trade-in value is the wholesale value and generally will be the value 
recorded by the dealer in the inventory records exclusive of any refur- 


bishing costs at the time the vehicle is returned to inventory. 
((USeD-exR-DEXEER'SCETABIUIT n 


€6))) (11) Used car dealer's liability. Used car dealers are not 
deemed to be using vehicles for ((demonstration)) display purposes and 


have no liability for reporting use tax on ((demonstrators)) vehicles 
displayed to customers, including test driving of vehicles by customers. 
However, where used car dealers satisfy the criteria for executive car 
use (no current model vehicle registered in the user's name) they are 
deemed to be using one executive or personal use vehicle per calendar 
year. In such cases use tax must be reported under the same formula 
as for subsequently used new demonstrator cars, that is, measured by 
twenty-five percent of the average selling price of all used cars sold 
during the preceding calendar year. Use tax also is due on all vehicles 
that are capitalized for accounting purposes or removed from inventor 

and used for personal use. In such cases, the use tax measure is the 
purchase price of the vehicle. If the vehicle was acquired through a 
trade-in by a customer, the value will generally be that recorded b 

the dealer in the inventory records including any costs incurred in re- 
pairing or refurbishing the vehicle. Purchase of a new car by a used 
car dealer and used personally by the dealer or person associated with 
the dealer is subject to use tax measured by the purchase price of the 


vehicle. 
^e š ; А . К 
emm 9 AA and the E T cellos Tid ате 
t -386-)) (12) Exam- 


ples. The following examples identify a number of facts and then state 
a conclusion. These examples should be used only as a general guide. 


The tax status of each situation must be determined after a review of 
all of the facts and circumstances. 


(a) Dealer A makes a specific charge each month to its sales person 
for the use of a vehicle. The sales person uses the vehicle for personal 
use as well as displaying the vehicle to potential customers. The dealer 
is required to report the gross charges under the retailing and retail 
sales tax classifications. No use tax is due on this vehicle. 

(b) Dealer A assigns a vehicle for personal and business use to each 
of its new vehicle sales staff. No charge is made to the sales staff for 
the use of the vehicle. Dealer A is subject to use tax and may elect to 


report the tax on each vehicle assigned to the sales staff or may report 
on the "one per one hundred" method discussed above. Once a method 
is elected, the dealer may not change methods without approval from 
the department. 

(c) Dealer A assigns a vehicle for personal use to its service manag- 
er. The service manager will use the vehicle for approximately 90 days 


when it will be replaced with another new vehicle. The service manager 
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does not have a recent model car registered and licensed in his/her 


name. The dealer is subject to use tax on the vehicles assigned to the 


service manager. The tax will apply on only one vehicle every second 
year and will be measured by twenty-five percent of the average selling 


price of all new passenger cars and trucks sold in the previous year. 


(d) Dealer A has the franchise to sell Chevrolets. Dealer A pur- 
chases a new Mercedes Benz for its personal use. The dealer attaches a 


"dealer plate" to this vehicle. Dealer À is subject to use tax on the 


purchase price of this vehicle. The dealer may not report use tax on the 
method authorized for reporting executive cars for this vehicle since 


the dealer is not an authorized dealer for this make of vehicle and the 
vehicle was not removed from the dealer's new vehicle inventory. 
(e) Vehicle Manufacturer A has five employees who live and work 


from their homes in Washington. These employees call on dealers in 
Washington to resolve warranty disputes. Each employee is given a 


new vehicle at the start of the model year. The vehicle will be replaced 


every sixty days. Manufacturer А owes use tax on five vehicles at the 
start of the model year. No additional use tax will be due when these 
vehicles are replaced during the same model year. However, should a 


sixth employee be added during the course of the year, an additional 


vehicle will be subject to use tax. 
(f) Dealer A uses a vehicle from inventory as a service truck. This 


vehicle is used to pick up parts from local suppliers, transportation for 
making emergency repairs on customer's vehicles, and similar activi- 


ties. The dealer is liable for use tax on this vehicle. At its option, the 
dealer may report use tax on two percent per month of the purchase 


price of the vehicle or may report use tax on the full value of the vehi- 


cle at the time it is put to use. 
Dealer A uses a new vehicle from inventory for his/her own 


ersonal use. Dealer A's spouse also uses a new vehicle. Dealer A's son 


who lives in the same household will occasionally use a new vehicle. 


All of these vehicles are operated with dealer plates attached. Dealer A 
does not have a recent model car licensed in Washington. Dealer A is 


subject to use tax on one vehicle as an "executive" car every second 
year as provided above. 


(h) Dealer A loans a vehicle to a civic organization for a thirty-day 
eriod. The dealer is unable to obtain a temporary letter of authorit 


for use of the vehicle under RCW 46.16.048. The dealer is liable for 


use tax, but the dealer may report the use tax based on two percent of 
the purchase price of the vehicle per month as the measure of the tax. 


No use tax would be due if the dealer had obtained a letter of author- 
ity under RCW 46.16.048 for the use of the vehicle. 


WSR 92-01-045 
PROPOSED RULES 
OFFICE OF 
INSURANCE COMMISSIONER 
[Filed December 10, 1991, 1:57 p.m.] 


Original Notice. 

Title of Rule: Medicare supplement—Standardized 
policy forms. 

Purpose: To adopt rules consistent with changes in 
federa! standards for Medicare supplement insurance 
policies: Limit policy forms to 10 standardized packages, 
establish new disclosure requirements; establish new fil- 
ing requirements; establish regulatory oversight for 
Medicare SELECT policies; and clarify the existing 
prohibition on attained age rating. 

Other Identifying Information: Insurance Commis- 
sioner Matter No. R 92-1. 

Statutory Authority for Adoption: RCW 48.02.060, 
48.20.450, 48.20.460, 48.20.470, 48.30.010, 48.44.020, 
48.44.050, 48.44.070, 48.46.030, 48.46.130, and 
48.46.200. 

Statute Being Implemented: RCW 48.66.041, 48.66- 
.050, 48.66.070, 48.66.100, 48.66.110, 48.66.120, 48.66- 
.130, and 48.66.160. 
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Summary: Congress adopted the. Omnibus Budget 
Reconciliation Act of 1990 (OBRA '90) and among its 
many provisions, it requires the states to amend their 
regulation of Medicare supplement insurance. 

Reasons Supporting Proposal: These amendments are 
required to keep Washington regulation consistent with 
changes in federal standards for Medicare supplement 
insurance policies. 

This proposal conforms regulation of Medicare sup- 
plement insurance policies to changes in federal Medi- 
care laws and the NAIC model act and rule, required by 
OBRA '90. These rules proposed to continue the policy 
of this state of remaining in step with the standards re- 
quired by federal law for certification of this state's 
Medicare supplement insurance statutes and regulations. 

In order to assure the orderly implementation and 
conversion of Medicare supplement policies in this state 
to comply with federally required changes, we plan to 
adopt this regulation early in 1992. Effective July 1, 
1992, policy forms currently being sold under the exist- 
ing Medicare supplement insurance regulation may no 
longer be issued or issued for delivery in this state. This 
will allow about six months for insurers to develop new 
products, rates, and marketing materials. We expect that 
the standardized forms will begin to be available within 
the next several weeks because there is nothing con- 
tained in the new standards that is prohibited under 
current Medicare supplement insurance regulation. 

The minimum standards provisions in proposed 
amendments to chapter 284-66 WAC, are identical to 
those in the NAIC model act and rule. There are a few 
sections of chapter 284-66 WAC which are unique to 
Washington or vary from the NAIC models, including: 
Prohibition on attained age rating and true level com- 
missions. These changes are acceptable to the Health 
Care Financing Administration (HCFA) because federal 
law permits states to adopt rules that are "more strin- 
gent" — more protective of consumers —than the 
NAIC model. In addition, requirements for filing of 
rates and forms are more stringent than the NAIC 
model. 

And finally, Washington has been designated to par- 
ticipate in a three-year, fifteen-state study project called 
"Medicare SELECT." The regulation of this project will 
be primarily left to the state based on these regulations 
and federal rules to be developed by HCFA. 

Some problems, however, remain. The NAIC has 
amended the definition of "Medicare supplemental in- 
surance" to remove the restriction of eligibility by reason 
of age. This brings the NAIC models into compliance 
with federal law which has never restricted Medicare 
supplement regulation to those eligible for Medicare by 
reason of age. 

The definition of "Medicare supplemental insurance" 
appears in both chapter 48.66 RCW and 284-66 WAC. 
It is amended here to conform to the NAIC model defi- 
nition in anticipation of a change in the statute during 
the 1992 legislative session. 

In addition, regulation of rates for Medicare supple- 
ment insurance policies contemplates a "prior approval" 
process. Currently the commissioner does not have au- 
thority to require prior approval of Medicare supplement 
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rates filed by health care service contractors and health 
maintenance organizations. Such authority will be re- 
quested during the 1992 legislative session. 

Name of Agency Personnel Responsible for Drafting: 
Melodie Bankers, Assistant Deputy Commissioner, In- 
surance Building, Olympia, Washington, (206) 586— 
3574; Implementation and Enforcement: David H. 
Rodgers, Chief Deputy Commissioner, Insurance Build- 
ing, Olympia, Washington, (206) 753—7300. 

Name of Proponent: Dick Marquardt, Insurance 
Commissioner, governmental. 

Rule is necessary because of federal law, 42 USC 
$1395ss (codifying applicable sections of OBRA '90) 
and NAIC model act/rule. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: OBRA '90 requires changes in regulation of Med- 
icare supplement insurance policies sold in this state no 
later than July 30, 1991. These rules affect policies is- 
sued or issued for delivery on or after July 1, 1992. The 
effect of these amendments will standardize the choices 
of Medicare supplement insurance policies for senior 
consumers. 

Consumers, in the aggregate will be benefitted by the 
amendments, particularly during the "open enrollment" 
period once a person has reached age 65 and is first en- 
rolled in Medicare Part B. In addition, it is the intent of 
the federal regulation that by standardizing and simpli- 
fying choices of policy forms, consumers will be able to 
make more reasoned choices and that companies will be 
more price-competitive. 

Proposal Changes the Following Existing Rules: Cur- 
rently, regulation of Medicare supplement insurance po- 
licies sets minimum standards for policies sold in this 
state. The new regulations will standardize and simplify 
the choices between products to ten — which will be 
uniform insurer-to-insurer. 

Small Business Economic Impact Statement: There is 
no requirement that any insurer engage in the sale of 
Medicare supplement insurance coverage in this state; 
and, therefore, no requirement that these products be 
developed for sale in Washington. 

The commissioner recognizes that there will be start— 
up costs required of all insurers who choose to develop 
new Medicare supplement insurance policy forms. This, 
however, is more the result of federal action than a re- 
sult of state regulation of Medicare supplement insur- 
ance policies. Development of new products, marketing 
materials, disclosure forms, and related items will be re- 
quired of any insurer engaged in the Medicare supple- 
ment insurance business in 1992. Most changes are re- 
quired by federal action; only limited differences exist 
that will result in added costs to transacting Medicare 
supplement insurance business in this state. 

The rule changes may place a proportionately higher 
burden on small insurers than on large ones. Because the 
start-up costs for compliance will be similar in insurers 
whether they have fewer or more than fifty employees, 
the cost per employee will be higher in small businesses. 
With respect to costs per one hundred dollars of sales, 
the number of the insurer's employees has litle 
significance. 
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The changes to regulation of Medicare supplement 
insurance policies is not easily measured by the criteria 
of the Regulatory Fairness Act, chapter 18.85 RCW. 

Hearing Location: Conference Room, Main Floor, 
General Administration Building, 11th and Columbia 
Streets, Olympia, Washington, on January 28, 1992, at 
9:30 a.m. 

Submit Written Comments to: Insurance Commis- 
sioner, Insurance Building, P.O. Box 40257, Olympia, 
WA 98504-0256, by January 28, 1992. 

Date of Intended Adoption: February 4, 1992. 

December 10, 1991 

Dick Marquardt 

Insurance Commissioner 
Melodie Bankers 

Assistant Deputy Commissioner 
for Consumer Protection 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-010 PURPOSE. The purpose of this chapter is to 
effectuate the provisions of RCW 48.20.450, 48.20.460 and 48.20.470, 
48.30.010, 48.44.020, 48.44.050, 48.44.070, 48.46.030, 48.46.130, 48- 
.46.200, and to supplement the requirements of chapter 48.66 RCW, 
the Medicare Supplemental Health Insurance Act; to assure the or- 
derly implementation and conversion of Medicare supplement insur- 
ance benefits and premiums due to changes in the federal Medicare 
program; to provide for the reasonable simplification and standardiza- 
lion of the coverage, terms, and benefits of Medicare supplement in- 
surance policies and certificates, and to eliminate policy provisions 
which may duplicate Medicare benefits as the federal Medicare pro- 
gram changes; to facilitate public understanding and comparison of 
such policies and to eliminate provisions contained in such policies 
which may be misleading or confusing; to establish minimum stan- 
dards for Medicare supplement insurance, an “outline of coverage” 
and other disclosure requirements; to prohibit the use of certain provi- 
sions in Medicare supplemental insurance policies; to define and pro- 
hibit certain acts and practices as unfair methods of competition or 
unfair or deceptive acts or practices; and to establish loss ratio re- 
quirements, policy reserves, filing and reporting procedures. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-020 APPLICABILITY AND SCOPE. (1) Subject 
to subsection (2) of this section, except as provided by federal law, 
chapter 48.66 RCW, or as otherwise specifically provided by this 
chapter, this chapter shall apply to every group and individual policy 
of disability insurance and to every subscriber contract of an ((insurer; 


fraternatbenefitsociety;—theaith—care—serviee—contractor,_or—heaith 
maintenanec-orgarization)) issuer (other than a policy issued pursuant 
to a contract under section 1876 or section 1833 of the Social Security 
Act [42 U.S.C. section 1395 et seq.] or an issued policy under a dem- 


onstration project authorized pursuant to amendments to the Social 
Security Act), which relates its benefits to Medicare, or which is ad- 


vertised, marketed, or designed primarily as a supplement to reim- 
bursements under Medicare for the hospital, medical, or surgical ex- 
penses of persons eligible for Medicare ((by-reason-of-age)). All such 
policies or contracts are referred to in this chapter as " Medicare sup- 
plemental insurance" or "Medicare supplement insurance policy" or 
" Medicare supplement coverage." 

(2)(a) Medicare supplement insurance policies delivered prior to 
January 1, 1989, which are renewable solely at the option of the in- 
sured by the timely payment of premium shall be subject to the provi- 
sions of this chapter except with respect to WAC 284—66—060, 284— 
66-200, 284—66—210, 284—66-310, and 284-66-350. To the extent 
that the provisions of this chapter do not apply to such policies, chap- 
ter 284-55 WAC shall apply. 

(b) Medicare supplement insurance policies delivered between Janu- 
ary 1, 1989, and December 31, 1989, and which are renewable solely 
at the option of the insured by the timely payment of premium shall be 
governed by this chapter except with respect to the requirements of 
WAC 284-66-210 and 284—66—350. 
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AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, cffective 4/20/90) 


WAC 284-66-030 DEFINITIONS. For purposes of this chapter: 

(1) "Applicant" means: 

(a) In the case of an individual Medicare supplement insurance pol- 
icy, the person who seeks to contract for insurance benefits; and 

(b) In the case of a group Medicare supplement insurance policy, 
the proposed certificate holder. 

(2) "Certificate" means any certificate delivered or issued for deliv- 
ery in this state under a group Medicare supplement insurance poli- 
cy(G 
state)) regardless of the situs of the group master policy. 

(3) "Certificate form" means the form on which the certificate is 
delivered or issued for delivery by the issuer. 

(4) "Issuer" includes insurance companies, fraternal benefit socie- 
ties, health care service contractors, health maintenance organizations, 

and any other entity delivering or issuing for delivery Medicare sup- 


plement policies or certificates. 
(5) "Direct response ((msurer)) issuer" means an ((imsurer)) issuer 


who, as to a particular transaction, is transacting insurance directly 
with a potential insured without solicitation by, or the intervention of, 
a licensed insurance agent. 

((69)) (6) "Disability insurance" is insurance against bodily injury, 
disablement or death by accident, against disablement resulting from 
sickness, and every insurance appertaining thereto. For purposes of this 
chapter, disability insurance shall include policies or contracts offered 
by ((aminsurerfraternał-benefit-society;heartthcareservice-contrac" 
tor, or healtirmaintenamec orgamzation)) a any issuer. 

((67)) (7) "Health care expense costs" means expenses of a health 
maintenance organization or health care service contractor associated 
with the delivery of health care services which expenses are analogous 
to incurred losses of insurers. Such expenses shall not include home 
office and overhead costs, advertising costs, commissions and other ac- 
quisition costs, taxes, capital costs, administrative costs, and "claims" 
processing costs. 


€) (8) "Policy" includes agreements or contracts issued by ((m 


tors-and-fraternat-benefit societies) а any issuer. 
((€8})) (9) "Policy form" means the form on which the policy is 


delivered or issued for delivery by the issuer. 
(10) "Premium" means all sums charged, received, or deposited as 


consideration for a Medicare supplement insurance policy or the con- 
tinuance thereof. An assessment or a membership, contract, survey, 
inspection, service, or other similar fee or charge made by the ((msure 
er)) issuer in consideration for such policy is deemed part of the pre- 
mium. "Earned premium" shall mean the "premium" applicable to an 
accounting period whether received before, during or after such period. 

((93)) (11) "Replacement" means any transaction in which new 
Medicare supplement coverage is to be purchased, and it is known or 
should be known to the proposing agent or other representative of the 
((imsurer)) issuer, or to the proposing ((insurer)) issuer if there is no 
agent, that by reason of such transaction, existing Medicare supple- 
ment coverage has been or is to be lapsed, surrendered or otherwise 
terminated. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-040 POLICY DEFINITIONS AND TERMS. No 
((insuranec)) policy or certificate may be advertised, solicited, issued 
for delivery in this state ((or-remewed)) after July 1, 1992, as a Medi- 
care supplement insurance policy or certificate unless such policy or 
certificate contains definitions or terms which conform to the require- 
ments of this section. 

(1) "Accident," "accidental injury," or "accidental means" shall be 
defined to employ "result" language and shall not include words which 
establish an accidental means test or use words such as "external, vio- 
lent, visible wounds" or similar words or description ог 
characterization. 

(a) The definition shall not be more restrictive than the following: 
"Injury or injuries for which benefits are provided means accidental 
bodily injury sustained by the insured person which is the direct result 
of an accident, independent of disease or bodily infirmity or any other 
cause, and occurs while insurance coverage is in force." 
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(b) Such definition may provide that injuries shall not include inju- 
ries for which benefits are provided under any workers' compensation, 
employer's liability or similar law, or motor vehicle no-fault plan, un- 
less prohibited by law. 

(2) "Convalescent nursing home," "extended care facility," or 


"skilled nursing facility" shall not be defined ((in-retation-to-its-status; 
facilities-amd-avaitable-services)) more restrictively than as defined in 
the Medicare program. 


a zi : 
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(3) "Hospital" may be defined in relation to its status, facilities and 
available services or to reflect its accreditation by the Joint Commis- 
sion on Accreditation of Health Care Organizations, but not more re- 


strictively than as defined in the Medicare program. 
(С — : 


board-of-the-state- 


(6)) "Medicare" shall be defined in the policy and certificate. 
Medicare may be defined as "The Health Insurance for the Aged Act, 
Title XVIII of the Social Security Amendments of 1965 as then con- 
stituted or later amended" or "Title I, Part I of Public Law 89—97, as 
enacted by the Eighty-ninth Congress of the United States of America 
and popularly known as the Health Insurance for the Aged Act, as 


then constituted and any later amendments or substitutes thereof," or 
words of similar import. 
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(5) "Physician" ((тау)) shall not be defined ((by-mchrding-words 


: ; А 
usc of 1 = jn TETUITES aH HISUTET-O = rze m SRA ү the 
7 T t T )) more 
restrictively than as defined in the Medicare program. 

((69)) (6) "Sickness" shall not be defined to be more restrictive 
than the following: "Sickness means ((зісктеѕѕ)) illness or disease of 
an insured person which first manifests itself after the effective date of 
insurance and while the insurance is in force." The definition may be 
further modified to exclude sicknesses or diseases for which benefits are 
provided under any workers' compensation, occupational disease, em- 
ployer's liability, or similar law. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) — 


WAC 284-66-050 ((PROHTBFFED)) POLICY PROVISIONS. 
(1) No policy may be advertised, solicited, or issued for delivery((-or 
renewed)) in this state as a Medicare supplement insurance policy un- 
less such policy meets or exceeds the requirements for such policies 
imposed by chapter 48.66 RCW. 

(2) No Medicare supplement policy or certificate in force in this 
state shall contain benefits which duplicate benefits provided by 
Medicare. 


(3) ((No-pottey-may—be-advertised—soltcitedissued-for-detiveryor 
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И : Н | id А 
nectron-with-the-amendmentthereof:)) Except for permitted preexist- 
ing condition clauses as described in WAC 284—66—063 (1)(a) no pol- 
icy or certificate may be advertised, solicited, or issued for delivery in 
this state as a Medicare supplement policy if such policy or certificate 
contains limitations or exclusions on coverage that are more restrictive 
than those of Medicare. 

((€83)) (4) The terms "Medicare supplement," "Medicare wrap- 
around," "Medigap," or words of similar import shall not be used to 
describe an insurance policy unless such policy is issued in compliance 
with chapter 48.66 RCW and this chapter. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-060 MINIMUM BENEFIT STANDARDS. ((Ex= 


Coverage—ct-shal—be)) The requirements of this section apply to 
Medicare supplement policies and certificates issued or issued for de- 
livery in this state during the period beginning January 1, 1990, and 
ending June 30, 1992, as well as all guaranteed renewable Medicare 


supplement policies delivered to residents of this state during 1989 and 
which were conformed to meet the minimum benefit standards of this 
section pursuant to the Medicare Catastrophic Coverage Act. Mini- 
mum standards for "standardized" policies and certificates are provid- 
ed at WAC 284—66—063. Effective July 1, 1992, only policies meetin 
the standards of WAC 284-66-063 may be advertised, solicited, or is- 
sued for delivery in this state. These are minimum standards and do 
not preclude the inclusion of other provisions or benefits which are not 
inconsistent with these standards: 

(1) Coverage of Part A Medicare eligible expenses for hospitaliza- 
tion to the extent not covered by Medicare from the 61st day through 
the 90th day in any Medicare benefit period; 

(2) Coverage for either all or none of the Medicare Part A inpatient 
hospital deductible amount; 

(3) Coverage of Part A Medicare eligible expenses incurred as daily 
hospital charges during use of Medicare's lifetime hospital inpatient 
reserve days; 

(4) Upon exhaustion of all Medicare hospital inpatient coverage in- 
cluding the lifetime reserve days, coverage of ninety percent of all 
Medicare Part A eligible expenses for hospitalization not covered by 
Medicare subject to a lifetime maximum benefit of an additional three 
hundred sixty-five days; 

(5) Coverage under Medicare Part A for the reasonable cost of the 
first three pints of blood (or equivalent quantities of packed red blood 
cells, as defined under federal regulations) unless replaced in accord- 
ance with federal regulations or already paid for under Part B; 

(6) Coverage for the coinsurance amount of Medicare eligible ex- 
penses under Part B regardless of hospital confinement, subject to a 
maximum calendar year out-of-pocket amount equal to the Medicare 
Part B deductible; 

(7) Coverage under Medicare Part B for the reasonable cost of the 
first three pints of blood (or equivalent quantities of packed red blood 
cells, as defined under federal regulations), unless replaced in accord- 
ance with federal regulations or already paid for under Part A, subject 
to the Medicare deductible amount. 


NEW SECTION 


WAC 284-66-063 BENEFIT STANDARDS FOR POLICIES 
OR CERTIFICATES ISSUED OR DELIVERED ON OR AFTER 
JULY 1, 1992. Only Medicare supplement policies or certificates 
meeting the requirements of this chapter may be delivered or issued for 
delivery in this state on or after July 1, 1992. After that date, no policy 
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or certificate may be advertised, solicited, delivered, or issued for de- 
livery in this state as a Medicare supplement policy or certificate un- 
less it complies with these benefit standards. 

(1) General standards. The following standards apply to Medicare 
supplement policies and certificates and are in addition to all other re- 
quirements of this regulation. 

(a) A Medicare supplement policy or certificate shall not exclude or 
limit benefits for losses incurred more than six months from the effec- 
tive date of coverage because it involved a preexisting condition. The 
policy or certificate may not define a preexisting condition more re- 
strictively than a condition for which medical advice was given or 
treatment was recommended by or received from a physician within six 
months before the effective date of coverage. 

(b) No Medicare supplement policy or certificate shall provide for 
termination of coverage of a spouse solely because of the occurrence of 
an event specified for termination of coverage of the insured, other 
than the nonpayment of premium. - 

(c) Each Medicare supplement policy shall be guaranteed renewable 
and: 

(i) The issuer shall not cancel or nonrenew the policy solely on the 
ground of health status of the individual; and 

(ii) The issuer shall not cancel or nonrenew the policy for any reason 
other than nonpayment of premium or material misrepresentation. 

(iii) If the Medicare supplement policy is terminated by the group 
policy holder and is not replaced as provided under (c)(v) of this sub- 
section, the issuer shall offer certificateholders an individual Medicare 
supplement policy which (at the option of the certificateholder) pro- 
vides for continuation of the benefits contained in the group policy, or 
provides for such benefits as otherwise meets the requirements of this 
subsection. 

(iv) If an individual is a certificateholder in a group Medicare sup- 
plement policy and the individual terminates membership in the group, 
the issuer shall offer the certificateholder the conversion opportunity 
described in (c)(iii) of this subsection, or at the option of the group 
policyholder, offer the certificateholder continuation of coverage under 
the group policy. 

(v) If a group Medicare supplement policy is replaced by another 
group Medicare supplement policy purchased by the same policyhold- 
er, the succeeding issuer shall offer coverage to all persons covered un- 
der the old group policy on its date of termination. Coverage under the 
new policy shall not result in any exclusion for preexisting conditions 
that would have been covered under the group policy being replaced. 

(d) Termination of a Medicare supplement policy or certificate shall 
be without prejudice to any continuous loss which commenced while 
the policy was in force, but the extension of benefits beyond the period 
during which the policy was in force may be conditioned upon the 
continuous total disability of the insured, limited to the duration of the 
policy benefit period, if any, or payment of the maximum benefits. 

(e)(i) A Medicare supplement policy or certificate shall provide that 
benefits and premiums under the policy or certificate shall be suspend- 
ed at the request of the policyholder or certificateholder for the period 
(not to exceed twenty-four months) in which the policyholder or 
certificateholder has applied for and is determined to be entitled to 
medical assistance under Title XIX of the Social Security Act, but 
only if the policyholder or certificateholder notifies the issuer of such 
policy or certificate within ninety days after the date the individual 
becomes entitled to such assistance. Upon receipt of timely notice, the 
issuer shall return to the policyholder or certificateholder that portion 
of the premium attributable to the period of Medicaid eligibility, sub- 
ject to adjustment for paid claims. 

(ii) If such suspension occurs and if the policyholder or 
certificateholder loses entitlement to such medical assistance, such pol- 
icy or certificate shall be automatically reinstituted (effective as of the 
date of termination of such entitlement) as of the termination of such 
entitlement if the policyholder or certificateholder provides notice of 
loss of such entitlement within ninety days after the date of such loss 
and pays the premium attributable to the period, effective as of the 
date of termination of such entitlement. 

(iii) Reinstitution of such coverages; 

(A) Shall not provide for any waiting period with respect to treat- 
ment of preexisting conditions; 

(B) Shall provide for coverage which is substantially equivalent to 
coverage in effect before the date of such suspension; and 

(C) Shall provide for classification of premiums on terms at least as 
favorable to the policyholder or certificateholder as the premium class- 
ification terms that would have applied to the policyholder or 
certificateholder had the coverage not been suspended. 
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(2) Standards for basic ("core") benefits common to all benefit 
plans. Every issuer shall make available a policy or certificate includ- 
ing only the following basic "core" package of benefits to each pro- 
spective insured. An issuer may make available to prospective insureds 
any of the other Medicare supplement insurance benefit plans in addi- 
tion to the basic "core" package, but not in lieu thereof. 

(a) Coverage of Part A Medicare eligible expenses for hospitaliza- 
tion to the extent not covered by Medicare from the sixty-first day 
through the ninetieth day in any medicare benefit period; 

(b) Coverage of Part A Medicare eligible expenses incurred for hos- 
pitalization to the extent not covered by Medicare for each Medicare 
lifetime inpatient reserve day used; 

(c) Upon exhaustion of the Medicare hospital inpatient coverage in- 
cluding the lifetime reserve days, coverage of the Medicare Part A eli- 
gible expenses for hospitalization paid at the diagnostic related group 
(DRG) day outlier per diem or other appropriate standard of payment, 
subject to a lifetime maximum benefit of an additional three hundred 
sixty-five days; 

(d) Coverage under Medicare Parts A and B for the reasonable cost 
of the first three pints of blood (or equivalent quantities of packaged 
red blood cells, as defined under federal regulations) unless replaced in 
accordance with federal regulations; 

(e) Coverage for the coinsurance amount of Medicare eligible ex- 
penses under Part B regardless of hospital confinement, subject to the 
Medicare Part B deductible; 

(3) Standards for additional benefits. The following additional bene- 
fits shall be included in Medicare supplement benefit plans "B" 
through "J" only as provided by WAC 284—66—066. 

(a) Medicare Part A deductible: Coverage for all of the Medicare 
Part A inpatient hospital deductible amount per benefit period. 

(b) Skilled nursing facility care: Coverage for the actual billed 
charges up to the coinsurance amount from the twenty-first day 
through the one hundredth day in a Medicare benefit period for 
posthospital skilled nursing facility care eligible under Medicare Part 
A; 
(c) Medicare Part B deductible: Coverage for all of the Medicare 
Part B deductible amount per calendar year regardless of hospital 
confinement. 

(d) Eighty percent of the Medicare Part B excess charges: Coverage 
for eighty percent of the difference between the actual Medicare Part 
B charge as billed, not to exceed any charge limitation established by 
the Medicare program or state law, and the Medicare-approved Part 
B charge. 

(e) One hundred percent of the Medicare Part B excess charges: 
Coverage for all of the difference between the actual Medicare Part B 
charge as billed, not to exceed any charge limitation established by the 
Medicare program or state law, and the Medicare-approved Part B 
charge. 

(f) Basic outpatient prescription drug benefit: Coverage for fifty 
percent of outpatient prescription drug charges, after a two hundred 
fifty dollar calendar year deductible, to a maximum of one thousand 
two hundred fifty dollars in benefits received by the insured per calen- 
dar year, to the extent not covered by Medicare. 

(g) Extended outpatient prescription drug benefit: Coverage for fifty 
percent of outpatient prescription drug charges, after a two hundred 
fifty dollar calendar year deductible to a maximum of three thousand 
dollars in benefits received by the insured per calendar year, to the ex- 
tent not covered by Medicare. 

(h) Medically necessary emergency care in a foreign country: Cov- 
erage to the extent not covered by Medicare for eighty percent of the 
billed charges for Medicare-eligible expenses for medically necessary 
emergency hospital, physician, and medical care received in a foreign 
country, which care would have been covered by Medicare if provided 
in the United States and which care began during the first sixty con- 
secutive days of each trip outside the United States, subject to a cal- 
endar year deductible of two hundred fifty dollars, and a lifetime max- 
imum benefit of fifty thousand dollars. For purposes of this benefit, 
"emergency care" shall mean care needed immediately because of an 
injury or an illness of sudden and unexpected onset. 

(i) Preventive medical care benefit: Coverage for the following pre- 
ventive health services: 

(i) An annual clinical preventive medical history and physical ex- 
amination that may include tests and services from (i)(ii) of this sub- 
section and patient education to address preventive health care 
measures. 
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(ii) Any one or a combination of the following preventive screening 
tests or preventive services, the frequency of which is considered medi- 
cally appropriate: 

(A) Feccal occult blood test and/or digital rectal examination; 

(B) Mammogram; 

(C) Dipstick urinalysis for hematuria, bacteriuria, and proteinauria; 

(D) Pure tone (air only) hearing screening test, administered or or- 
dered by a physician; 

(E) Serum cholesterol screening (every five years); 

(F) Thyroid function test; 

(G) Diabetes screening. 

(iii) Influenza vaccine administered at any appropriate time during 
the year and Tetanus and Diphtheria booster (every ten years). 

(iv) Any other tests or preventive measures determined appropriate 
by the attending physician. 

Reimbursement shall be for the actual charges up to one hundred 
percent of the Medicare-approved amount for each service, as if Med- 
icare were to cover the service as identified in American Medical As- 
sociation Current Procedural Terminology (AMA CPT) codes, to a 
maximum of one hundred twenty dollars annually under this benefit. 
This benefit shall not include payment for any procedure covered by 
Medicare. 

(j) At-home recovery benefit: Coverage for services to provide short 
term, at-home assistance with activities of daily living for those recov- 
ering from an illness, injury, or surgery. 

(i) For purposes of this benefit, the following definitions shall apply: 

(A) "Activities of daily living" include, but are not limited to bath- 
ing, dressing, personal hygiene, transferring, eating, ambulating, as- 
sistance with drugs that are normally self-administered, and changing 
bandages or other dressings. 

(B) "Care provider" means a duly qualified or licensed home health 
aide/homemaker, personal care aide, or nurse provided through a li- 
censed home health care agency or referred by a licensed referral 
agency or licensed nurses registry. 

(C) "Home" shall mean any place used by the insured as a place of 
residence, provided that such place would qualify as a residence for 
home health care services covered by Medicare. A hospital or skilled 
nursing facility shall not be considered the insured's place of residence. 

(D) "At-home recovery visit" means the period of a visit required to 
provide at home recovery care, without limit on the duration of the 
visit, except each consecutive four hours in a twenty-four hour period 
of services provided by a care provider is one visit. 

(ii) Coverage requirements and limitations. 

(A) At-home recovery services provided must be primarily services 
which assist in activities of daily living. 

(B) The insured's attending physician must certify that the specific 
type and frequency of at-home recovery services are necessary because 
of a condition for which a home care plan of treatment was approved 
by Medicare. 

(C) Coverage is limited to: 

(1) No more than the number and type of at-home recovery visits 
certified as necessary by the insured's attending physician. The total 
number of at-home recovery visits shall not exceed the number of 
Medicare approved home health care visits under a Medicare approved 
home care plan of treatment. 

(H) The actual charges for each visit up to a maximum reimburse- 
ment of forty dollars per visit. 

(111) One thousand six hundred dollars per calendar year. 

(IV) Seven visits in any one week. 

(V) Care furnished on a visiting basis in the insured's home. 

(VI) Services provided by a care provider as defined in this section. 

(VII) At-home recovery visits while the insured is covered under the 
policy or certificate and not otherwise excluded. 

(VIII) At-home recovery visits received during the period the in- 
sured is receiving Medicare approved home care services or no more 
than eight weeks after the service date of the last Medicare approved 
home health care visit. 

(iii) Coverage is excluded for: Home care visits paid for by Medi- 
care or other government programs; and care provided by family 
members, unpaid volunteers, or providers who are not care providers. 

(k) New or innovative benefits: An issuer may, with the prior ap- 
proval of the commissioner, offer policies or certificates with new or 
innovative benefits in addition to the benefits provided in a policy or 
certificate that otherwise complies with the applicable standards. Such 
new or innovative benefits may include benefits that are appropriate to 
Medicare supplement insurance, new or innovative, not otherwise 
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available, cost-effective, and offered in a manner which is consistent 
with the goal of simplification of Medicare supplement policies. 


NEW SECTION 


WAC 284-66-066 STANDARD MEDICARE SUPPLEMENT 
BENEFIT PLANS. (1) An issuer shall make available to each pro- 
spective policyholder and certificateholder a policy form or certificate 
form containing only the basic "core" benefits, as defined in WAC 
284-66—063(2) of this regulation. 

(2) No groups, packages, or combinations of Medicare supplement 
benefits other than those listed in this section shall be offered for sale 
in this state, except as may be permitted in WAC 284-66-063 (3)(k) 
and in WAC 284-66-073. 

(3) Benefit plans shall be uniform in structure, language, designa- 
tion, and format to the standard benefit plans "A" through "J" listed 
in this subsection and conform to the definitions in WAC 284-66-030 
and 284-66—040. Each benefit shall be structured in accordance with 
the format provided in WAC 284-66-063(2) and 284-66-063(3) and 
list the benefits in the order shown in this subsection. For purposes of 
this section, "structure, language, and format" means style, arrange- 
ment, and overall content of benefit. 

(4) An issuer may use, in addition to the benefit plan designations 
required in subsection (3) of this section, other designations to the ex- 
tent permitted by law. 

(5) Make-up of benefit plans: 

(a) Standardized Medicare supplement benefit plan "A" shall be 
limited to the basic ("core") benefits common to all benefit plans, as 
defined at WAC 284-66-06 3(2). 

(b) Standardized Medicare supplement benefit plan "B" shall in- 
clude only the following: The core benefit as defined at WAC 284-66— 
063(2), plus the Medicare Part A deductible as defined at WAC 284- 
66-063 (3)(a). 

(c) Standardized Medicare supplement benefit plan "C" shall in- 
clude only the following: The core benefit as defined at WAC 284—66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, Medicare Part B deductible and medically necessary emergency 
care in a foreign country as defined at WAC 284—66-063 (3)(a), (b), 
and (h), respectively. 

(d) Standardized Medicare supplement plan "D" shall include only 
the following: The core benefit, as defined at WAC 284-66-063(2), 
plus the Medicare Part A deductible, skilled nursing facility care, 
medically necessary emergency care in a foreign country and the at- 
home recovery benefit as defined at WAC 284-66—063 (3)(a), (b), (h), 
and (j), respectively. 

(e) Standardized Medicare supplement benefit plan "E" shall in- 
clude only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, medically necessary emergency care in a foreign country and 
preventive medical care as defined at WAC 284—66-063 (3)(a), (b), 
(h), and (i), respectively. 

(f) Standardized Medicare supplement benefit plan "F" shall in- 
clude only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, the skilled nursing facil- 
ity care, the Part B deductible, one hundred percent of the Medicare 
Part B excess charges, and medically necessary emergency care in a 
foreign country as defined at WAC 284-66-063 (3)(a), (b), (c), (e), 
and (h), respectively. 

(g) Standardized Medicare supplement benefit plan "G" shall in- 
clude only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, eighty percent of the Medicare Part B excess charges, medically 
necessary emergency care in a foreign country, and the at-home re- 
covery benefit as defined at WAC 284-66-063 (3)(a), (b), (d), (h), 
and (j), respectively. 

(h) Standardized Medicare supplement benefit plan "H" shall in- 
clude only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, basic prescription drug benefit, and medically necessary emer- 
gency care in a foreign country as defined at WAC 284-66-063 
(3)(a), (b), (f), and (h), respectively. 

(i) Standardized Medicare supplement benefit plan "I" shall include 
only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, one hundred percent of the Medicare Part B excess charges, basic 
prescription drug benefit, medically necessary emergency care in a for- 
eign country, and at-home recovery benefit as defined at WAC 284— 
66-063 (3)(a), (b), (е), (f), (h), and (j), respectively. 
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(j) Standardized Medicare supplement benefit plan "J" shall include 
only the following: The core benefit as defined at WAC 284-66- 
063(2), plus the Medicare Part A deductible, skilled nursing facility 
care, Medicare Part B deductible, one hundred percent of the Medi- 
care Part B excess charges, extended prescription drug benefit, medi- 
cally necessary emergency care in a foreign country, preventive medi- 
cal care, and at-home recovery benefit as defined at WAC 284-66- 
063 (3)(a), (b), (с), (e), (в), (h), (i), and (j), respectively. 


NEW SECTION 


WAC 284-66-073 MEDICARE SELECT POLICIES AND 
CERTIFICATES. (1)(a) This section shall apply to Medicare SE- 
LECT policies and certificates, as defined in this section. 

(b) No policy or certificate may be advertised as a Medicare SE- 
LECT policy or certificate unless it meets the requirements of this 
section. 

(2) For the purposes of this section: 

(a) "Complaint" means any dissatisfaction expressed by an individ- 
ual concerning a Medicare SELECT issuer or its network providers. 

(b) "Grievance" means dissatisfaction expressed in writing by an in- 
dividual insured under a Medicare SELECT policy or certificate with 
the administration, claims practices, or provision of services concerning 
a Medicare SELECT issuer or its network providers. 

(c) "Medicare SELECT issuer" means an issuer offering, or seeking 
to offer, а Medicare SELECT policy or certificate. 

(d) "Medicare SELECT policy" or "Medicare SELECT certificate" 
means respectively a Medicare supplement policy or certificate that 
contains restricted network provisions. 

(e) "Network provider" means a provider of health care, or a group 
of providers of health care, which has entered into a written agreement 
with the issuer to provide benefits insured under a Medicare SELECT 
policy. 

(f) "Restricted network provision" means any provision which con- 
ditions the payment of benefits, in whole or in part, on the use of net- 
work providers. 

(g) "Service area" means the geographic area approved by the com- 
missioner within which an issuer is authorized to offer a Medicare SE- 
LECT policy. 

(3) The commissioner may authorize an issuer to offer a Medicare 
SELECT policy or certificate, pursuant to this section and section 
4358 of the Omnibus Budget Reconciliation Act (OBRA) of 1990 if 
the commissioner finds that the issuer has satisfied all of the require- 
ments of this regulation. 

(4) A Medicare SELECT issuer shall not issue a Medicare SE- 
LECT policy or certificate in this state until its plan of operation has 
been approved by the commissioner. 

(5) A Medicare SELECT issuer shall file a proposed plan of opera- 
tion with the commissioner in a format prescribed by the commission- 
er. The plan of operation shall contain at least the following 
information: 

(a) Evidence that all covered services that are subject to restricted 
network provisions are available and accessible through network pro- 
viders, including a demonstration that: 

(i) Such services can be provided by network providers with reason- 
able promptness with respect to geographic location, hours of operation 
and after-hour care. The hours of operation and availability of after- 
hour care shall reflect usual practice in the local area. Geographic 
availability shall reflect the usual travel times within the community. 

(ii) The number of network providers in the service area is sufficient, 
with respect to current and expected policyholders, either: 

(A) To deliver adequately all services that are subject to a restricted 
network provision; or 

(B) To make appropriate referrals. 

(iii) There are written agreements with network providers describing 
specific responsibilities. 

(iv) Emergency care is available twenty-four hours per day and sev- 
en days per week. 

(v) In the case of covered services that are subject to a restricted 
network provision and are provided on a prepaid basis, there are writ- 
ten agreements with network providers prohibiting such providers from 
billing or otherwise seeking reimbursement from or recourse against 
any individual insured under a Medicare SELECT policy or certificate. 
This paragraph shall not apply to supplemental charges or coinsurance 
amounts as stated in the Medicare SELECT policy or certificate. 

(b) A statement or map providing a clear description of the service 
area. 

(c) A description of the grievance procedure to be utilized. 
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(d) A description of the quality assurance program, including: 

(i) The formal organizational structure; 

(ii) The written criteria for selection, retention, and removal of net- 
work providers; and 

(iii) The procedures for evaluating quality of care provided by net- 
work providers, and the process to initiate corrective action when 
warranted. : 

(e) A list and description, by specialty, of the network providers. 

(f) Copies of the written information proposed to be used by the is- 
suer to comply with subsection 1. 

(g) Any other information requested by the commissioner. 

(6)(a) A Medicare SELECT issuer shall file any proposed changes 
to the plan of operation, except for changes to the list of network pro- 
viders, with the commissioner prior to implementing such changes. 
Such changes shall be considered approved by the commissioner after 
thirty days unless specifically disapproved. 

(b) An updated list of network providers shall be filed with the 
commissioner at least quarterly. 

(7) A Medicare SELECT policy or certificate shall not restrict pay- 
ment for covered services provided by nonnetwork providers if: 

(a) The services are for symptoms requiring emergency care or are 
immediately required for an unforeseen illness, injury, or a condition; 
and 

(b) It is not reasonable to obtain such services through a network 
provider. 

(8) A Medicare SELECT policy or certificate shall provide payment 
for full coverage under the policy for covered services that are not 
available through network providers. 

(9) A Medicare SELECT issuer shall make full and fair disclosure 
in writing of the provisions, restrictions, and limitations of the Medi- 
care SELECT policy or certificate to each applicant. This disclosure 
shall include at least the following: 

(a) An outline of coverage sufficient to permit the applicant to com- 
pare the coverage and premiums of the Medicare SELECT policy or 
certificate with: 

(i) Other Medicare supplement policies or certificates offered by the 
issuer; and 

(ii) Other Medicare SELECT policies or certificates. 

(b) A description (including address, phone number, and hours of 
operation) of the network providers, including primary care physicians, 
specialty physicians, hospitals, and other providers. 

(c) A description of the restricted network provisions, including 
payments for coinsurance and deductibles when providers other than 
network providers are utilized. 

(d) A description of coverage for emergency and urgently needed 
care and other out-of-service area coverage. 

(e) A description of limitations on referrals to restricted network 
providers and to other providers. 

(f) A description of the policyholder's rights to purchase any other 
Medicare supplement policy or certificate otherwise offered by the 
issuer. 

(g) A description of the Medicare SELECT issuer's quality assur- 
ance program and grievance procedure. 

(10) Prior to the sale of a Medicare SELECT policy or certificate, a 
Medicare SELECT issuer shall obtain from the applicant a signed and 
dated form stating that the applicant has received the information 
provided pursuant to subsection I of this section and that the applicant 
understands the restrictions of the Medicare SELECT policy or 
certificate. 

(11) A Medicare SELECT issuer shall have and use procedures for 
hearing complaints and resolving written grievances from the subscrib- 
ers. Such procedures shall be aimed at mutual agreement for settle- 
ment and may include arbitration procedures. 

(a) The grievance procedure shall be described in the policy and 
certificates and in the outline of coverage. 

(b) At the time the policy or certificate is issued, the issuer shall 
provide detailed information to the policyholder describing how a 
grievance may be registered with the issuer. 

(c) Grievances shall be considered in a timely manner and shall be 
transmitted to appropriate decision-makers who have authority to fully 
investigate the issue and take corrective action. 

(d) If a grievance is found to be valid, corrective action shall be 
taken promptly. 

(e) All concerned parties shall be notified about the results of a 
grievance. 

(f) The issuer shall report no later than each March 3lst to the 
commissioner regarding its grievance procedure. The report shall be in 
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a format prescribed by the commissioner and shall contain the number 
of grievances filed in the past year and a summary of the subject, na- 
ture, and resolution of such grievances. 

(12) At the time of initial purchase, a Medicare SELECT issuer 
shall make available to each applicant for a Medicare SELECT policy 
or certificate the opportunity to purchase any Medicare supplement 
policy or certificate otherwise offered by the issuer. 

(13)(a) At the request of an individual insured under a Medicare 
SELECT policy or certificate, a Medicare SELECT issuer shall make 
available to the individual insured the opportunity to purchase a Med- 
icare supplement policy or certificate offered by the issuer which has 
comparable or lesser benefits and which does not contain a restricted 
network provision. The issuer shall make such policies or certificates 
available without requiring evidence of insurability after the Medicare 
supplement policy or certificate has been in force for six months. 

(b) For the purposes of this subsection, a Medicare supplement poli- 
Cy or certificate will be considered to have comparable or lesser bene- 
fits unless it contains one or more significant benefits not included in 
the Medicare SELECT policy or certificate being replaced. For the 
purposes of this paragraph, a significant benefit means coverage for the 
Medicare Part A deductible, coverage for prescription drugs, coverage 
for at-home recovery services, or coverage for Part B excess charges. 

(14) Medicare SELECT policies and certificates shall provide for 
continuation of coverage in the event the Secretary of Health and Hu- 
man Services determines that Medicare SELECT policies and certifi- 
Cates issued pursuant to this section should be discontinued due to ei- 
ther the failure of the Medicare SELECT program to be reauthorized 
under law or its substantial amendment. 

(a) Each Medicare SELECT issuer shall make available to each in- 
dividual insured under a Medicare SELECT policy or certificate the 
opportunity to purchase any Medicare supplement policy or certificate 
offered by the issuer which has comparable or lesser benefits and which 
does not contain a restricted network provision. The issuer shall make 
such policies and certificates available without requiring evidence of 
insurability. 

(b) For the purposes of this subsec ion, a Medicare supplement poli- 
Cy or certificate will be considered to have comparable or lesser bene- 
fits unless it contains one or more significant benefits not included in 
the Medicare SELECT policy or certificate being replaced. For the 
purposes of this paragraph, a significant benefit means coverage for the 
Medicare Part A deductible, coverage for prescription drugs, coverage 
for at-home recovery services, or coverage for Part B excess charges. 

(15) A Medicare SELECT issuer shall comply with reasonable re- 
quests for data made by state or federal agencies, including the United 
States Department of Health and Human Services, for the purpose of 
evaluating the Medicare SELECT program. 


NEW SECTION 


WAC 284-66-077 OPEN ENROLLMENT. (1) No issuer shall 
deny or condition the issuance or effectiveness of any Medicare sup- 
plement policy or certificate available for sale in this state, nor dis- 
criminate in the pricing of such a policy or certificate because of the 
health status, claims experience, receipt of health care, or medical 
condition of an applicant where an application for such policy or cer- 
tificate is submitted during the six-month period beginning with the 
first month in which an individual (who is sixty-five years of age or 
older) first enrolled for benefits under Medicare Part B. Each Medi- 
care supplement policy and certificate currently available from an in- 
surer shall be made available to all applicants who qualify under this 
subsection without regard to age. 

(2) Subsection (1) of this section shall not be construed as prevent- 
ing the exclusion of benefits under a policy, during the first six months, 
based on a preexisting condition for which the policyholder or 
certificateholder received treatment or was otherwise diagnosed during 
the six months before it became effective. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-080 OUTLINE OF COVERAGE REQUIRED. 
(1) ((Ar-agent-or-insurer—imttiating—2-‘sate—of-an-mmdividuat-or-group 
Medicare-supptement-insuranee-poticyin-this-state-shatt-comptete-and 
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mot-later—than-the-time-of-application-for-the-poliey-)) Issuers shall 
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provide an outline of coverage to all applicants at the time an applica- 
tion is presented to the prospective applicant and, except for direct re- 
sponse policies and certificates, shall obtain an acknowledgement of 


receipt of such outline from the applicant. 
(2) The ((disetosure-form-to-be-used-shait-be-the)) "outline of cov- 


erage,” ((amd)) shall be completed in substantially the form set forth 
in WAC ((284=66-090)) 284-66-092. The form of outline of coverage 
shall be filed with the commissioner prior to use in this state. 

(3) If an outline of coverage is provided at the time of application 
and the Medicare supplement policy or certificate is issued on a basis 
which would require revision of the outline, a substitute outline of cov- 
erage properly describing the policy or certificate must accompany 
such policy or certificate when it is delivered and contain the following 
statement, in no less than twelve point type, immediately above the 
company name: "NOTICE: Read this outline of coverage carefully. It is 
not identical to the outline of coverage provided upon application and 
the coverage originally applied for has not been issued." 

(4) ((Except-for-cireet response insurersan irsurer shat-obtaman 
acknowłedgement of receipt of such-onttine-fromthe-appiieant:)) The 
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outline of coverage provided to applicants pursuant to this section con- 
sists of four parts: A cover page, premium information disclosure pag- 
es, and charts displaying the features of each benefit plan offered by 


the issuer. The outline of coverage shall be in the language and format 
rescribed in WAC 284—66—092 in no less than twelve point type. АП 


lans A-J shall be shown on the cover page, and the plan(s) that are 


offered by the issuer shall be prominently identified. Premium infor- 
mation for plans that are offered shall be shown on the cover page or 
immediately following the cover page and shall be prominently dis- 
played. The premium and mode shall be stated for all plans that are 
offered to the prospective applicant. АП possible premiums for the pro- 


spective applicant shall be illustrated. 
(5) Where inappropriate terms are used, such as "insurance," "poli- 


Cy," or "insurance company," a fraternal benefit society, health care 
service contractor, or health maintenance organization shall substitute 
appropriate terminology. 


NEW SECTION 


WAC 284-66-092 FORM OF "OUTLINE OF COVERAGE." (1) Cover page. 


[COMPANY NAME] 
Outline of Medicare Supplement Coverage-Cover Page: 


Benefit Plan(s) 


[insert letter(s) of plan(s) being offered] 


Medicare supplement insurance can be sold in only ten standard plans. This chart shows the benefits included in each plan. 
Every company must make available Plan "A". Some plans may not be available in your state. 


„BASIC BENEFITS: Included in All Plans. 
Hospitalization: Part A coinsurance plus coverage for 365 additional days after Medicare benefits end. 
Medical Expenses: Part B coinsurance (20% of Medicare-approved expenses). 
Blood: First three pints of blood each year. 


Benefits Benefits Benefits Benefits Benefits Benefits Benefits Benefits Benefits Benefits 
BĘ ZER 


Skilled Skilled Skilled Nursing | Skilled Nursing | Skilled Nursing | Skilled Nursing | Skilled Nursing " 
Nursing Nursing Co-Insurance Co-Insurance Co-Insurance Co-Insurance Co-Insurance 
Co-Insurance Co-Insurance 


Part A Part A Part A Part A Part A Part A 
Deductible Deductible Deductible Deductible Deductibl Deductible 
Part B Part B 
Deductible 


Deductible 
Foreign 


Travel 


daj 
Co-Insurance 


Foreign 
Travel 
Emergenc! 


Foreign Foreign 
Travel Travel 
Emergenc Emergenc 


At-Home 
Recove! 


At-Home 

Recove: 
Basic Drugs Basic Drugs Extended Drugs 
($1.250 Limit) ($1,250 Limit) ($3,000 Limit) 


Preventive 
Care 
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(2) Discłosure page(s): [for direct response:] 
PREMIUM INFORMATION [Boldface Type] [insert company's name] is not connected with Medicare. 


We [insert issuer's name] can only raise your premium if we raise the 
premium for all policies like yours in this state. 


This outline of coverage does not give all the details of Medicare cov- 
erage. Contact your local Social Security office or consult "The Medi- 
care Handbook" for more details. 


DISCLOSURES [Boldface Type] COMPLETE ANSWERS ARE VERY IMPORTANT [Boldface 
Use this outline to compare benefits and premiums among policies. Type] 
READ YOUR POLICY VERY CAREFULLY [Boldface Type] When your fill out the application for the new policy, be sure to answer 
1—2 : M A . truthfully and completely all questions about your medical and health 
This is only an outline describing your policy's most important fea- history. The company may cancel your policy and refuse to pay any 
tures. The policy is your insurance contract. You must read the policy claims if you leave out or falsify important medical information. [If 
itself to understand all of the rights and duties of both you and your the policy or certificate is guaranteed issue, this paragraph need not 
insurance company. appear.] 
RIGHT TO RETURN POLICY [Boldface Type] Review the application carefully before you sign it. Be certain that all 
If you find that you are not satisfied with your policy, you may return information has been properly recorded. 
it to [insert issuer's address]. If you send the policy back to us within [Include for each plan prominently identified in the cover page, a chart 
thirty days after you receive it, we will treat the policy as if it had showing the services, Medicare payments, plan payments and insured 
never been issued and return all of your payments. payments for each plan, using the same language, in the same order, 
POLICY REPLACEMENT [Boldface Type] using uniform layout and format as shown in the charts below. No 
i . I . more than four plans may be shown on one chart. For purposes of il- 
If you are replacing another health insurance policy, do NOT cancel it lustration, charts for each plan are included in this regulation. An is- 
until you have actually received your new policy and are sure you want suer may use additional benefit plan designations on these charts pur- 
to keep it. suant to Section 9D of this regulation.] 
NOTICE [Boldface Type] [Include an explanation of any innovative benefits on the cover page 


This policy may not fully cover all of your medical costs. and in the chart, in a manner approved by the commissioner.] 
[for agents] (3) Charts displaying the feature of each benefit plan offered by the 
gents: issuer: 


Neither [insert company's name] nor its agents are connected with 


Medicare. 


PLAN A 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 


other facility for 60 days in a row. 
SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 

First 60 days 

61st thru 90th day 

91st day and after, 

- While using 60 lifetime reserve days 

- Once lifetime reserve days are used: 
- Additional 365 days 


$0 
АШ but $157 a day 


$0 


$628 (Part A Deductible) 
$ 157 a day $0 


All but $314 a day $ 314 a day $0 


$0 100% of Medicare 


Eligible Expenses 
$0 


$0 


- Beyond the Additional 365 days $0 АП Costs 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicarc-approved facility within 30 
days after leaving the hospital 


First 20 days All approved amounts $0 
21st thru 100th day All but $78.50 a day Up to $78.50 a day 
1015‹ day and after $0 АП Costs 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you 

are terminally ill and you elect to receive these 
services 


All but very limited co- Balance 
insurance for outpatient 
drugs and inpatient 

respite care 
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PLAN A 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 
calendar year. 


MEDICARE PAYS YOU PAY 
MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and outpatient 

medical and surgical services and supplies, 

physical and speech therapy, diagnostic tests, 

durable medical equipment, 

First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 

Remainder of Medicare Approved Amounts 

Part B Excess Charges (Above Medicare 

Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTS A & B 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 


services and medical supplies $0 
-Durable medical equiprnent ` . 
First $100 of Medicare Approved Amounts* $100 (Part rd pid 
Remainder 


PLAN B 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital] and ends after you have been out of thc hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 
First 60 days $0 $ 628 (Part A Deductible) 


61st thru 90th day All but $157 a day $ 157 a day 
91st day and after, 


- While using 60 lifetime reserve days All but $314 a day $ 314 a day 
- Once lifetime reserve days are used: 
- Additional 365 days $0 100% of Medicare 


Eligible Expenses 
- Beyond the Additional 365 days $0 $0 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 
First 20 days All approved amounts $0 


21st thru 100th day All but $78.50 a day Up to $78.50 a day 
10151 day and after $0 All Costs 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 

Available as long as your doctor certifies you All but very limited co- 

are terminally ill and you elect to receive these insurance for outpatient 

services drugs and inpatient 
respite care 
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PLAN B 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 


calendar year. 
MEDICARE PAYS PLAN PAYS YOU PAY 


$0 $0 $100 
80% 20% $0 
$0 $0 All Costs 


CLINICAL LABORATORY SERVICES-BLOOD TESTS і 100% 
FOR DIAGNOSTIC SERVICES 


PARTS A £ B 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and outpatient 
medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, 
durable medical equipment, 
First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 
Remainder of Medicare Approved Amounts 
Part B Excess Charges (Above Medicare 
Approved Amounts) 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 


-Durable medical equipment 
First $100 i * 
Гео Medicare Approved Amounts $100 (Part оаа) 


PLAN С 
MEDICARE (PART А) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 
First 60 days $0 $ 628 (Part A Deductible) 
61st thru 90th day All but $157 a day $ 157 a day 
91st day and after, 
- While using 60 lifetime reserve days All but $314 a day $ 314 a day 
- Once lifetime reserve days аге used: 
- Additional 365 days $0 100% of Medicare 
А ` Eligible Expenses 
- Beyond the Additional 365 days $o $0 


SKILLED NURSING FACILITY CARE* 

You must meet Medicare's requirements, including 

having been in a hospital for at least 3 days and 

entered a Medicare-approved facility within 30 

days after leaving the hospital 
First 20 days All approved amounts $0 
21st thru 100th day All but $78.50 a day Up to $78.50 a day 
101st day and after $0 $0 


` BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 

Available as long as your doctor certifies you All but very limited co- 

are terminally ill and you elect to reccive these insurance for outpatient 

services drugs and inpatient 
respite care 
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PLAN C 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 


calendar year. 
MEDICARE PAYS PLAN PAYS YOU PAY 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians’s services, inpatient and outpatient 

medical and surgical services and supplies, 

physical and speech therapy, diagnostic tests, 

durable medical equipment, 

First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 

Remainder of Medicare Approved Amounts 

Part B Excess Charges (Above Medicare 

Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTSA & B 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies j $0 
-Durable medical equipment 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder 20% 


OTHER BENEFITS 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA 


First $250 each calendar year $0 $250 


Remainder of Charges 80% to a lifetime maximum | 20% and amounts over the 


benefit of $50,000 $50,000 lifetime maximum 


PLAN D 


MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


MEDICARE PAYS PLAN PAYS 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellancous 
services and supplies 
First 60 days ' 
61st thru 90th day 
91st day and after, 
- While using 60 lifetime reserve days 
- Once lifetime reserve days are used: 
- Additional 365 days 


$ 628 (Part A Deductible) 


$0 
All but $157 a day $ 157 a day 


All but $314 a day 
$0 
$0 


$ 314 a day 


100% of Medicare 
Eligible Expenses 
$0 


- Beyond the Additional 365 days 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 

First 20 days 

21st thru 100th day 
101st day and after 


$0 
Up to $78.50 a day 


АП 'oved amounts 
АП but $78.50 a day 
$0 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you 
are terminally ill and you elect to receive these 
services 


All but very limited co- 
insurance for outpatient 
drugs and inpatient 

respite care 


[38] 


Washington State Register, Issue 92-01 WSR 92-01-045 


PLAN D 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Qnce you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 
calendar year. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 
MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and outpatient 
medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, 
durable medical equipment, 


First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 

Remainder of Medicare Approved Amounts 

Part B Excess Charges (Above Medicare 

Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTS A & B 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 
-Durable medical equipment 
First $100 of Medicare Approved Amounts* 
Remainder 
AT-HOME RECOVERY SERVICES-NOT COVERED BY MEDICARE 
Home care certified by your doctor, for 
personal care during recovery from an injury 
or sickness for which Medicare approved 
a Home Care Treatment Plan 
- Benefit for each visit 
- Number of visits covered (must be 
reccived within 8 weeks of last Medicare Up to the number of Medicare 
Approved visit) Approved visits, not to exceed 
- Calendar year maximum 7 each week 
$1,600 


$100 (Part B Deductible) 
$0 


Actual Charges to $40 a visit 


OTHER BENEFITS 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA 
First $250 each calendar year $0 $250 
Remainder of Charges 80% to a lifetime maximum | 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 


PLAN E 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* А benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 
First 60 days $0 $ 628 (Part A Deductibie) 
61st thru 90th day All but $157 a day $ 157 a day 
91st day and after, 
- While using 60 lifetime reserve days All but $314 a day $ 314 a day 
- Once lifetime reserve days are used: 
- Additional 365 days $0 100% of Medicare 
ia) Eligible Expenses 
- Beyond the Additional 365 days $0 $0 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 


having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 


First 20 days 
21st thru 100th day 
101st day and after 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 


Available as long as your doctor certifies you 
are terminally ill and you elect to receive these 


services 


All approved amounts 
All but $78.50 a day 
$0 


All but very limited co- 
insurance for outpatient 


drugs and inpatient 
respite care 
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PLAN E 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 
calendar year. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as к 
$0 $0 $100 
80% 20% $0 
$0 $0 All Costs 
CLINICAL LABORATORY SERVICES-BLOOD TESTS 100% 
FOR DIAGNOSTIC SERVICES 
HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies i $0 


-Durable medical equipment 


First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder 50 


Physicians's services, inpatient and outpatient medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, durable medical equipment, 
First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 
Remainder of Medicare Approved Amounts 
Part B Excess Charges (Above Medicare 
Approved Amounts) 


OTHER BENEFITS 


PREVENTIVE MEDICAL CARE BENEFIT-NOT COVERED BY 

MEDICARE 

Annual physical and preventive tests and services, such as: fecal occult blood test, digital rectal 
exam, mammogram, hearing screening, dipstick urinalysis, diabetes screening, thyroid function 
test, influenza shot, tetanus and diphtheria booster and education administered or ordered by 
your doctor when not covered by Medicare 


First $120 each calendar year 
Additional charges 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA 
First $250 each calendar year $0 
Remainder of Charges 


$250 
80% to a lifetime maximum | 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 


PLAN F 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 
First 60 days 
61st thru 90th day 
91st day and after, 
+ While using 60 lifetime reserve days 
- Once lifetime reserve days are used: 
- Additional 365 days 


$0 
All but $157 a day 


$ 628 (Part A Deductible) 
$ 157 a day 


All but $314 a day $ 314 a day 


$0 100% of Medicare 
Eligible Expenses 


$0 


- Beyond the Additional 365 days $0 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 

First 20 days 

21st thru 100th day 
101st day and after 


$0 
Up to $78.50 a day 
$0 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you 

are terminally ill and you elect to receive these 
services 


All but very limited co- 
insurance for outpatient 
drugs and inpatient 

respite care 
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` PLAN F 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 
calendar year. 


SERVICES 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and-outpatient medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, durable medical equipment, 
First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 
Remainder of Medicare Approved Amounts 
Part B Excess Charges (Above Medicare 
Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTS A & B 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 


-Durable medical equipment 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder 20% 


OTHER BENEFITS 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA 


First $250 each calendar year $0 $250 
Remainder of Charges . 80% to a lifetime maximum | 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 


PLAN G 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 
First 60 days 
6 Ist thru 90th day 
91st day and after, 
- While using 60 lifetime reserve days 
- Once lifetime reserve days are used: 
- Additional 365 days 


$ 628 (Part A Deductible) 
$ 157a day à 


$0 
АЙ but $157 a day 


АЦ but $314 a day 
$0 
$0 


$ 314 a day 


100% of Medicare 
Eligible Expenses 
$0 


- Beyond the Additional 365 days 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 
First 20 days A АЦ approved amounts $0 
21st thru 100th day АЦ but $78.50 a day Up to $78.50 a day 
I01st day and after $0 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you 

are terminally ill and you elect to receive these 
services 


АД but very limited co- 
insurance for outpatient 
drugs and inpatient 

respite care 
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PLAN G 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 


calendar year. 
SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 
MEDICARE APPROVED SERVICES 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 
$0 $0 $100 
80% 20% $0 
$0 80% 20% 
-Medically necessary skilled care 
services and medical supplies $0 
-Durable medica] equipment 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder $0 
AT-HOME RECOVERY SERVICES-NOT COVERED BY MEDICARE 
Home care certified by your doctor, for 
personal care during recovery from an injury 
or sickness for which Medicare approved 
a Home Care Treatment Plan 
- Benefit for each visit Actual Charges to $40 a visit 
- Number of visits covered (must be 
received within 8 weeks of last Medicare Up to the number of Medicare 
Approved visit) Approved visits, not to exceed 


- Calendar year maximum 7 each week 
$1,600 


Physicians's services, inpatient and outpatient 

medical and surgical services and supplies, 

physical and speech therapy, diagnostic tests, 

durable medical equipment, 

First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 

Remainder of Medicare Approved Amounts 

Part B Excess Charges (Above Medicare 

Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTS A & B 


HOME HEALTH CARE 


OTHER BENEFITS 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA 
First $250 each calendar year $0 $250 
Remainder of Charges 8096 to a lifetime maximum | 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 


PLAN H 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


* A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any 
other facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplics 
First 60 days $0 $ 628 (Part A Deductible) 
61st thru 90th day All but $157 a day $ 157 a day 
91st day and after, 
- While using 60 lifetime reserve days АЦ but $314 a day $ 314 a day 
- Once lifetime reserve days arc used: 3 
- Additional 365 days $0 100% of Medicare 
E Eligible Expenses 
- Beyond the Additional 365 days i 50 $0 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 


having been in a hospital for at least 3 days and 

entered a Medicare-approved facility within 30 

days after leaving the hospital 
First 20 days All approved amounts $0 
21st thru 100th day All but $78.50 a day Up to $78.50 a day 
101st day and after $0 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you Ali but very limited co- 
are terminally ill and you elect to receive these insurance for outpatient 
services drugs and inpatient 

pite care 
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PLAN H 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), you Part B Deductible will have been met for the 


calendar year. 
MEDICARE PAYS PLAN PAYS | vousY | PAY 


SERVICES 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
PARTS A & B 


OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and outpatient medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, durable medical equipment, 
First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 
Remainder of Medicare Approved Amounts 
Part B Excess Charges (Above Medicare 
Approved Amounts) 


RY a 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 
-Durable medical equipment 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder $0 


OTHER BENEFITS 


BASIC OUTPATIENT PRESCRIPTION DRUGS-NOT COVERED BY MEDICARE 
First $250 each calendar year 
Next $2,500 each calendar year 


$0 
50% - $1,250 calendar year 
maximum benefit 


Over $2,500 each calendar year $0 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care service during 
the first 60 days of each trip outside the USA sö Е 


First $250 each calendar year 
Remainder of Charges 80% to a lifetime maximum | 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 


PLAN I 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


*A benefit period begins on the first day you receive service as an inpatient in a hospital and ends after you have been out of the hospital and have not received skilled care in any other facility 
for 60 days in a row. 


MEDICARE PLAN PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 


First 60 days $0 $628 (Part A Deductible) $0 
61st thru 90th day All but $157 a да $157 a da; 
915 day and after: И Md xs 


$0 
$0 
All Costs 


-While using 60 lifetime reserve days 
-Once lifetime reserve days are used: 
-Additional 365 days 


All but $314 a day 
$0 
$0 


$314 a day 


100% of Medicare 
sp Expenses 
0 


-Beyond the Additional 365 days 


SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, including 
having been in a hospital for at least 3 days and 
entered a Medicare-approved facility within 30 
days after leaving the hospital 

First 20 days 

21st thru 100th day 
101st day and after 


$0 
Up to $78.50 a day 
$0 


All approved amounts 
All but $78.50 a day 
$0 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 
Available as long as your doctor certifies you 

are terminally ill land you elect to receive these 
services 


All but very limited 
coinsurance for out- 
patient drugs and 
inpatient respite care 
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PLAN I 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 


overed services (which are noted with an asterisk), you Part B Deductible will have been met for the 


MEDICARE PAYS PLAN PAYS YOU PAY 


*Once you have been billed $100 of Medicare-Approved amounts for c 
calendar year. 


MEDICAL EXPENSES - IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 


Physicians's services, inpatient and outpatient 
medical and surgical services and supplies, 
physical and speech therapy, diagnostic tests, 
durable medical equipment, 
First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 
Remainder of Medicare Approved Amounts 
Part B Excess Charges (Above Medicare 
Approved Amounts) 


CLINICAL LABORATORY SERVICES-BLOOD TESTS 
FOR DIAGNOSTIC SERVICES 


PARTSA & B 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 
-Durable medical equipment p 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder $0 
AT-HOME RECOVERY SERVICES-NOT COVERED BY MEDICARE 
Home care certified by your doctor, for 
personal care during recovery from an injury 
or sickness for which Medicare approved 
a Home Care Treatment Plan 
- Benefit for each visit 
- Number of visits covered (must be 
received within 8 weeks of last Medicare Up to the number of Medicare 
Approved visit) Approved visits, not to exceed 
- Calendar year maximum 7 each week 
$1,600 


Actual Charges to $40 a visit 


PLAN I 
OTHER BENEFITS 


BASIC OUTPATIENT PRESCRIPTION DRUGS-NOT COVERED BY 
MEDICARE 
First $250 each calendar year 
. $0 
Next $2,500 each calendar year 50% - $1,250 calendar year 30% 
Over $2,500 cach calendar year $0 GE Ali Costa 
os! 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care services during 
the first 60 days of each trip outside the USA 
First $250 each calendar year $0 $250 
Remainder of Charges 80% to a life time maximum 20% and amounts over the 
benefit of $50,000 $50,000 lifetime maximum 
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PLAN J 
MEDICARE (PART A) - HOSPITAL SERVICES - PER BENEFIT PERIOD 


*A benefit period begins on the first day you receive service as an inpatient in a hospital and ends adter you have been out of the hospital and have not received skilled care in any other 
facility for 60 days in a row. 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 


HOSPITALIZATION* 
Semiprivate room and board, 
general nursing and miscellaneous 
services and supplies 

First 60 days $0 $628 (Part A Deductible) 

61st thru 90th day All but $157 a day $157 a day 

91st day and after: 

-While using 60 lifetime reserve days All but $314 a day $314 a day 

-Once lifetime reserves days are used: 

-Additional 365 days $0 100% of Medicare $0 
Eligible Expenses 
-Beyond the additional 365 days $0 $0 All Costs 

SKILLED NURSING FACILITY CARE* 
You must meet Medicare's requirements, 
including having been in a hospital for at least 3 
days and entered a Medicare-approved facility 
within 30 days after leaving the hospital 

First 20 days All approved amounts $0 $0 

21st thru 100th day All but $78.50 a day Up to $78.50 a day $0 

101st day and after $0 All Costs 


BLOOD 
First 3 pints 
Additional amounts 


HOSPICE CARE 

Available as long as your doctor certifies you АП but very limited 

are terminally ill and you elect to receive these coinsurance for out- 

services patient drugs and 
inpatient respite care 


PLAN J 
MEDICARE (PART B) - MEDICAL SERVICES - PER CALENDAR YEAR 
*Once you have been billed $100 of Medicare-Approved amounts for covered services (which are noted with an asterisk), your Part B Deductible will have been met for the calendar 


ear. 
Remainder of Medicare Approved Amounts 


SERVICES MEDICARE PAYS PLAN PAYS YOU PAY 
MEDICAL EXPENSES-IN OR OUT OF THE HOSPITAL AND 
OUTPATIENT HOSPITAL TREATMENT, such as 
$0 $100 
80% 20% 
Part В Excess Charges (Above Medicare $0 100% 
Approved Amounts) 
CLINICAL LABORATORY SERVICES-BLOOD TESTS 100% 
FOR DIAGNOSTIC SERVICES 


PARTS A & B 


Physician's services, inpatient and outpatient 

medical and surgical services and supplies, 

physical and spcech therapy, diagnostic tests, 

durable medical equipment, 

First $100 of Medicare Approved Amounts* 
(the Part B Deductible) 


HOME HEALTH CARE 
MEDICARE APPROVED SERVICES 
-Medically necessary skilled care 
services and medical supplies $0 
-Durable medical equipment 
First $100 of Medicare Approved Amounts* $100 (Part B Deductible) 
Remainder 20% 
АТ-НОМЕ RECOVERY SERVICES-NOT COVERED BY MEDICARE 
Home care certified by your doctor, for 
personal care during recovery from an injury 
or sickness for which Medicare approved 
a Home Care Treatment Plan 
-Benefit for each visit Actual Charges to $40 a visit Balance 
-Number of visits covered (must be 
received within 8 weeks of last Medicare Up to the number of Medicare 
Approved visit) Approved visits, not to 
exceed 7 each week 


-Calendar year maximum $1,600 
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PLAN J 


OTHER BENEFITS 


EXTENDED OUTPATIENT PRESCRIPTION DRUGS-NOT 
COVERED BY MEDICARE 

First $250 each calendar year 

Next $6,000 each calendar year 


Over $6,000 each calendar year 


PREVENTIVE MEDICAL CARE BENEFIT-NOT COVERED BY 
MEDICARE 

Annual physical and preventive tests and services, 

such as: fecal occult blood test, digital rectal 

exam, mammogram, hearing screening, dipstick 

urinalysis, diabetes screening, thyroid function 


test, influenza shot, tetanus and diptheria 
booster and education administered or ordered by 
your doctor when not covered by Medicare 


First $120 each calendar year 
Additional charges 


FOREIGN TRAVEL-NOT COVERED BY MEDICARE 
Medically necessary emergency care services during 
the first 60 days of each trip outside the USA 

First $250 each calendar year 

Remainder of Charges 


Reviser's note: The brackets and enclosed materiał in the text of 
the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-110 BUYER'S GUIDE. (1) ((tnsurers—issuing)) 
Issuers of disability insurance policies or certificates that provide hos- 
pital or medical expense coverage on an expense incurred or indemnity 
basis, other than incidentally, to persons eligible for Medicare by rea- 
son of age must provide to all such applicants a Medicare supplement 
"Buyer's Guide." 

(2) The "Buyer's Guide" required to be provided is the pamphlet 
"Guide to Health Insurance for People with Medicare,” developed 
jointly by the National Association of Insurance Commissioners and 
Health Care Financing Administration, or any reproduction or official 
revision of that pamphlet. The guide shall be printed in a style and 
with a type character that is easily read by an average person eligible 


for Medicare supplement insurance and in no case may the type size 
be smaller than 12-point type. (Specimen copies may be obtained from 
the Superintendent of Documents, United States Government Printing 


Office, Washington, D.C.) 

(3) Delivery of the "Buyer's Guide" must be made whether or not 
such policies or certificates are advertised, solicited, or issued as Medi- 
care supplement insurance policies or certificates. 

(4) Except in the case of a direct response ((tmstrer)) issuers, deliv- 
ery of the "Buyer's Guide" must be made to the applicant at the time 
of application and acknowledgement of receipt of the "Buyer's Guide" 
must be obtained by the ((imsurer)) issuer. Direct response ((imsurers)) 
issuers must deliver the "Buyer's Guide" to the applicant upon request 
but not later than at the time the policy is delivered. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-120 NOTICE REGARDING POLICIES 
WHICH ARE NOT MEDICARE SUPPLEMENT POLICIES. An; 
disability insurance policy or certificate (other than a Medicare sup- 


plement policy or certificate or a policy issued pursuant to a contract 
under Section 1876 or 1833 of the Social Security Act (42 U.S.C. 
Section 1395 et seq.), disability income protection policy, basic or 
comprehensive or major medical expense policy, or other policy identi- 
fied in RCW 48.66.020(1), whether issued on an individual or group 
basis, which policy purports to provide coverage to residents of this 
state eligible for Medicare by reason of age, shall notify policyholders 
or certificate holders that the policy is not a Medicare supplement in- 
surance policy or certificate. Such notice shall be printed or attached 
to the first page of the outline of coverage or equivalent disclosure 
form, and shall be delivered to the policyholder or certificateholder. If 


no outline of coverage is delivered, the notice shall be attached to the 
first page of the policy or certificate delivered to insureds. Such notice 
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$o 

50%-$3,000 calendar year 
maximum benefit 

$0 


$250 
50% 


All Costs 


$0 
АЦ Costs 


$0 
80% to a lifetime maximum 
benefit of $50,000 


$250 
20% and amounts over the 
$50,000 lifetime maximum 


shall be in no less than twelve point type and shall contain the follow- 
ing language: "This (policy, certificate or subscriber contract) is not a 
Medicare supplement (policy, certificate or subscriber contract). If you 
are eligible for Medicare, review the Medicare supplement Buyer's 
Guide available from the company." 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-130 REQUIREMENTS FOR APPLICATION 
FORMS AND REPLACEMENT OF MEDICARE SUPPLEMENT 
INSURANCE COVERAGE. (1) Application forms shall include the 
following questions designed to elicit information as to whether, as of 
the date of the application, the applicant has another Medicare sup- 
plement insurance or other disability policy or certificate in force or 
whether a Medicare supplement insurance policy or certificate is in- 
tended to replace any other policy or certificate of a health care service 
contractor, health maintenance organization, disability insurer, or fra- 
ternal benefit society presently in force. А supplementary application 
or other form to be signed by the applicant and agent containing such 
questions and statements, may be used: PROVIDED, HOWEVER, 
That where the coverage is sold without an agent, the supplementary 
application shall be signed by the applicant. 


(69 


un h Ñ | f lea For-heaith 
ancecoverage-with-this-(policy;certificatecor-subserrbercontract)27)) 
[Statement 

(1) You do not need more than one Medicare supplement policy. 

(2) If you are sixty-five or older, you may be eligible for benefits 
under Medicaid and may not need a Medicare supplement policy. 

(3) The benefits and premiums under your Medicare supplement 
policy will be suspended during your entitlement to benefits under 
Medicaid for twenty-four months. You must request this suspension 
within ninety days of becoming eligible for Medicaid. If you are no 
longer entitled to Medicaid, your policy will be reinstituted if request- 
ed within ninety days of losing Medicaid eligibility. 

(4) Counseling services may be available in your state to provide 
advice concerning your purchase of Medicare supplement insurance 
and concerning Medicaid. 

[Questions] 


To the best of your knowledge. 

(1) Do you have another Medicare supplement policy or certificate 
in force (including health care service contract, health maintenance 
organization contract)? 

(a) If so, with which company? 
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2) Do you have any other health insurance policies that provide 


benefits which this Medicare supplement policy would duplicate? 

(a) If so, with which company? 

(b) What kind of policy? 

(3) If the answer to question 1 or 2 is yes, do you intend to replace 
these medical or health policies with this policy [certificate]? 

(4) Are you covered by Medicaid? 


(2) Agents shall list any other medical or health insurance policies 
sold to the applicant. 

(a) List policies sold which are still in force. 

(b) List policies sold in the past five years which are no longer in 
force. 


(3) In the case of a direct response issuer, a copy of the application 
or supplemental form, signed by the applicant, and acknowledged by 
the insurer, shall be returned to the applicant by the insurer upon de- 
livery of the policy. 


(4) Upon determining that a sale will involve replacement of Medi- 
care Supplement Coverage, an ((imsurer)) issuer, other than a direct 
response ((mrsurer)) issuer, or its agent, shall furnish the applicant, 
prior to issuance or delivery of the Medicare supplement insurance 
policy or certificate, a notice regarding replacement of Medicare sup- 
plement insurance coverage. One copy of such notice, signed by the 
applicant and the agent (except where the coverage is sold without an 
agent), shall be provided to the applicant and an additional signed 
copy shall be retained by the ((insurer)) issuer. A direct response ((їт= 
surer)) issuer shall deliver to the applicant at the time of the issuance 
of the policy the notice regarding replacement of Medicare supplement 
insurance coverage. 

((Є9)) (5) The notice required by subsection (€) (4) of this sec- 
tion for an ((t )) issuer, shall 
be provided in substantially the form set forth in WAC ((284-66- 
+40)) 284—66-142 in no smaller than ten point type, and shall be filed 
with the commissioner prior to use in this state. 

((€53)) (6) The notice required by subsection (3) of this section for a 
direct response insurer shall be in substantially the form set forth in 
WAC 284-66-150 and shall be filed with the commissioner prior to 
use in this state. 

((€63)) (7) A true copy of the application for a Medicare supple- 
ment insurance policy issued by a health maintenance organization or 
health care service contractor for delivery to a resident of this state 
must be attached to or otherwise physically made a part of the policy 
when issued and delivered. 

((€3)) (8) Where inappropriate terms are used, such as "insur- 
ance," "policy," or "insurance company," a fraternal benefit society, 
health care service contractor or health maintenance organization may 
substitute appropriate terminology. 


(9) Paragraphs 1 and 2 of the replacement notice (applicable to 
preexisting conditions) may be deleted by an issuer if the replacement 
does not involve application of a new preexisting condition limitation. 


Reviser's note: The brackets and enclosed material in the text of 
the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 284-66-142 FORM OF REPLACEMENT NOTICE. 


NOTICE TO APPLICANT REGARDING REPLACEMENT OF 
MEDICARE SUPPLEMENT INSURANCE 


[Insurance company's name and address] 


SAVE THIS NOTICE! IT MAY BE IMPORTANT TO YOU IN 
THE FUTURE. 


According to [your application] [information you have furnished], you 
intend to terminate existing Medicare supplement insurance and re- 
place it with a policy to be issued by (Company name] Insurance 
Company. Your new policy will provide thirty days within which you 
may decide without cost whether you desire to keep the policy. 


You should review this new coverage carefully. Compare it with all 
accident and sickness coverage you now have. Terminate your present 
policy only if, after due consideration, you find that purchase of this 
Medicare supplement coverage is a wise decision 


- STATEMENT TO APPLICANT BY ISSUER, AGENT [BROKER 
OR OTHER REPRESENTATIVE]: 
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I have reviewed your current medical or health insurance coverage. 
The replacement of insurance involved in this transaction does not du- 
plicate coverage, to the best of my knowledge. The replacement policy 
is being purchased for the following reason(s) (check one): 


Additional benefits. 

No change in benefits, but lower premiums. 
Fewer benefits and lower premiums. 

Other. (please specify) 


1. If you have had your current Medicare supplement policy less than 
six months, health conditions which you may presently have (pre- 
existing conditions) may not be immediately or fully covered under 
the new policy. This could result in denial or delay of a claim for 
benefits under the new policy, whereas a similar claim might have 
been payable under your present policy. 


State law provides that your replacement policy or certificate may 
not contain new preexisting conditions, waiting periods, elimina- 
tion periods or probationary periods. The insurer will waive any 
time periods applicable to preexisting conditions, waiting periods, 
elimination periods, or probationary periods in the new policy (or 
coverage) to the extent such time was spent (depleted) under orig- 
inal policy. 


If you still wish to terminate your present policy and replace it 
with new coverage, be certain to truthfully and completely answer 
all questions on the application concerning your medical and 
health history. Failure to include all material medical information 
on an application may provide a basis for the company to deny any 
future claims and to refund your premium as though your policy 
had never been in force. After the application has been completed 
and before you sign it, review it carefully to be certain that all in- 
formation has been properly recorded. [If the policy or certificate 
is guaranteed issue, this paragraph need not appear.] 


Do not cancel your present policy until you have received your new 
policy and are sure that you want to keep it. 


(Signature of Agent, Broker, or Other Representative)* 
[Typed Name and Address of [ssuer, Agent or Broker] 


(Applicant's Signature) 


(Date) 
*Signature not required for direct response sales. 


Reviser's note: The brackets and enclosed material in the text of 
the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-160 ADJUSTMENT NOTICE TO CONFORM 
EXISTING MEDICARE SUPPLEMENT POLICIES TO 
CHANGES IN MEDICARE. ((69)) As soon as practicable, but no 
later than thirty days prior to the effective date of any Medicare bene- 
fit changes, every insurer providing Medicare supplement insurance 
coverage to a resident of this state shall notify its insureds of modifica- 
tions it has made to Medicare supplement policies. The adjustment 
notice is intended to be informational only and for the sole purpose of 
informing policyholders and certificate holders about changes in Medi- 
care benefits, indexed deductible and copayment provisions, premium 
adjustments, and the like. The form of an adjustment notice provided 
to residents of this state shall be filed with the commissioner prior to 
use. 


( А rem 
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€a})) (1) The notice shall include a description of revisions to the 
Medicare program and a description of each modification made to the 
coverage provided under the Medicare supplement insurance policy. 

((€&)) (2) The notice shall inform each covered person of the ap- 
proximate date when premium adjustments due to changes in Medi- 
care benefits will be made. 

((€e})) (3) The notice of benefit modifications and any premium 
changes shall be furnished in outline form and in clear and simple 
terms so as to facilitate comprehension. 
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((63)) (4) The notice shall not contain or be accompanied by any 
solicitation. 


AMENDATORY SECTION (Amending Order R 904, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-170 PROHIBITION AGAINST PREEXISTING 
CONDITIONS, WAITING PERIODS, ELIMINATION PERIODS, 
AND PROBATIONARY PERIODS IN REPLACEMENT POLI- 
CIES OR CERTIFICATES. (1) If a Medicare supplement policy or 
certificate replaces another Medicare supplement policy or certificate, 
the replacing ((insurer)) issuer shall waive any time periods applicable 
to preexisting conditions, waiting periods, elimination periods and pro- 
bationary periods in the new Medicare supplement policy or certificate 
to the extent (( imi T T )) such time 
was spent under the original policy. 

(2) If a Medicare supplement policy or certificate replaces another 
Medicare supplement policy or certificate which has been in effect for 
at least six months, the replacing policy shall not provide any time pe- 
riod applicable to preexisting conditions, waiting periods, elimination 
periods, and probationary periods. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-200 STANDARDS FOR LOSS RATIOS. The 


following standards apply to policies issued or delivered prior to July 1, 


1992, unless such policies are approved under the standards of WAC 
284—66—063 and 284—66—203. Medicare supplement insurance policies 


shall return to policyholders in the form of aggregated benefits under 
such policy, for the entire period for which rates are computed to pro- 
vide coverage, loss ratios not less than those set forth in this section. 
Such loss ratios shall be on the basis of incurred claims losses and 
earned premiums for such period in accordance with accepted actuari- 
al principles. The loss ratio standards of this section are more stringent 
and more appropriate than those imposed by RCW 48.66.100, and are 
necessary for the protection of the public interest. 

(1) Where coverage is provided on a service rather than reimburse- 
ment basis, such loss ratios shall be on the basis of incurred health care 
expenses and earned premiums for such period. 

(2) All filings of rates and rating schedules shall demonstrate that 
actual and expected losses in relation to premiums comply with the re- 
quirements of this chapter and are not excessive, inadequate or unfair- 
ly discriminatory. 

(3) Every insurer providing Medicare supplement policies in this 
state shall annually file its rates, rating schedules, and supporting doc- 
umentation including ratios of incurred losses to earned premiums 
demonstrating that it is in compliance with the applicable loss ratio 
standards and that the period for which the policy is rated is reason- 
able in accordance with accepted actuarial principles and experience. 
If the period for which the policy is initially rated is more than one 
year, ratios of incurred losses to earned premiums shall be filed by 
number of years of policy duration. Supporting documentation shall 
include the amounts of unearned premium reserve, policy reserves, and 
claim reserves and liabilities, both nationally and for this state. ((Fhe 


:)) This annual filing is in addition to 
filings made by insurers to establish initial rates or request rate adjust- 
ments required by WAC 284—66-240. 

(4) Incurred losses shall include claims paid and the change in claim 
reserves and liabilities. Incurred losses shall not include policy reserves, 
home office or field overhead, acquisition and selling costs, taxes or 
other expenses, contributions to surplus, profit, or claims processing 
costs. 

(5) The following criteria will be used to determine whether policy 
forms are in compliance with the loss ratio standards of this section: 

(a) For the most recent year, the ratio of the incurred losses to 
earned premiums is greater than or equal to the applicable percentages 
contained in this section; and 

(b) The expected losses in relation to premiums over the entire peri- 
od for which the policy is rated complies with the requirements of this 
section, relying on the judgment of the pricing actuary and acceptable 
to the commissioner; and 

(c) For issue age level premium rated policies, an expected loss ratio 
for the third policy year, which is greater than or equal to the applica- 
ble percentage, shall be demonstrated for policies or certificates in 
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force fewer than three years. For community rated policies the appli- 
cable percentage shall be demonstrated for the three most recent ac- 
counting periods. The applicable percentage shall be as defined in sub- 
sections (6), (7), or (8) of this section. 

(d) For purposes of rate making and rate adjustments, similar policy 
forms shall be grouped together according to the rules set forth in 
WAC 284-60-040 ((and-284-66-248(6))). All Medicare supplement 
policies of an issuer issued for delivery between January 1, 1989, and 
July 1, 1992, are considered "similar policy forms" except those forms 


specifically approved under the standards of МАС 284-66-063 and 
284—66-203. 


(e) The commissioner may consider additional criteria including, but 
not limited to: : 

(i) Equitable treatment of policyholders; and 

(ii) The amount of policy reserves as defined for the insurer's statu- 
tory annual statement. 

(6) Medicare supplement insurance policies issued by authorized 
disability insurers and fraternal benefit societies shall be expected to 
return to a policyholder in the form of aggregated loss ratios under the 
policy, at least sixty-five percent of the earned premiums in the case of 
individual policies, and seventy-five percent in the case of group 
policies. 

(7) The minimum anticipated loss ratio requirements for health 
maintenance organizations and health care service contractors shall be 
seventy percent for individual forms and eighty percent for group con- 
tract forms. The minimum anticipated loss ratios are deemed to be met 
if the health care expense costs of the health maintenance organization 
or health care service contractor are seventy percent or more of the 
earned premium charged individual subscribers, or eighty percent or 
more of the earned premium charged subscribers covered under a 
group contract. à 


NEW SECTION 


WAC 284-66-203 LOSS RATIO AND RATING STAN- 
DARDS AND REFUND OR CREDIT OF PREMIUM. (1) Loss ra- 
tio and rating standards. For policies issued on or after July 1, 1992, 
and those policies specifically approved by the commissioner under 
WAC 284-66-063 prior to July 1, 1992: 

(а) A Medicare supplement policy form or certificate form must be 
rated on an issue-age level premium basis or community rated basis, 
as defined at WAC 284-66-030(4), in order to meet the standards of 
WAC 284-66-310. 

(b) A Medicare supplement policy form or certificate form shall not 
be delivered or issued for delivery unless the policy form or certificate 
form can be expected, as estimated for the entire period for which 
rates are computed to provide coverage, to return to policyholders and 
certificateholders in the form of aggregate benefits (not including an- 
ticipated refunds or credits) provided under the policy form or certifi- 
cate form: 

(i) At least seventy—five percent of the aggregate amount of premi- 
ums earned in the case of group policies; or 

(ii) At least sixty-five percent of the aggregate amount of premiums 
earned in the case of individual policies, calculated on the basis of in- 
curred claims experience or incurred health care expenses where cov- 
erage is provided by a health maintenance organization or health care 
service contractor on a service rather than reimbursement basis and 
earned premiums for such period and in accordance with accepted ac- 
tuarial principles and practices. 

(c) All filing of rates and rating schedules shall demonstrate that 
expected claims in relation to premiums comply with the requirements 
of this section when combined with actual experience to date. Filings 
of rate revisions shall also demonstrate that the anticipated loss ratio 
over the entire future period for which the revised rates are computed 
to provide coverage can be expected to meet the appropriate loss ratio 
standards. 

(d) For purposes of applying subsection (1)(b) of this section and 
WAC 284—66-243 (1)(c) only, policies issued as a result of solicita- 
tions of individuals through the mails or by mass media advertising 
(including both print and broadcast advertising) shall be deemed to be 
group policies. 

(2) Refund or credit calculation. : 

(a) An issuer shall collect and file with the commissioner by May 31 
of each year the data contained in the reporting form contained in 
WAC 284-66-232 for each type in a standard Medicare supplement 
benefit plan. 


Washington State Register, Issue 92—01 


(b) If on the basis of the experience as reported the benchmark ratio 
since inception (ratio 1) exceeds the adjusted experience ratio since in- 
ception (ratio 3), then a refund or credit calculation is required. The 
refund calculation shall be done on a state-wide basis for each type in 
a standard Medicare supplement benefit plan. For purposes of the re- 
fund or credit calculation, experience on policies issued within the re- 
porting year shall be excluded. 

(c) A refund or credit shall be made onły when the benchmark loss 
ratio exceeds the adjusted experience loss ratio and the amount to be 
refunded or credited exceeds a de minimis level. Such refund shall in- 
clude interest from the end of the calendar year to the date of the re- 
fund or credit at a rate specified by the Secretary of Health and Hu- 
man Services, but in no event shall it be less than the average rate of 
interest for 13-week Treasury notes. A refund or credit against premi- 
ums due shall be made by September 30 following the experience year 
upon which the refund or credit is based. 

(3) Annual filing of premium rates. 

An issuer of standardized Medicare supplement policies and certifi- 
cates issued in accordance with WAC 284-66-063, shall file annually 
its rates, rating schedule, and supporting documentation including ra- 
tios of incurred losses to earned premiums by policy duration for ap- 
proval by the commissioner in accordance with the filing requirements 
and procedures prescribed by the commissioner. The supporting docu- 
mentation shall also demonstrate in accordance with actuarial stan- 
dards of practice using reasonable assumptions that the appropriate 
loss ratio standards can be expected to be met over the entire period 
for which rates are computed. Such demonstration shall exclude active 
life reserves. An expected third-year loss ratio which is greater than or 
equal to the applicable percentage shall be demonstrated for policies or 
certificates in force less than three years. 

(4) As soon as practicable, but prior to the effective date of en- 
hancements in Medicare benefits, every issuer of Medicare supplement 
policies or certificates in this state shall file with the commissioner, in 
accordance with the applicable filing procedures of this state: 

(a)(i) Appropriate premium adjustments necessary to produce loss 
ratios as anticipated for the current premium for the applicable poli- 
cies or certificates. Such supporting documents as necessary to justify 
the adjustment shall accompany the filing. 

(ii) An issuer shall make such premium adjustments as are neces- 
sary to produce an expected loss ratio under such policy or certificate 
as will conform with minimum loss ratio standards for Medicare sup- 
plement policies and which are expected to result in a loss ratio at least 
as great as that originally anticipated in the rates used to produce cur- 
rent premiums by the issuer for such Medicare supplement policies or 
certificates. No premium adjustment which would modify the loss ratio 
experience under the policy other than the adjustments described here- 
in shall be made with respect to a policy at any time other than upon 
its renewal date or anniversary date. 

(iii) If an issuer fails to make premium adjustments acceptable to 
the commissioner, the commissioner may order premium adjustments, 
refunds, or premium credits deemed necessary to achieve the loss ratio 
required by this section. 

(b) Any appropriate riders, endorsements, or policy forms needed to 
accomplish the Medicare supplement policy or certificate modifications 
necessary to eliminate benefit duplications with Medicare. Such riders, 
endorsements, or policy forms shall provide a clear description of the 
Medicare supplement benefits provided by the policy or certificate. 

(5) Public hearings. 

(a) The commissioner may conduct a public hearing to gather infor- 
mation concerning a request by an issuer for an increase in a rate for 
policy form or certificate form issued before or after the effective date 
of [insert citation to state's regulation] if the experience of the form 
for the previous reporting period is not in compliance with the applica- 
ble loss ratio standard. The determination of compliance is made with- 
out consideration of any refund or credit for such reporting period. 
Public notice of such hearing shall be furnished in a manner deemed 
appropriate by the commissioner. 

(b) This section does not in any way restrict a commissioner's statu- 
tory authority, to approve or disapprove rates. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-210 POLICY RESERVES REQUIRED. This sec- 
tion shall apply to every group and individual policy of ((disabiłrty-in= 
Н beer ami F benef 


таїтоп;)) an issuer which relates its benefits to Medicare. The term 
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"policy reserve" is intended to apply to all types and forms of insur- 
ance equally, whether they are called policies, contracts, or certificates. 
For all forms which are issued on a level premium basis, policy re- 
serves will be required. The policy reserve is in addition to claim re- 
serves and premium reserves. The definition of the date of incurral 
must be the same for both claim reserves and policy reserves. Policy 
reserves shall be based upon the following minimum standards: 

(1) Morbidity should be based upon a reasonable expectation of fu- 
ture claim costs for the benefits being provided. At time of policy issue 
this would be the morbidity assumptions used to price the contract. For 
later durations the morbidity should reflect the experience which 
emerges including the effects of inflation and utilization. All morbidity 
assumptions must be reasonable in the view of the commissioner. 

(2) The interest rate used may not exceed the maximum rate per- 
mitted by statute in the valuation of ((whołe)) life insurance issued on 
the same date as the Medicare supplement policy. 

(3) Termination rates shall be on the same basis as the mortality 
table permitted by statute in the valuation of ((whote)) life insurance 
issued on the same date as the Medicare supplement policy or on an- 7 
other basis satisfactory to the commissioner. 

(4) The minimum reserve is that calculated on the one-year full 
preliminary term method. This method produces a terminal reserve of 
zero at the first policy anniversary. The preliminary term method may 
be applied only in relation to the date of issue of a policy. Reserve ad- 
justments introduced later as a result of rate increases, revisions in as- 
sumptions, or for other reasons, are to be applied immediately as of the 
effective date of adoption of the adjusted basis. Such adjustments shall 
be determined as follows: 


(a) Present value of future payments of claim costs for benefits, de- 
termined using revised assumptions based on anticipated experience; 
b) Less the present value of future net premiums, determined usin 
revised assumptions based on anticipated experience; 
(c) Less the liability for contract reserves at the valuation date. 


(5) Negative reserves on any benefit may be offset against positive 
reserves for other benefits in the same policy or contract, but the total 
policy reserve with respect to all benefits combined may not be less 
than zero. 


(6) The minimum policy reserve shall include a reasonable margin 


for the risk of adverse selection. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-220 MEDICARE SUPPLEMENT LOSS RATIO 
EXPERIENCE FORM REQUIRED. The form provided in WAC 
((284—66-230)) 284—66-232 shall be filed with the commissioner an- 
nually not later than ((łume)) May 30th of each calendar year begin- 
ning ((Jtme)) May 30, ((+996)) 1993. The form is to be filed in addi- 
tion to the NAIC experience exhibit and not in lieu thereof. 


(¢ 
form: 


WSR 92-01-045 Washington State Register, Issue 92-01 


NEW SECTION 
WAC 284-66-232 FORM FOR CALCULATING AND REPORTING LOSS RATIOS. 


MEDICARE SUPPLEMENT REFUND CALCULATION FORM 
FOR CALENDAR YEAR 


TYPE SMSBP(w) 
For the State of 
Company Name 


NAIC Group Code NAIC Company Code 
Person Completing This Exhibit 
Title Telephone Number 


(b) 
Incurred 
Claims (y) 


Current Year's Experience 

a. Total (all policy years) 

b. Current year's issues (7) 

c. Net (for reporting purposes — 1a - 1b 


2. Past Years' Experience 
(АП Policy Years) 
3. Total experience (Net Current Year + Past Years’ Experience) 
4. Refunds Last year (Excluding Interest) 
5. Previous Since Inception (Excluding Interest) 
6. Refunds Since Inception (Excluding Interest) 
7. Benchmark Ratio Since Inception 
(SEE WORKSHEET FOR RATIO 1) 


8. Experienced Ratio Since Inception 


Total Actual Incurred Claims (line 3, col b) = Ratio 2 
Total Earned Premium (line 3, col a) - Refunds Since Inception (line 6) 


9. Life Years Exposed Since Inception 


If the Experienced Ratio is less than the Benchmark Ratio, and there are 
more than 500 life years exposure, then proceed to calculation of refund. 


10. Tolerance Permitted (obtained from credibility table) GEE GSR 


11. Adjustment to incurred Claims for Credibility | 


Ratio 3 = Ratio 2 + Tolerance 


If Ratio 3 is more than benchmark ratio (ratio 1), a refund or credit to 
premium is not required. 


If Ratio 3 is less than the benchmark ratio, then proceed. 
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MEDICARE SUPPLEMENT REFUND CALCULATION FORM 
FOR CALENDAR YEAR 


TYPE SMSBP(w) 

For the State of 

Company Name 
NAIC Group Code 
Person Completing This Exhibit 


Title Telephone Number 


NAIC Company Code 


(a) (b) 
Earned Incurred 
Premium (x) | Claims (y) 


12. Adjust Incurred Claims = 


[Total Earned Premium (line 3, col. a) - Refunds Since Inception (line 6)] 
X Ratio 3 (line 11) 


13. Refund = Total Earned Premiums (line 3, col a) - 
| Refunds Since Inception (line 6) - 


Adjusted Incurred Claims (line 12) 
Benchmark Ratio (Ratio 1) 


If the amount on line 13 is less than .005 times the annualized premium in 
force as of December 31 of the reporting year, then no refund is made. 
Otherwise, the amount on line 13 is to be refunded or credited, and a 
description of the refund and/or credit against premiums to be used must be 
attached to this form. 


Medicare Supplement Credibility Table 
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MEDICARE SUPPLEMENT REFUND CALCULATION FORM 
FOR CALENDAR YEAR 


TYPE SMSBP(w) 

For the State of 

Company Name 

NAIC Group Code NAIC Company Code 


Person Completing This Exhibit 
Title Telephone Number 


(w) "SMSBP" = Standardized Medicare Supplement Benefit Plan 

(x) Includes model Loadings and fees charged. 

(у) Excludes Active Life Reserves. 

(z) This is to be used as "Issue Year Earned Premium" for Year 1 of next year's "Worksheet for 


Calculation of Benchmark Ratios" 


I certify that the above information and calculations are true and accurate to the best of my knowledge and belief. 


Signature 


Name - Please Type 


Title 


Date 
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AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66~-240 FILING REQUIREMENTS AND PREMI- 
UM ADJUSTMENTS. (1) ((Every-insurer-advertising, soliciting. re- 


€3)) Unless such forms meet the standards of WAC 284—66—063 
and 284—66—203, all policy forms((;-riders;-amd-rates-fiied-for-imrtrat 
Men issued or delivered on or after January 1, 1990, and before July 

1, 1992, as well as any future rate adjustment thereto, shall demon- 
strate compliance with the loss ratio requirements of WAC 284—66— 
200 and policy reserve requirements of WAC 284-66—210. All filings 
of ((forms)) rate adjustments shall be accompanied by the proposed 
rate schedule and an actuarial memorandum completed and signed by 
a qualified actuary as defined in WAC 284-05—060. In addition to the 
actuariał memorandum, the following supporting documentation must 
be submitted to demonstrate to the satisfaction of the commissioner 
that rates are not excessive, inadequate, or unfairly discriminatory and 
otherwise comply with the requirements of this chapter. If any of the 
items listed below are inappropriate due to the pricing methodology 
utilized by the pricing actuary, the commissioner may waive the re- 
quirements upon request of the ((imstrer)) issuer. 

(a) Filings of issue age level premium rates shall be accompanied by 
the following: 

(i) Anticipated loss ratios stated on a policy year basis for the period 
for which the policy is rated. Filings of future rate adjustments must 
contain the actual policy year loss ratios experienced since inception; 

- (ii) Anticipated total termination rates on a policy year basis for the 
period for which the policy is rated. The termination rates should be 
stated as a percentage and the source of the mortality assumption must 
be specified. Filings of future rate adjustments must include the actual 
total termination rates stated on a policy year basis since inception; 

(iii) Expense assumptions including fixed and percentage expenses 
for acquisition and maintenance costs; 

(iv) Schedule of total compensation payable to agents and other 
producers as a percentage of premium, if any; 

(v) Specimen copy of the compensation agreements or contracts be- 
tween the ((insurer)) issuer and its agents, brokers, general agents, or 
others whose compensation is based in whole or in part on the sale of 
Medicare supplement insurance policies, such agreements demonstrat- 
ing compliance with WAC 284—66—350 (where appropriate); 

(vi) Other data necessary in the reasonable opinion of the commis- 
sioner to substantiate the filing. 

(b) Filings of community rated forms shall be accompanied by the 
following: 

(i) Anticipated loss ratio for the accounting period for which the 
policy is rated. The duration of the accounting period must be stated in 
the filing, established based on the judgment of the pricing actuary, 
and must be reasonable in the opinion of the commissioner. Filings for 
rate adjustment must demonstrate that the actual loss ratios experi- 
enced during the three most recent accounting periods, on an aggre- 
gated basis, have been equal to or greater than the loss ratios required 
by WAC 284-66—200. 

(ii) Expense assumptions including fixed and percentage expenses 
for acquisition and maintenance costs; 

(iii) Schedule of total compensation payable to agents and other 
producers as a percentage of premium, if any; 

(iv) Specimen copy of the compensation agreements or contracts be- 
tween the insurer and its agents, brokers, general agents, or others 
whose compensation is based in whole or in part on the sale of Medi- 
care supplement insurance policies, such agreements demonstrating 
compliance with WAC 284—66-350 (where appropriate); 

(v) Other data necessary in the reasonable opinion of the commis- 
sioner to substantiate the filing. 
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(o Fiti Fd for-atttisk-shari каН пећ 
the-fottowing: 


6)) (2) Every (G 
to-residents-of-this-state)) issuer shall make such premium adjustments 
as are necessary to produce an expected loss ratio under such policy as 
will conform with the minimum loss ratio standards of WAC 284-66— 
200. 

((€49)) (3) No premium adjustment which would modify the loss 
ratio experience under the policy, other than the adjustments described 
in this section, may be made with respect to a policy at any time other 
than upon its renewal or anniversary date. 

((€5})) (4) Premium refunds or premium credits shall be made to 
the premium payer no later than upon renewal if a credit is given, or 
within sixty days of the renewal or anniversary date if a refund is, 
provided. 

((€6})) (5) For purposes of rate making and requests for rate in- 
creases, all individual Medicare supplement policy forms of an ((imsur* 
er)) issuer are considered "similar policy forms" including forms no 
longer being marketed. 


NEW SECTION 


WAC 284-66-243 FILING AND APPROVAL OF POLICIES 
AND CERTIFICATES AND PREMIUM RATES. (1) An issuer 
shall not deliver or issue for delivery a policy or certificate to a resident 
of this state unless the policy form or certificate form has been filed 
with and approved by the commissioner in accordance with filing re- 
quirements and procedures prescribed by the commissioner. 

(2) An issuer shall not use or change premium rates for a Medicare 
supplement policy or certificate unless the rates, rating schedule, and 
supporting documentation have been filed with and approved by the 
commissioner in accordance with the filing requirements and proce- 
dures prescribed by the commissioner. 

(3)(a) Except as provided in (b) of this subsection, an issuer shall 
not file for approva! more than one form of a policy or certificate of 
each type for each standard Medicare supplement benefit plan. 

(b) An issuer may offer, with the approval of the commissioner, up 
to four additional policy forms or certificate forms of the same type for 
the same standard Medicare supplement benefit plan, one for each of 
the following cases: 

(i) The inclusion of new or innovative benefits; 

(ii) The addition of either direct response or agent marketing 
methods; 

(iii) The addition of either guaranteed issue or underwritten 
coverage; 

(iv) The offering of coverage to individuals eligible for Medicare by 
reason of disability. 

(c) For the purposes of this section, a "type" means an individual 
policy, a group policy, an individual Medicare Select policy, or a group 
Medicare Select policy. 

(4)(a) Except as provided in (a)(i) of this subsection, an issuer shail 
continue to make available for purchase any policy form or certificate 
form issued after the effective date of this regulation that has been ap- 
proved by the commissioner. A policy form or certificate form shall not 
be considered to be available for purchase unless the issuer has actively 
offered it for sale in the previous twelve months. 

(i) An issuer may discontinue the availability of a policy form or 
certificate form if the issuer provides to the commissioner in writing its 
decision at least thirty days prior to discontinuing the availability of 
the form of the policy or certificate. After receipt of the notice by the 
commissioner, the issuer shall no longer offer for sale the policy form 
or certificate form in this state. 
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(ii) An issuer that discontinues the availability of a policy form or 
certificate form pursuant to (a)(i) of this subsection, shall not file for 
approval a new policy form or certificate form of the same type for the 
same standard Medicare supplement benefit plan as the discontinued 
form for a period of five years after the issuer provides notice to the 
commissioner of the discontinuance. The period of discontinuance may 
be reduced if the commissioner determines that a shorter period is 
appropriate. 

(b) The sale or other transfer of Medicare supplement business to 
another issuer shall be considered a discontinuance for the purposes of 
this subsection. 

(c) A change in the rating structure or methodology shall be consid- 
ered a discontinuance under (a) of this subsection, unless the issuer 
complies with the following requirements: 

(i) The issuer provides an actuarial memorandum, in a form and 
manner prescribed by the commissioner, describing the manner in 
which the revised rating methodology and resultant rates differ from 
the existing rating methodology and resultant rates. 

(ii) The issuer does not subsequently put into effect a change of 
rates or rating factors that would cause the percentage differential be- 
tween the discontinued and subsequent rates as described in the actu- 
arial memorandum to change. The commissioner may approve a 
change to the differential which is in the public interest. 

(5)(a) Except as provided in (b) of this subsection, the experience of 
all policy forms or certificate forms of the same type in a standard 
Medicare supplement benefit plan shall be combined for purposes of 
the refund or credit calculation prescribed in WAC 284—66-203. 

(b) Forms assumed under an assumption reinsurance agreement 
shall not be combined with the experience of other forms for purposes 
of the refund or credit calculation. 

(6) An issuer may set rates only on a community rated basis or on 
an issue-age level premium basis. 

(a) Community rated premiums shall be equal for all individual po- 
licyholders or certificateholders under a standardized Medicare supple- 
ment benefit plan. Such premiums may not vary by age or sex. 

(b) Issue-age level premiums must be calculated for the lifetime of 
the insured. This will result in a level premium if the effects of infla- 
tion are ignored. 

(7) All filings of policy or certificate forms shall be accompanied by 
the proposed application form, outline of coverage form, proposed rate 
schedule, and an actuarial memorandum completed, signed and dated 
by a qualified actuary as defined in WAC 284-05-060. In addition to 
the actuarial memorandum, the following supporting documentation 
must be submitted to demonstrate to the satisfaction of the commis- 
sioner that rates are not excessive, inadequate, or unfairly discrimina- 
tory and otherwise comply with the requirements of this chapter: 

(a) Anticipated loss ratios stated on a calendar year basis by dura- 
tion for the period for which the policy is rated. Filings of future rate 
adjustments must contain the actual calendar year loss ratios experi- 
enced since inception, both before and after the refund required, if 
any; 

(b) Anticipated total termination rates on a calendar year basis by 
duration for the period for which the policy is rated. The termination 
rates should be stated as a percentage and the source of the mortality 
assumption must be specified. Filings of future rate adjustments must 
include the actual total termination rates stated on a calendar year 
basis since inception; 

(c) Expense assumptions including fixed and percentage expenses for 
acquisition and maintenance costs; 

(d) Schedule of total compensation payable to agents and other pro- 
ducers as a percentage of premium, if any; ° 

(e) A complete specimen copy of the compensation agreements or 
contracts between the issuer and its agents, brokers, general agents, as 
well as the contracts between general agents and agents or others 
whose compensation is based in whole or in part on the sale of Medi- 
care supplement insurance policies. Such agreements shall demonstrate 
compliance with WAC 284—66—350 (where appropriate); 

(f) Other data necessary in the reasonable opinion of the commis- 
sioner to substantiate the filing. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-250 FILING REQUIREMENTS FOR OUT-OF- 
STATE GROUP POLICIES. Every ((insurer)) issuer providing group 
Medicare supplement insurance benefits to a resident of this state shall 
file with the commissioner, within thirty days of its use in this state, a 
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copy of the master policy and any certificate used in this state, in ac- 
cordance with the filing requirements and procedures applicable to 
Medicare supplement policies issued in this state. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-260 RIDERS AND ENDORSEMENTS. (1) Ef- 
fective January 1, 1990, subject to RCW 48.66.050(2), and except for 
riders or endorsements issued in accordance with subsection (2) of this 
section, no rider, endorsement, waiver, or any other means of modify- 
ing contractual benefits may be used by an ((imsurer)) issuer to ex- 
clude, limit, or reduce the coverage or benefits of a Medicare supple- 
ment insurance policy or certificate issued to a resident of this state. 
Only riders or endorsements which increase benefits or coverage may 
be used in this state. 

(2) Effective January 1, 1990, except for riders or endorsements is- 
sued to bring a policy into compliance with changes to the minimum 
benefit standards or other contractual benefits required by this chapter 
or as hereafter amended: 

(a) An amendment to a Medicare supplement insurance policy 
((amendment)) or certificate which increases the premium must be re- 
quested or accepted by the policyholder in writing; and 

(b) Where separate additional premium is charged for a rider, en- 
dorsement or other amendment to the contractual benefits of a Medi- 
care supplement insurance policy or certificate, the premium charged 
shall be set forth in the policy. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-270 STANDARDS FOR CLAIMS PAYMENT: 
COMPLIANCE WITH OMNIBUS BUDGET RECONCILIATION 
ACT OF 1987. (( i T i i 


bus Budget Reconciiationr Act of 1987-)) (1) An issuer shall comply 
with Section_1882 (c)(3) of the Social Security Act (as enacted by 
Section 4081 (b)(2)(C) of the Omnibus Budget Reconciliation Act of 
1987 (OBRA'87), P.L. 100—203) by: 

(a) Accepting a notice from a Medicare carrier on dually assigned 
claims submitted by participating physicians and suppliers as a claim 
for benefits in place of any other claim form otherwise required and 
making a payment determination on the basis of the information con- 
tained in that notice; 

(b) Notifying the participating physician or supplier and the benefi- 
ciary of the payment determination; 

(c) Paying the participating physician or supplier directly; 

(d) Furnishing, at the time of enrollment, each enrollee with a card 
listing the policy name, number, and a central mailing address to 
which notices from a Medicare carrier may be sent; 

(e) Paying user fees for claim notices that are transmitted electroni- 
cally or otherwise; and 

(f) Providing to the Secretary of Health and Human Services, at 
least annually, a central mailing address to which all claims may be 
sent by Medicare carriers. 

(2) Compliance with the requirements set forth in subsection (1) of 
this section shall be certified on the Medicare supplement insurance 
experience reporting form. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-300 REQUIREMENTS FOR ADVERTISING. 
(1) At least thirty days prior to use in this state, every ((insurer)) is- 
suer who provides Medicare supplement insurance coverage to a resi- 
dent of this state shall provide the commissioner with a copy of any 
Medicare supplement advertisement (as advertisement is defined in 
WAC 284-50—030) intended for use in this state whether through 
written, radio, or television medium. In the case of radio or television 
advertising, an audio cassette or VHS cassette shall be supplied on re- 
quest of the commissioner. 

(2) Advertising shall comply with the standards of the Washington 
disability advertising regulation (WAC 284—50-010 through 284-50- 
230), and shall set forth the name in full of the ((imsurer)) issuer and 
the location of its home office or principal office in the United States 
(if an alien ((imsurer)) issuer). 
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AMENDATORY SECTION (Amending Order R 904, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-310 ATTAINED AGE RATING PROHIBITED. 
With respect to Medicare supplement insurance policies and certifi- 
cates initially sold to residents of this state on or after January 1, 1989, 
the commissioner has found and hereby defines it to be an unfair act or 
practice and an unfair method of competition, and a prohibited prac- 
tice, for any ((tmsurer)) issuer, directly or indirectly, to use the in- 
creasing age of an insured, subscriber, or participant as the basis for 
increasing premiums or prepayment charges. Accordingly, the rating 
practice commonly referred to as "attained age rating" is prohibited. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-320 REPORTING OF MULTIPLE POLICIES. 

(1) On or before March Ist of each year, (( 1 idi 
+ T пн )) an issuer shall 

report to the commissioner the following information for every individ- 
ual resident of this state for which the ((imstrer)) issuer has in force 
more than one Medicare supplement ((insurance)) policy or certificate 
on a form approved by the commissioner, substantially in the form 
provided in WAC 284—66—323: 

(a) Policy and certificate number; and 

(b) Date of issuance. 

(2) The items set forth above must be grouped by individual 
policyholder. 
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NEW SECTION 
WAC 284-66-323 FORM FOR REPORTING MULTIPLE MEDICARE SUPPLEMENT POLICIES AND CERTIFICATES. 


FORM FOR REPORTING 
MEDICARE SUPPLEMENT POLICIES 


Company Name: 


Address: 


Phone Number: 
Due: March 1, annually 


The purpose of this form is to report the following information on each resident of this state who has in 
force more than one Medicare supplement policy or certificate. The information is to be grouped by 
individual policyholder. 


Policy and Date of 
Certificate # . Issuance 


Signature 


Name and Title (please type) 


Date 
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AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) ` 


WAC 284—66-330 STANDARDS FOR MARKETING. (1) Ev- 
ery ((insurer)) issuer marketing Medicare supplement insurance cov- 
erage in this state, directly or through its producers, shall: 

(a) Establish marketing procedures to assure that any comparison of 
policies or certificates by its agents or other producers will be fair and 
accurate. 

(b) Establish marketing procedures to assure excessive insurance is 
not sold or issued. 

(c) Display prominently by type, stamp or other appropriate means, 
on the first page of the ((outhne-of-coverage-and)) policy or certificate 
the following: 

"NOTICE TO BUYER: THIS (POLICY, CONTRACT OR CERTIFICATE) MAY 
NOT COVER ALL OF ((HE-COSTS7XSSOCTATED—WITH-NIEDIEXI—OXRE-IN- 
CURRED BY-THE BUYER DURING THE PERIOD OF COVERAGE-THE BUYER 
1S -ADVISED-TO-REVIEW—CAREPULLY ALE POLIET"LIMITATTONS)) YOUR 
MEDICAL EXPENSES." 

(d) Inquire and otherwise make every reasonable effort to identify 
whether a prospective applicant or enrollee for Medicare supplement 
insurance already has disability insurance and the types and amounts 
of any such insurance. 

(e) ((Every—imsurer—marketing—Meditcare-supptement—insuranee—in 
this-state-shatt)) Establish auditable procedures for verifying compli- 
ance with this section. 

(2) In addition to the acts and practices prohibited in chapter 48.30 
RCW, chapters 284—30 and 284-50 WAC, and this chapter, the com- 
missioner has found and hereby defines the following to be unfair acts 
or practices and unfair methods of competition, and prohibited prac- 
tices for any ((mstrer)) issuer, or their respective agents either directly 
or indirectly: 

(a) Twisting. Making misrepresentations or misleading comparisons 
of any insurance policies or ((tmsurers)) issuers for the purpose of in- 
ducing, or tending to induce, any person to lapse, forfeit, surrender, 
terminate, retain, or convert any insurance policy. 

(b) High pressure tactics. Employing any method of marketing hav- 
ing the effect of or tending to induce the purchase of insurance through 
force, fright, threat whether explicit or implied, or otherwise applying 
undue pressure to coerce the purchase of, or recommend the purchase 
of, insurance. 

(c) Cold lead advertising. Making use directly or indirectly of any 
method of marketing which fails to disclose in a conspicuous manner 
that a purpose of the method of marketing is solicitation of insurance 
and that contact will be made by an insurance agent or insurance 
company. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-340 APPROPRIATENESS OF RECOMMEND- 
ED PURCHASE AND EXCESSIVE INSURANCE. (1) In recom- 
mending the purchase or replacement of any Medicare supplement 
policy or certificate an agent shall make reasonable efforts to deter- 
mine the appropriateness of a recommended purchase or replacement. 

(2) Any sale of Medicare supplement coverage which will provide an 
individual more than one Medicare supplement policy or certificate i is 
prohibited((- Б ; 


AMENDATORY_ SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-350 ((PRO©HHBHFEB)) PERMITTED COMPEN- 
SATION ARRANGEMENTS. (1)(a) The commissioner has found 
and hereby defines it to be an unfair act or practice and an unfair 
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method of competition, and a prohibited practice, for any ((insurer)) 
issuer, directly or indirectly, to provide commission to an agent or oth- 
er representative for the solicitation, sale, servicing, or renewal of a 
Medicare supplement policy or certificate which is delivered or issued 
for delivery to a resident within this state unless the commission is 
identical as to percentage of premium for every policy year as long as 
the coverage under the policy or certificate remains in force with pre- 
miums being paid, or waived by the ((imsurer)) issuer, for such 
coverage. 

(b) Each commission payment must be made by the ((insurer)) is- 
suer no later than sixty days following the date on which the applicable 
premiums, upon which the commission is calculated, were paid. Each 
such payment must be paid to either the producing agent who origi- 
nally sold the policy or to a successor agent designated by the ((insur= 
er)) issuer to replace the producing agent, or shared between them on 
some basis. The distribution of the commission payments shall be des- 
ignated by the ((imsurer)) issuer in its various agents' commission 
agreements and it may not terminate, reduce or retain the commission 
payment as long as the policy or certificate remains in force with pre- 
miums being paid, or waived by the ((insurer)) issuer, for the coverage 
thereunder. 

(c) Where an ((insurer)) issuer provides a portion of the total com- 
mission for the solicitation, sale, servicing, or renewal of a Medicare 
supplement policy or certificate to a general agent, sales manager, dis- 
trict representative or other supervisor who has marketing responsibili- 
ties (other than a producing or successor agent), while such portion of 
total commissions continues to be paid it shall be identical as to per- 
centage of premium for every policy year as long as coverage under the 
policy or certificate remains in force with premiums being paid, or 
waived by the ((irsurer)) issuer, for such coverage. 

(2) For purposes of this section, "commission" includes pecuniary or 
nonpecuniary remuneration of any kind relating to the solicitation, 
sale, servicing, or renewal of the policy or certificate, including but not 
limited to bonuses, gifts, prizes, advances on commissions, awards and 
finders fees. 

(3) This section shall not apply to salaried employees of an ((insure 
er)) issuer who have marketing responsibilities if the salaried employee 
is not compensated, directly or indirectly, on any basis dependent upon 
the sale of insurance being made, including but not limited to consid- 
erations of the number of applications submitted, the amount or types 
of insurance, or premium volume. 


AMENDATORY SECTION (Amending Order R 90-4, filed 
3/20/90, effective 4/20/90) 


WAC 284-66-400 CHAPTER NOT EXCLUSIVE. Nothing 
contained in this chapter shall be construed to limit the authority of 
the commissioner to regulate ((a)) Medicare supplement insurance 
((potrey)) policies or certificates under other sections of Title 48 RCW. 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 284-66-070 RESERVED. 

WAC 284-66-090 FORM FOR "OUTLINE OF COVERAGE.’ 

WAC 284—66-100 FORM FOR 1990 ADJUSTMENT NOTICE 
TO ACCOMPANY OUTLINE OF COVERAGE. 

WAC 284-66-140 FORM FOR "REPLACEMENT NOTICE 
TO APPLICANT" FOR OTHER THAN DIRECT RESPONSE 
INSURERS. 

WAC 284-66-150 FORM FOR "REPLACEMENT NOTICE 
TO APPLICANT" BY DIRECT RESPONSE INSURERS. 

WAC 284—66-180 CONTINUOUS RENEWABILITY 
REQUIRED. 

WAC 284—66-190 OFFER OF REINSTITUTION OF 
COVERAGE. 

WAC 284—66-230 FORM FOR REPORTING MEDICARE 
SUPPLEMENT LOSS RATIO EXPERIENCE. 


WSR 92-01-046 


WSR 92-01-046 
NOTICE OF PUBLIC MEETINGS 
BELLINGHAM TECHNICAL COLLEGE 
[Memorandum— December 10, 1991] 


The regularly scheduled meeting of the board of trustees 
of Bellingham Technical College will be held on Thurs- 
day, December 19, 1991, 9-11 a.m., in the Bellingham 
Technical College Building G Conference Center A. 


WSR 92-01-047 
NOTICE OF PUBLIC MEETINGS 
GRAYS HARBOR COLLEGE 
[Memorandum— December 10, 1991] 


The dates of the board of trustees' meetings for Grays 
Harbor College for 1992 are as follows: 


January 20, 1992 
March 16, 1992 
May 18, 1992 
September 21, 1992 
November 16, 1992 


All regularly scheduled meetings of the board will begin 
at 3:30 p.m. in the Boardroom, 200 Building at the 
college. 


WSR 92-01-048 
` RULES COORDINATOR 
DEPARTMENT OF HEALTH 
[Filed December 10, 1991, 2:52 p.m.] 


Leslie Baldwin will continue to serve as the rules coordi- 
nator for the Department of Health and the following 
boards and councils with statutory rule adoption 
authority: 


Washington State Board of Health 
Chiropractic Disciplinary Board 
Chiropractic Examining Board 

Dental Disciplinary Board 

Dental Examining Board 

Council on Hearing Aids 

Board of Massage 

Medical Disciplinary Board 

Board of Medical Examiners 

Board of Nursing 

Board of Examiners for Nursing Home Administrators 
Board of Occupational Therapy Practice 
Optometry Board 

Board of Osteopathic Medicine and Surgery 
Board of Pharmacy 

Board of Physical Therapy 

Podiatric Medical Board 

Board of Practical Nursing 

Examining Board of Psychology 

Veterinary Board of Governors 
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Her office is located at 1300 S.E. Quince Street, P.O. 

Box 47902, Olympia, WA 98504-7902, phone (206) 
586-6894. 

Kristine M. Gebbie 

Secretary 


WSR 92-01-049 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Board of Medical Examiners) 
[Filed December 10, 1991, 2:55 p.m.] 


Original Notice. 

Title of Rule: WAC 246-917-125 Temporary per- 
mits—Recognized jurisdictions; and 246-917-126 Tem- 
porary permits—lssuance and duration. 

Purpose: Establishes which jurisdictions have stan- 
dards substantially equivalent to Washingtons and out- 
lines the requirements for issuance of a temporary per- 
mit and the duration of the permit. 

Statutory Authority for Adoption: RCW 18.71.017. 

Statute Being Implemented: RCW 18.130.075. 

Summary: Establishes which jurisdictions have stan- 
dards substantially equivalent to Washingtons and out- 
lines the requirements for issuance of a temporary per- 
mit and the duration of the permit. 

Name of Agency Personnel Responsible for Drafting: 
Patti Rathbun, Board of Medical Examiners, Olympia, 
586-8934; Implementation and Enforcement: Board of 
Medical Examiners, Olympia, 586-8934. 

Name of Proponent: Board of Medical Examiners, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Establishes which jurisdictions have licensing 
standards substantially equivalent to Washingtons and to 
outline the requirements for issuance of temporary per- 
mits and the duration of the permit. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Seattle Airport Hilton, 17620 Pa- 
cific Highway South, Seattle, WA 98188, Columbia 
East Room, on January 31, 1992, at 9:30 a.m. 

Submit Written Comments to: Patti Rathbun, Pro- 
gram Manager, Board of Medical Examiners, 1300 
Quince Street, EY—25, Olympia, WA 98507, by January 
15, 1992. 

Date of Intended Adoption: January 31, 1992. 

December 4, 1991 
Patti L. Rathbun 
Program Manager 


NEW SECTION 


WAC 246-917-125 TEMPORARY  PERMITS—RECOG- 
NIZED JURISDICTIONS. (1) For the issuance of temporary permits 
under RCW 18.130.075 to applicants who graduated from a school of 
medicine located in any state, territory, or possession of the United 
States, the District of Columbia, or the Dominion of Canada prior to 
July 28, 1985, the following jurisdictions are deemed to have licensing 
standards substantially equivalent to Washington's licensing standards: 
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Alabama, Alaska, Arizona, Arkansas, California, Colorado, 
Connecticut, Delaware, District of Columbia, Florida, Guam, Georgia, 
Hawaii, Idaho, Illinois, Indiana, Iowa, Kansas, Kentucky, Louisiana, 
Maine, Maryland, Massachusetts, Michigan, Minnesota, Mississippi, 
Missouri, Montana, Nebraska, Nevada, New Hampshire, New Jersey, 
New Mexico, New York, North Carolina, North Dakota, Ohio, 
Oklahoma, Oregon, Pennsylvania, Rhode Island, South Carolina, 
South Dakota, Texas, Utah, Vermont, Virginia, West Virginia, 
Wisconsin, Wyoming. 

(2) For the issuance of temporary permits under RCW 18.130.075 
to applicants who graduated from a school of medicine located in any 
state, territory, or possession of the United States, the District of 
Columbia, or the Dominion of Canada after July 28, 1985, the follow- 
ing jurisdictions are deemed to have licensing standards substantially 
equivalent to Washington's licensing standards: Connecticut, Maine, 
Michigan, Nevada, New Hampshire. 

(3) For the issuance of temporary permits under RCW 18.130.075 
to applicants who graduated from a school of medicine located outside 
the states, territories, and possessions of the United States, the District 
of Columbia, or the Dominion of Canada prior to July 28, 1985, the 
following jurisdictions are deemed to have licensing standards substan- 
tially equivalent to Washington's licensing standards: Alabama, 
Alaska, Arizona, Arkansas, California, Colorado, Connecticut, Dela- 
ware, District of Columbia, Florida, Georgia, Guam, Hawaii, Idaho, 
Illinois, Indiana, lowa, Kansas, Kentucky, Louisiana, Maine, 
Maryland, Massachusetts, Michigan, Minnesota, Mississippi, Missouri, 
Montana, Nebraska, Nevada, New Hampshire, New Jersey, New 
Mexico, New York, North Carolina, North Dakota, Ohio, Oklahoma, 
Oregon, Pennsylvania, Rhode Island, South Carolina, South Dakota, 
Tennessee, Texas, Utah, Vermont, Virginia, West Virginia, Wisconsin, 
Wyoming. 

(4) For the issuance of temporary permits under RCW 18.130.075 
to applicants who graduated from a school of medicine located outside 
the states, territories, and possessions of the United States, the District 
of Columbia, or the Dominion of Canada after July 28, 1985, the fol- 
lowing jurisdictions are deemed to have licensing standards substan- 
tially equivalent to Washington's licensing standards: Arizona, 
Colorado, Connecticut, Delaware, Georgia, Hawaii, Idaho, Indiana, 
Kansas, Kentucky, Louisiana, Maine, Maryland, Massachusetts, 
Minnesota, Michigan, Mississippi, Missouri, Montana, Nebraska, 
Nevada, New Hampshire, New Jersey, New Mexico, New York, 
North Carolina, North Dakota, Ohio, Oregon, Rhode Island, 
Tennessee, Texas, Virginia, West Virginia, Wyoming. 


NEW SECTION 


WAC 246-917-126 TEMPORARY PERMITS—ISSUANCE 
AND DURATION. (1) Upon submission of a completed license ap- 
plication form on which the applicant indicates that he or she wishes to 
receive a temporary practice permit; payment of the application fee 
and temporary practice permit fee; receipt of the AMA profile verify- 
ing states in which the applicant is or was licensed; receipt of disci- 
plinary action data bank report from the Federation of State Medical 
Boards and receipt of written verification attesting that the applicant 
has a license in good standing and is not subject to charges or disci- 
plinary action for unprofessional conduct or impairment from all states 
in which the applicant is or was licensed, the applicant shall be issued 
a temporary practice permit unless there is a basis for denial of the li- 
cense or issuance of a conditional license. 

(2) The temporary permit shall expire upon the issuance of a license 
by the board; initiation of an investigation by the board of the appli- 
cant; or ninety days, whichever occurs first. 

(3) An applicant who receives a temporary practice permit and who 
does not complete the application process may not receive additional 
temporary practice permits even upon submission of a new application 
in the future. 
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PERMANENT RULES 
DEPARTMENT OF HEALTH 
[Order 209—Filed December 10, 1991, 2:59 p.m.] 


Date of Adoption: December 6, 1991. 
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Purpose: Establishes criteria and procedures for iden- 
tifying and reporting diagnosed cancer cases, and stan- 
dards for information access and release. 

Statutory Authority for Adoption: RCW 70.54.230 
through 70.54.270. 

Pursuant to notice filed as WSR 91-15—005 on July 5, 
1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: Added SEER data items to data collection 
requirements WAC 246—430-030 to ensure CSS' con- 
tractual obligations to SEER; revised Office of Registries 
to new name, Office of Hospital and Patient Data; 
changed "attempt to notify" to "make a documented at- 
tempt to notify" under WAC 246-430—060 (6)(a); and 
added to WAC 246—430—040 (4)(b), "Establish a record 
retention schedule for computer tapes provided to the 
department." 

Effective Date of Rule: Thirty—one days after filing. 

December 9, 1991 
Kristine M. Gebbie 
Secretary 


Chapter 246-430 WAC 
CANCER REPORTING 


NEW SECTION 


WAC 246-430-001 PURPOSE. The purpose of 
this chapter is to establish department rules implement- 
ing RCW 70.54.230, 70.54.240, 70.54.250, 70.54.260, 
and 70.54.270 including criteria and procedures for 
identifying and reporting diagnosed cancer cases, and 
standards for information access and release. 


NEW SECTION 


WAC 246-430-010 DEFINITIONS. For the pur- 
pose of RCW 70.54.230, 70.54.240, 70.54.250, 
70.54.260, 70.54.270, and this chapter, the following 
words and phrases shall have the following meaning un- 
less the context clearly indicates otherwise: 

(1) "Attending health care provider" means the phy- 
sician or other health professional who ordered the diag- 
nostic procedure confirming a cancer diagnosis. 

(2) "Cancer case" means any or all of the following: 

(a) Any malignant neoplasm, with the exception of 
basal and squamous cell carcinoma of the skin; 

(b) Basal and squamous cell carcinoma of the external 
genital organ sites (vulva, labia, clitoris, prepuce, penis, 
scrotum); 

(c) АП brain tumors; 

(d) Ovarian tumor of borderline or low malignant 
potential; 

(e) Cancer in situ. 

(3) "Cancer diagnosis or treatment facilities" means 
hospitals, surgical centers, outpatient radiation therapy 
centers, doctors offices, and any other facilities where 
cancer cases are diagnosed or treated. 

(4) "Confidential information" means any information 
collected by contractors which could lead to the identifi- 
cation of cancer patients, cancer diagnosis or treatment 
facilities, independent clinical laboratories, or attending 
health care providers. 
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(5) "Contractors" means agencies designated by con- 
tract with the department of health to perform activities 
related to identification, collection, and processing of 
cancer data. 

(6) "Department" means the Washington state de- 
partment of health. 

(7) "Designees" means hospital-based tumor regis- 
trars, contractor employees, or other persons designated 
by contractors to perform data collection activities. 

(8) "Independent clinical laboratories" means free— 
standing medical test sites. 

(9) "In situ" means tumors described as "in situ" by 
the pathologist reading the diagnostic report(s). 

(10) "Reportable cancer case” means any cancer case 
diagnosed in a Washington state resident on or after the 
effective date of these rules. 

(11) "Resident" means an individual residing in 
Washington state at time of cancer diagnosis. 

(12) "Stage of disease” means a cancer classification 
system encompassing attributes of a tumor as deter- 
mined and described by: 

(a) Summary Staging Guide, Cancer Surveillance 
Epidemiology and End-Results Reporting (SEER), 
SEER Program, April, 1977; and 

(b) Manual for Staging of Cancer, 3rd Edition, 
American Joint Committee on Cancer, (AJCC), 1988. 

(13) "State cancer registry" means the state-wide 
cancer data base maintained by the office of hospital and 
patient data, division of health information, department 
of health. 

(14) "State cancer registry contract" means the legal 
agreement by which contractors are authorized to obtain 
information on reportable cancer cases. It also means 
the document specifying the contractors' obligations to 
the state cancer registry with respect to how and when 
information is collected, processed, and provided and 
how quality assurance standards are met. 


NEW SECTION 


WAC 246-430-020 CANCER CASE IDENTIFI- 
CATION. (1) Contractors shall identify: 

(a) Reportable cancer cases diagnosed or treated in 
hospitals, surgical centers, and outpatient radiation ther- 
apy centers; and 

(b) Reportable cancers processed and reported by in- 
dependent clinical laboratories. 

(2) Hospitals, surgical centers, and outpatient radia- 
tion therapy centers shall: 

(a) Organize case finding documents by procedure or 
service date to permit identification of cancer cases to be 
reviewed each contractor visit; and 

(b) Submit or make available to contractors, per ar- 
rangement with contractors, case finding documents in- 
cluding the following if maintained: 

(i) Disease and operation indices for cancer cases; 

(ii) Pathology and cytology reports; 

(iii) New patient radiation logs; . 

(iv) New patient chemotherapy logs; and ! 

(v) Other alternative information which contractors 
determine is necessary to identify or verify reportable 
cancer cases. 

(3) Independent clinical laboratories shall: 
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(a) Organize pathology reports by slide order, numer- 
ical order, or service date; and 

(b) Make pathology reports available to contractors, if 
not otherwise available through hospitals, on a monthly 
basis. 

(4) Attending health care providers shall identify to 
contractors reportable cancer cases diagnosed at facili- 
ties other than hospitals, surgical centers, and outpatient 
radiation therapy centers (as specified under WAC 246- 
430-030 and 246-430-040) unless the patient was hos- 
pitalized for additional cancer diagnosis or treatment 
services within one month of diagnosis. 


NEW SECTION 


WAC 246-430-030 DATA COLLECTION RE- 
QUIREMENTS. (1) Contractors or their designees 
shall complete cancer abstracts for patients identified 
through hospitals, surgical centers, independent clinical 
laboratories, and outpatient radiation therapy centers; 

(2) Cancer diagnosis or treatment facilities and inde- 
pendent clinical laboratories shall provide contractors 
with access to pathology and cytology reports and all 
medical records pertaining to identified cancer cases; 

(3) Attending health care providers shall be responsi- 
ble for completing cancer abstracts for patients diag- 
nosed at facilities other than hospitals, surgical centers, 
independent clinical laboratories, and outpatient radia- 
tion therapy centers, unless the patient was hospitalized 
for additional cancer diagnosis or treatment services 
within one month of diagnosis; 

(4) Contractors, contractor designees, or attending 
health care providers shall include the following infor- 
mation items in cancer abstracts, providing the informa- 
tion is obtainable from the patient's medical records: 

(a) Patient information: 

(i) Name; 

(ii) Address at time of diagnosis; 

(iii) Sex; 

(iv) Race; 

(v) Birthdate; 

(vi) Age at time of diagnosis; 

(vii) Tobacco use; 

(viii) Social Security number; 

(ix) State or country of birth; and 

(x) Usual occupation. 

(b) Diagnostic information: 

(i) Primary site or sites; 

(ii) Histologic type or types, behavior and grade; 

(iii) Date of each diagnosis; 

(iv) Method or methods of diagnostic confirmation; 

(v) Stage of disease at diagnosis using: 

(A) SEER system; and 

(B) AJCC system if maintained by the cancer diag- 
nostic or treatment facility. 

(vi) Sequence; and 

(vii) Laterality. 

(c) Other information: 

(i) Name and address of cancer diagnosis or treat- 
ment facility providing information; 

(ii) Medical record number; 

(iii) Name and address of attending health care pro- 
vider; and 
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(iv) Items required under contract between the Na- 
tional Cancer Institute's (NCI) SEER program (NCI- 
No. N01-CN-05230, available through the depart- 
ment's office of hospital and patient data) and the con- 
tractor, if the contractor is the Fred Hutchinson Cancer 
Research Center (FHCRC). 

(5) The department may require submission of addi- 
tional information from contractors as needed to assess 
data reliability and validity; 

(6) Contractors shall prepare detailed data collection 
protocols for inclusion in the state cancer registry 
contract. 


NEW SECTION 


WAC 246-430-040 FORM, FREQUENCY, AND 
FORMAT FOR REPORTING. (1) Contractors shall: 

(a) Develop and distribute cancer abstract forms; 

(b) Prepare computer tapes containing information 
from completed cancer abstracts; and 

(c) Provide computer tapes to the state cancer registry 
on a semiannual basis. 

(2) Hospitals, surgical centers, independent clinical 
laboratories, and outpatient radiation therapy centers 
shall: 

(a) Provide case finding documents as defined in 
WAC 246-430-020 within thirty days following the end 
of each reporting period; 

(b) Submit case finding documents to contractors in 
paper form or on computer disk, or arrange with con- 
tractors for on-site review of case finding documents. 

(3) Attending health care providers shall complete 
and submit cancer abstracts to contractors when re- 
quired under WAC 246-430-020 and 246-430-030 
within sixty days following a patient's cancer diagnosis 
date, for patients not hospitalized for cancer related di- 
agnosis or treatment within one month of diagnosis. 

(4) The department shall provide: 

(a) Detailed instructions regarding preparation of 
computer tapes for inclusion in the state cancer registry 
contract; and 

(b) Establish a record retention schedule for computer 
tapes provided to the department. 


NEW SECTION 


WAC 246-430-050 DATA QUALITY ASSUR- 
ANCE. (1) Contractors shall: 

(a) Perform data validity studies to assess the com- 
pleteness and accuracy of case identification and data 
collection; 

(b) Verify coding accuracy of a sample of completed 
cancer abstracts; 

(c) Develop and utilize computerized edit programs to 
assess the completeness and accuracy of data keying and 
computerized data transformations; 

(d) Maintain an archive system for permanent reten- 
tion of completed cancer abstracts for the duration of 
the contract; and 

(e) Develop detailed protocols for data quality assur- 
ance and quality control, consistent with Data Quality 
Guidelines, December, 1990, available through the de- 
partment's office of hospital and patient data. 
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(2) The department may require contractors to make 
available all findings from data quality assurance activi- 
ties for review and verification. 


NEW SECTION 


WAC 246-430-060 ACCESS AND RELEASE 
OF INFORMATION. (1) Persons with access to infor- 
mation collected under RCW 70.54.230, 70.54.240, 
70.54.250, 70.54.260, 70.54.270, and this chapter shall 
use information only for statistical, scientific, medical 
research, and public health purposes; 

(2) Cancer diagnosis or treatment facilities and inde- 
pendent clinical laboratories may: 

(a) Require contractors to sign an oath of confidenti- 
ality regarding access and release of cancer data; and 

(b) Prepare, administer, and maintain confidentiality 
oaths as needed. 

(3) Cancer diagnosis or treatment facilities and inde- 
pendent clinical laboratories shall adhere to recommen- 
dations in RCW 70.54.260 regarding content of confi- 
dentiality oaths if confidentiality oaths are used. 

(4) Contractors may release confidential information 
if the requested release was reviewed and approved by 
an institutional review board utilizing guidelines at least 
as restrictive as: 

(a) The minimum requirements under Title 45 Part 
46 of the Code of Federal Regulations; 

(b) Chapter 42.48 RCW; and | 

(c) The DSHS/DOH Guide to Policy on Protection of 
Human Research Subjects, March, 1990, available 
through the department of social and health service's 
human research review board. 

(5) The department may release confidential informa- 
tion if the requested release was reviewed and approved 
by the department's human research review board. 

(6) The department or contractor shall, before releas- 
ing confidential information: 

(a) Make a documented attempt to notify a patient's 
attending health care provider before contacting the 
patient; 

(b) Not contact a patient if the attending health care 
provider indicates that contact might jeopardize the pa- 
tient's health or well-being. 

(7) The department shall monitor release of confiden- 
tial information by data contractors. 


WSR 92-01-051 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 


[Order R-354, Docket No. TV-900714—-Filed December 11, 1991, 
| 1:27 p.m.] 


In the matter of amending WAC 480—12-322 relating 
to applicability of intrastate rates to log shipments. 

This action is taken pursuant to Notice No. WSR 91- 
21-091 filed with the code reviser on October 21, 1991. 
The rule change hereinafter adopted shall take effect 
pursuant to RCW 34.05.380(2). 
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This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and is intended administratively to 
implement that statute. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-21-091 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 27, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to 
November 18, 1991, and orally at 9:00 a.m., 
Wednesday, November 27, 1991, in the commission's 
hearing room above noted. At the November 27, 1991, 
meeting the commission considered the rule change pro- 
posal. Written comments were received from Boyd 
Hartman on behalf of the Log Truckers Conference; 
Robert Jacobson; Douglas N. Owens on behalf of ITT 
Rayonier, Inc.; and John Ficker on behalf of 
Weyerhaeuser Company. Oral comments were made by 
Boyd Hartman for the Log Truckers Conference; 
Douglas N. Owens for ITT Rayonier, Inc.; and John 
Ficker for Weyerhaeuser Company. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480-12-322 should be amended to 
read as set forth in Appendix A shown below and by this 
reference made a part hereof. WAC 480-12-322 as 
amended will clarify that whether or not a log shipment 
is tagged does not change the type of commerce being 
conducted—whether interstate, intrastate, or foreign 
commerce. The type of commerce can only be deter- 
mined by all the facts and circumstances relative to 
shipper intent at the time of shipment. 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480- 
12-322 as set forth in Appendix A, be amended as a 
rule of the Washington Utilities and Transportation 
Commission to take effect pursuant to RCW 
34.05.380(2). 

IT IS FURTHER ORDERED That the order be for- 
warded to the code reviser for filing and recorded in the 
order register of the Washington Utilities and Transpor- 
tation Commission pursuant to chapter 34.05 RCW and 
chapter 1-21 WAC. 

DATED at Olympia, Washington, this 10th day of 
December, 1991. 
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Washington Utilities and Transportation Commission 
Sharon L. Nelson, Chairman 

Richard D. Casad, Commissioner 

A. J. Pardini, Commissioner 


Appendix "A" 


AMENDATORY SECTION (Amiending Order R-202, 
Cause No. TV-1699, filed 5/26/83) 


WAC 480-12-322 LOG SHIPMENTS—INTRA- 
STATE RATES—APPLICABILITY. 


((Hintrastaterates-shait apply-te-att-shipments—of 


-)) Where timber 


has been specifically selected and tagged as export at the 
place where the timber was cut or initially tendered for 
shipment, such tagging does not change the nature of 
the shipment, be it intrastate, interstate, or foreign com- 
merce. The nature of the shipment depends on all facts 
and circumstances legally relevant to shipper intent at 
the time of shipment. 
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WSR 92-01-052 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 


[Order R-358, Docket No. TG-900715—Filed December 11, 1991, 
1:31 p.m.] 


In the matter of amending WAC 480—70-240 relating 
to tariff, naming rates and changes for solid waste col- 
lection companies and repealing WAC 480—70—990. 

This action is taken pursuant to Notice No. WSR 91— 
21-093 filed with the code reviser on October 21, 1991. 
The rule change hereinafter adopted shall take effect 
pursuant to RCW 34.05.380(2). 

This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and is intended administratively to 
implement that statute. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-21-093 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 27, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W. Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to 
November 18, 1991, and orally at 9:00 a.m,, 
Wednesday, November 27, 1991, in the commission's 
hearing room above noted. 

At the November 27, 1991, meeting the commission 
considered the rule change proposal. No written or oral 
comments were received. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480—70—240 should be amended 
and WAC 480—70—990 should be repealed, to read as set 
forth in Appendix A shown below and by this reference 
made a part hereof. These changes will delete any refer- 
ence to the standard tariff format and allow solid waste 
collection companies to file tariffs using forms obtained 
from or approved by the commission 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480— 
70-240 and 480—70—990 as set forth is Appendix A, be 
amended and repealed as rules of the Washington Utili- 
ties and Transportation Commission to take effect pur- 
suant to RCW 34.05.380(2). 

IT IS FURTHER ORDERED That the order be for- 
warded to the code reviser for filing and recorded in the 
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order register of the Washington Utilities and Transpor- 

tation Commission pursuant to chapter 34.05 RCW and 
chapter 1-21 WAC. 

DATED at Olympia, Washington, this 10th day of 

December, 1991. 

Washington Utilities and Transportation Commission 

Sharon L. Nelson, Chairman 

Richard D. Casad, Commissioner 

A. J. Pardini, Commissioner 


Appendix "A" 


AMENDATORY SECTION (Amending Order R-73, 
filed 6/25/75) 


WAC 480-70-240 TARIFF, NAMING RATES 
AND CHARGES. (1) Every ((garbage-and/or-tefuse)) 
solid waste collection company shall file with the com- 
mission and post at carrier's main office or carry on 
trucks, its tariff showing all rates and charges, including 
container rentals or other accessorial charges, for the 
transportation and disposal of ((garbage-and-refuse)) 
solid waste between all points on its line, route, or 
territory. 

(a) Tariffs must be issued and filed in accordance with 
the commission's Tariff Circular No. 6 or reissues 
thereof. 


(b) Tariffs must be ((in-the-form-set-forth-in-Appen- 


)) submitted 


deviation-therefrom-for-good-causc-shown 

on forms prescribed or approved by the commission. 
Prescribed forms may be obtained from any commission 
office. Substitute forms must contain all information re- 
quired by the commission. Tariffs not containing such 
information shall be rejected. 


(c) Rates and charges shall cover a complete service, 
including disposal, unless a charge for disposal is specifi- 
cally provided by the tariff. 

(d) Two copies of all such tariffs shall be transmitted 
to the commission with a letter of transmittal. The letter 
of transmittal must be filed in duplicate so that the 
commission may stamp ((receivimg)) the receipt date on 
one copy of said letter and return it to the carrier filing 
the tariff. 

(2) When two or more ((garbage-and/ortefuse)) solid 
waste collection companies, under common control or 
management, operate in the same territory, rates and 
charges applicable to the transportation and disposal of 
((garbage-and-refuse)) solid waste in the common terri- 
tory must be published in a single tariff to which all such 
companies must be parties and must be equal for identi- 
cal service. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 480-70-990 APPENDIX A—FORM— 
GARBAGE AND/OR REFUSE COLLECTION 
COMPANIES. 
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WSR 92-01-053 
- PERMANENT RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Order R-359, Docket No. TV-910927— Filed December 11, 1991, 
1:35 p.m.] 


In the matter of amending WAC 480-12-255 relating 
to contracts between contract carriers and their shippers. 

This action is taken pursuant to Notice No. WSR 91— 
21—094 filed with the code reviser on October 21, 1991. 
The rule change hereinafter adopted shall take effect 
pursuant to RCW 34.05.380(2). 
. This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and 81.80.080 and is intended ad- 
ministratively to implement these statutes. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-21-094 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 27, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to 
November 18, 1991, and orally at 9:00 a.m., 
Wednesday, November 27, 1991, in the commission's 
hearing room above noted. 

At the November 27, 1991, meeting the commission 
considered the rule change proposal. No written or oral 
comments were received. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480-12-255 should be amended to 
read as set forth in Appendix A shown below and by this 
reference made a part hereof. WAC 480-12-255 as 
amended will allow photocopies, rather than original or 
duplicate originals, of contracts between contract carri- 
ers and their shippers to be filed with the commission for 
approval. 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480- 
12-255 as set forth in Appendix A, be amended as a 
rule of the Washington Utilities and Transportation 
Commission to take effect pursuant to RCW 
34.05.380(2). 

IT IS FURTHER ORDERED That the order be for- 
warded to the code reviser for filing and recorded in the 
order register of the Washington Utilities and Transpor- 
tation Commission pursuant to chapter 34.05 RCW and 
chapter 1-21 WAC. 

DATED at Olympia, Washington, this 10th day of 
December, 1991. 
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` Washington Utilities and Transportation Commission 
Sharon L. Nelson, Chairman 

Richard D. Casad, Commissioner 

A. J. Pardini, Commissioner 


APPENDIX "A" 


AMENDATORY SECTION (Amending Order R-5, 
filed 6/6/69, effective 10/9/69) 


WAC 480-12-255 CONTRACTS. (1) Contracts 
between contract carriers and their shippers shall be ter- 
minable within the period for which they are written 
only in the manner provided in the contract and upon 
not less than five days notice to the commission and each 
contracting party, and every such contract shall so 
provide. 

(2) No contract carrier shall operate under any indi- 
vidual contract or agreement for the transportation of 
property by motor vehicle, for compensation, with any 
shipper or shippers without having first filed with the 
commission, and been approved by the commission, ((an 

)) a legible photocopy of the 
contract covering such agreement. Every such agreement 
shall be mutually binding upon both shipper and carrier, 
entered into and performed in good faith, for an agreed 
compensation, for an agreed term, covering a series of 
shipments during a stated period of time in contrast to 
contracts of carriage covering individual shipments, and 
which contract mutually binds the carrier to transport 
and the shipper to supply a specific category and sub- 
stantial amount of freight during the term of the con- 
tract, and which contract shall conform to the following 
requirements. 

(3) The time or term of performance by both parties 
must be stated. 

(4) The route and/or area involved in the perform- 
ance of the contract must be stated. 

(5) The kind and minimum quantity of the commodi- 
ty or commodities to be transported must be stated defi- 
nitely. This minimum quantity shall be a substantial 
amount of all tonnage of the class of commodities which 
is the subject of the contract, shipped by the shipper by 
truck during the term of the contract over the route or in 
the area covered by the contract. A "substantial" 
amount of tonnage shall be an amount sufficient to make 
possible the operation of the carrier's own equipment, at 
a profit. 

(6) All contracts shall provide that the rates and 
charges governing such operation shall not be less than 
those contained in applicable utilities and transportation 
commission tariff publication, save where commission 
order specifically authorizes such deviation. The filing of 
changes in rates by contract carriers shall be placed on 
the commission rate docket as provided in WAC 480- 
12-295 in the same manner as common carrier propos- 
als: PROVIDED, That this shall not be required for 
contract carriers engaged in package delivery service, 
retail store delivery service, armored car service, trans- 
portation of newspapers, United States mail, periodicals, 
film, bakery goods, dairy products, automotive vehicles, 
flowers, nursery stock, explosives, logs, poles, pulpwood, 
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wood chips, hogged fuel, sawdust, wood shavings, gar- 
bage, refuse or debris. 

(7) Where a contract carrier enters into more than 
four special and individual contracts with shippers, the 
commission may enter into a hearing for the purpose of 
determining whether such carrier's operations are those 
of a bona fide contract carrier. 

(8) Every contract filed shall also contain the provi- 
sion that it is made subject to the power and authority of 
the commission to fix, alter and amend just, fair, and 
reasonable classifications, rules and regulations and 
minimum rates and charges of contract carriers in intra- 
state service. 

(9) No contract carrier shall sublet any hauling under 
any of his contracts, and in the event he is unable to 
meet the demands of the shipper for transportation of 
goods under any contract because of lack of facilities or 
otherwise, arrangements for the transportation of such 
commodities must be made by the shipper. Carriers sub- 
ject to the provisions of this rule shall not act as agents 
of the shipper in such cases. 


WSR 92-01-054 
NOTICE OF PUBLIC MEETINGS 
STATE BOARD FOR COMMUNITY 
AND TECHNICAL COLLEGES 


[Memorandum December 10, 1991] 


At their December meeting, the State Board for Com- 
munity and Technical Colleges adopted Resolution 91- 
90 approving their meeting dates and locations for 1992. 
The meeting schedule is as follows: 


January 22-23, 1992 
February 1992 
March 11-12, 1992 
April 22-23, 1992 
May 27-28, 1992 


Bates Technical College in Tacoma 

No February meeting 

Pierce College at Puyallup 

Big Bend Community College in Moses Lake 

Yakima Valley Community College (in conjunction 

with other system meetings—WACTC/TACTC) 

Spokane Falls Community College in Spokane 

State board retreat at the Enzian Inn at 

Leavenworth 

September 9-10, 1992 Clover Park Technical College in Steilacoom 

October 14—15, 1992 Whatcom Community College in Bellingham 
(October 14 study session) 

Bellingham Technical College (October 15 
regular meeting) 

No November meeting 

Lake Washington Technical College in Kirkland 


June 18-19, 1992 
August 2-4, 1992 


November, 1992 
December 2-3, 1992 


WSR 92-01-055 
RULES COORDINATOR 
DEPARTMENT OF REVENUE 
[Filed December 12, 1991, 9:04 a.m.] 


As required in RCW 34.05.310(3) the rules coordinator 

for the Department of Revenue is Les Jaster, Rules Co- 

ordinator, Department of Revenue, P.O. Box 47460, 
Olympia, WA 98504-7460. 

D. I. Okamoto 

Director 
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WSR 92-01-056 
PROPOSED RULES 
GRAYS HARBOR COLLEGE 
[Filed December 12, 1991, 10:29 a.m.] 


Original Notice. 

Title of Rule: Chapter 132B-108 WAC, Practice and 
procedure. 

Purpose: To specify uniform rules of practice and 
procedures applicable to adjudicative proceedings under 
the Administrative Procedure Act, chapter 34.05 RCW. 

Statutory Authority for Adoption: RCW 
28B.50.140(13). 

Statute Being Implemented: Chapter 34.05 RCW. 

Summary: These new rules adopt uniform rules of 
practice and procedure. | 

Reasons Supporting Proposal: To comply with the 
Administrative Procedure Act, chapter 34.05 RCW. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Dr. Jewell 
Manspeaker, President, Grays Harbor College, (206) 
532-9020. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 132B-108-010 adopts the model rules of 
the Office of Administrative Hearings; WAC 132B-108— 
020 provides for the designation of a presiding officer for 
adjudicative proceedings; WAC 132B-108—030 provides 
that proceedings shall be recorded in a manner specified 
by the presiding officer; WAC 132B-108-040 requires 
applications for adjudicative proceedings to be in writing 
and specifies where forms may be obtained and filed; 
WAC 1328-108-050 details what proceedings are sub- 
ject to brief adjudicative procedures; WAC 132B-108- 
060 provides for discovery in the discretion of the pre- 
siding officer; WAC 132B-108—070 provides for the full 
or partial closing of adjudicative proceedings; and WAC 
132B-108—080 provides that no cameras or recording 
devices are permitted at parts of hearings closed by the 
presiding officer, except for official recordings. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Grays Harbor College, Board 
Meeting Room, 200 Building, Aberdeen, Washington 
98520, on March 16, 1992, at 3:30 p.m. 

Submit Written Comments to: Dr. Jewell 
Manspeaker, President, Grays Harbor College, 
Aberdeen, Washington 98520, by March 16, 1992. 

Date of Intended Adoption: March 16, 1992. 

December 9, 1991 
Dr. Jewell C. Manspeaker 
President 


Grays Harbor College, 


Chapter 132B-108 WAC 
PRACTICE AND PROCEDURE 


NEW SECTION 


WAC 132B-108-010 ADOPTION OF MODEL RULES OF 
PROCEDURE. The model rules of procedure adopted by the chief 
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administrative law judge pursuant to RCW 34.05.250, as now or here- 
after amended, are hereby adopted for use at Grays Harbor College. 
Those rules may be found in chapter 10-08 WAC. Other procedural 
rules adopted in this title are supplementary to the model rules of pro- 
cedure. In the case of a conflict between the model rules of procedure 
and procedural rules adopted in this title, the procedural rules adopted 
by this institution shall govern. Rules adopted at this institution prior 
to July 1, 1989, remain in full force and effect unless specifically re- 
pealed or amended. 


NEW SECTION 


WAC 132B-108-020 APPOINTMENT OF PRESIDING OFFI- 
CERS. The president or president's designee shall designate a presid- 
ing officer for an adjudicative proceeding. The presiding officer shall be 
an administrative law judge, a member in good standing of the 
Washington State Bar Association, a panel of individuals, the presi- 
dent or his or her designee, or any combination of the above. Where 
more than one individual is designated to be the presiding officer, one 
person shall be designated by the president or president's designee to 
make decisions concerning discovery, closure, means of recording ad- 
judicative proceedings, and similar matters. 


NEW SECTION 


WAC 132B-108-030 METHOD OF RECORDING. Proceedings 
shall be recorded by a method determined by the presiding officer, 
among those available pursuant to the model rules of procedure in 
WAC 10-08-170. 


NEW SECTION 


WAC 132B-108-040 APPLICATION FOR ADJUDICATIVE 
PROCEEDING. An application for adjudicative proceeding shall be 
in writing. Application forms are available at the following address: 

Office of the President 
Grays Harbor College 
1620 Edward P. Smith Drive 
Aberdeen, WA 98520 

Written application for an adjudicative proceeding should be sub- 
mitted to the above address within twenty days of the agency action 
giving rise to the application, unless provided for otherwise by statute 
or rule. 


NEW SECTION 


WAC 132B-108-050 BRIEF ADJUDICATIVE PROCE- 
DURES. This rule is adopted in accordance with RCW 34.05.482 
through 34.05.494, the provisions of which are hereby adopted. Brief 
adjudicative procedures shall be used in all matters related to: 

(1) Residency determinations made pursuant to RCW 28B.15.013, 
conducted by the admissions office; 

(2) Challenges to contents of education records; 

(3) Student conduct proceedings. The procedural rules in chapter 
132B-120 WAC apply to these proceedings; 

(4) Outstanding debts owed by students or employees; 

(5) Loss of eligibility for participation in institution-sponsored ath- 
letic events, pursuant to chapter 132B-120 WAC. 


NEW SECTION 


WAC 132B-108-060 DISCOVERY. Discovery in adjudicative 
proceedings may be permitted at the discretion of the presiding officer. 
In permitting discovery, the presiding officer shall make reference to 
the civil rules of procedure. The presiding officer shall have the power 
to control the frequency and nature of discovery permitted, and to or- 
der discovery conferences to discuss discovery issues. 


NEW SECTION 


WAC 132B-108-070 PROCEDURE FOR CLOSING PARTS 
OF THE HEARINGS. A party may apply for a protective order to 
close part of a hearing. The party making the request should state the 
reasons for making the application to the presiding officer. If the other 
party opposes the request, a written response to the request shall be 
made within ten days of the request to the presiding officer. The pre- 
siding officer shall determine which, if any, parts of the proceeding 
shall be closed, and state the reasons therefor in writing within twenty 
days of receiving the request. 
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NEW SECTION 


WAC 132B-108-080 RECORDING DEVICES. No cameras or 
recording devices shall be allowed in those parts of proceedings which 
the presiding officer has determined shall be closed pursuant to WAC 
132B-108—010, except for the method of official recording selected by 
the institution. 


WSR 92-01-057 
PROPOSED RULES 
GRAYS HARBOR COLLEGE 
[Filed December 12, 1991, 10:42 a.m.] 


Original Notice. 

Title of Rule: Chapter 132B-104 WAC, Board of 
trustees; and chapter 132B-133 WAC, Organization. 

Purpose: The purpose of chapter 132B-104 WAC and 
WAC 132B-104-010 is to identify dates and times of 
meetings of the board of trustees. The purpose of chap- 
ter 132B-133 WAC and WAC 132B-133-010 and 
132B-133-020 is to detail the organization and opera- 
tion of the college in compliance with RCW 34.05.220 
(1)(b) and 42.17.250 (1)(a) and (b). 

Statutory Authority for 
28B.50.140(13). 

Statute Being Implemented: RCW 34.05.220 (1)(b) 
and 42.17.250 (1)(a) and (b). 

Summary: WAC 132B-104-010 identifies dates and 
times of meetings of the board of trustees; and WAC 
132B-133-010 and 132B-133—020 details the organiza- 
tion and operation of the college. 

Reasons Supporting Proposal: To comply with RCW 
34.05.220 (1)(b) and 42.17.250 (1)(a) and (b). 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Dr. Jewell 
Manspeaker, President, Grays Harbor College, (206) 
532-9020. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These new rules identify a specific date, time and 
location for meetings of the college board of trustees. 
Also, the rules describe the organization structure and 
operations of the college, together with the location 
where information respecting educational offerings may 
be found. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Grays Harbor College, Board 
Meeting Room, 200 Building, Aberdeen, Washington 
98520, on March 16, 1992, at 3:30 p.m. 

Submit Written Comments to: Dr. Jewell С. 
Manspeaker, President, Grays Harbor College, 
Aberdeen, Washington 98520, by March 16, 1992. 

Date of Intended Adoption: March 16, 1992. 

December 9, 1991 
Dr. Jewell C. Manspeaker 
President 


Adoption: RCW 


Grays Harbor College, 
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Chapter 132B-104 WAC 
BOARD OF TRUSTEES 


NEW SECTION 


WAC 132B-104-010 TIME AND PLACE OF BOARD MEET- 
INGS. The board of trustees shall hold one regular meeting on the 
third Monday of every odd-numbered month, except July, at 3:30 
p.m., and such special meetings as may be requested by the chair of 
the board or by a majority of the members of the board and announc- 
ed in accordance with law. 

All regular and special meetings of the board of trustees shall be 
held at the board room of the college at Aberdeen, Washington, unless 
scheduled elsewhere, and shall be open to the general public, except for 
ławful executive sessions. 

No official business shall be conducted by the board of trustees ex- 
cept during a regular or special meeting. 


Chapter 132B-133 WAC 
ORGANIZATION 


NEW SECTION 


WAC 132B-133-010 DESCRIPTION OF ORGANIZATION— 
PURPOSE. The purpose of this chapter is to establish rules imple- 
menting RCW 34.05.220 (1)(b) and 42.17.250 (1)(a) and (b). 


NEW SECTION 


WAC 132B-133-020 ORGANIZATION—OPERATION— 
INFORMATION. (1) Organization. Grays Harbor College is estab- 
lished in Title 28B RCW as a public institution of higher education. 
The institution is governed by a five-member board of trustees, ap- 
pointed by the governor. The board employs a president, who acts as 
the chief executive officer of the institution. The president establishes 
the structure of the administration. 

(2) Location. Grays Harbor College is located on a campus in 
Aberdeen, Grays Harbor County, Washington. 

(3) Operation. The administrative office is located at the following 
address: 

1620 Edward P. Smith Drive 
Aberdeen, WA 98520 

The office hours are 8:00 a.m. to 4:30 p.m., Monday through Friday, 
except legal holidays. 

(4) Information. Additional and detailed information concerning the 
educational offerings may be obtained from the catalog, copies of 
which are available at the following address: 

1620 Edward P. Smith Drive 
Aberdeen, WA 98520 


WSR 92-01-058 
PROPOSED RULES 
GRAYS HARBOR COLLEGE 
[Filed December 12, 1991, 10:46 a.m.] 


Original Notice. 

Title of Rule: Chapter 132B-130 WAC, Tuition and 
fee schedules; chapter 132B-131 WAC, Scholarships; 
and chapter 132B-132 WAC, Financial aid. 

Purpose: To adopt rules specifying where interested 
parties may obtain information about tuition and fees, 
scholarships and financial aid while attending Grays 
Harbor College. 

Statutory 
28B.50.140(13). 

Summary: WAC 132B-130-010 details how tuition 
fees are set; WAC 132B-130-020 identifies where such 
information can be obtained; WAC 132B-131-010 de- 
tails where on campus information about scholarships 
may be obtained; and WAC 132B-132-010 details 
where financial aid information can be obtained. 


Authority for Adoption: RCW 
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Reasons Supporting Proposal: To provide the public 
with information on where to inquire about tuition and 
fees, scholarships and financial aid. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Dr. Jewell 
Manspeaker, President, Grays Harbor College, (206) 
532-9020. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: These new rules are intended to provide the public 
with information about where inquiry can be made 
about tuition and fees, scholarships and financial aid. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Grays Harbor College, Board 
Meeting Room, 200 Building, Aberdeen, Washington 
98520, on March 16, 1992, at 3:30 p.m. 

Submit Written Comments to: Dr. Jewell 
Manspeaker, President, Grays Harbor College, 
Aberdeen, Washington 98520, by March 16, 1992. 

Date of Intended Adoption: March 16, 1992. 

December 9, 1991 
Dr. Jewell C. Manspeaker 
President 


Grays Harbor College, 


Chapter 132B-130 WAC 
TUITION AND FEE SCHEDULES 


NEW SECTION 


WAC 132B-130-010 TUITION AND FEE SCHEDULES. 
Chapter 28B.15 RCW sets the parameters for tuition and fee levels at 
state community colleges. The legislature then establishes current bi- 
ennium tuition and fee rates. Based on this legislation, the specific 
amounts to be charged are transmitted to Grays Harbor College by the 
state board for community college education. 


NEW SECTION 


WAC 132B-130-020 LOCATION OF SCHEDULES. Addition- 
al and detailed information and specific amounts to be charged for 
each category of students will be found in the college catalog and in 
the following locations on the Grays Harbor College campus: 

(1) The office of admissions; 

(2) The registration and records office; 

(3) The business office. 


Chapter 132B-131 WAC 
SCHOLARSHIPS 


NEW SECTION 


WAC 132B-131-010 SCHOLARSHIPS. Detailed information 
concerning the criteria, eligibility, procedures for application, and oth- 
er information regarding scholarships at Grays Harbor College is lo- 
cated in the office of financial aid on the Grays Harbor College 
campus. ; 


Chapter 132B-132 WAC 
FINANCIAL AID 


NEW SECTION 


WAC 132B-132-010 FINANCIAL AID. Federal, state, and pri- 
vate financial aid applications and information may be obtained at the 
following address: 
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Office of Financial Aid 
Grays Harbor College 
Aberdeen, WA 98520-7599 
Award of federal and state aid will be made in accordance with ap- 
plicable federal and state laws and regulations. 


WSR 92-01-059 
NOTICE OF PUBLIC MEETINGS 
BOARD OF TAX APPEALS 
[Memorandum—December 10, 1991] 


The Board of Tax Appeals scheduled its regular 1992 
meetings at 10 a.m. on the second Thursday of March, 
June, September, and December. The meetings will be 
held at the board's offices, 910 5th Avenue S.E., 
Olympia, WA 98504-0915. 


WSR 92-01-060 
RULES COORDINATOR 
BOARD OF TAX APPEALS 
[Filed December 12, 1991, 10:49 a.m.] 


Pursuant to RCW 34.05.310(3), the Board of Tax Ap- 

peals designates Richard A. Virant, Chair, as its rules 

coordinator. The address is Board of Tax Appeals, 910 

5th Avenue S.E., P.O. Box 40915, Olympia, WA 98504— 
0915. 

Susan Riddle 

Administrative Assistant 


WSR 92-01-061 
'EMERGENCY RULES 
DEPARTMENT OF HEALTH 
[Order 219—Filed December 12, 1991, 1:25 p.m.] 


Date of Adoption: December 3, 1991. 

Purpose: Establish rules for the acquisition retention 
and security of health care information to implement 
chapter 335, Laws of 1991. 

Statutory Authority 
70.02.050(3). 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest; and that state or federal 
law or federal rule or a federal deadline for state receipt 
of federal funds requires immediate adoption of a rule. 

Reasons for this Finding: This emergency rule is nec- 
essary to bridge the gap between the previous emergency 
rule and the permanent rule being adopted. The emer- 
gency rule is necessary to enable the department to ob- 
tain health care information necessary to protect public 
health. 


for Adoption: RCW 
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Effective Date of Rule: Immediately. 
December 3, 1991 
Kristine M. Gebbie 
Secretary 


NEW SECTION 


WAC 246-08-390 ACQUISITION, RETENTION 
AND SECURITY OF HEALTH CARE INFORMA- 
TION. This section sets forth the process by which the 
department of health or disciplining authority obtains 
and protects health care information under RCW 70.02- 
.050. This section does not apply to health care informa- 
tion obtained by the department through other sources. 

(1) Acquisition. 

(a) The department shall request health care infor- 
mation in writing. 

(b) Health care providers shall provide the requested 
information pursuant to RCW 70.02.050. 

(2) Retention. The department shall maintain health 
care information obtained under this section as long as 
necessary to perform agency functions. 

(3) Security. The department shall secure the records 
and protect confidentiality. 

(a) The manager of the program within the depart- 
ment that requested the records shall act as the custodi- 
an of records, and shall provide access to the information 
only as necessary to perform agency responsibilities. 

(b) The custodian shall monitor the location and se- 
curity of the information. 

(4) The department shall not make health care infor- 
mation obtained under RCW 70.02.050 available for 
public inspection and copying except as may be required 
by chapter 42.17 RCW. Health care information ob- 
tained under this section may be released to public 
agencies or entities as required by law or upon agree- 
ment by the agency or entity that the health care infor- 
mation will be used only for authorized statutory pur- 
poses and will not be disclosed further. 


WSR 92-01-062 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed December 12, 1991, 1:28 p.m.] 


Original Notice. 

Title of Rule: Acquisition, retention and security of 
health care information. 

Purpose: Adopt permanent rules to comply with stat- 
utory requirements of RCW 70.02.050(3). 

Other Identifying Information: This is currently an 
emergency rule. 
Statutory 

70.02.050(3). 
Statute Being Implemented: RCW 70.02.050(3). 
Summary: Sets forth Department of Health process 
for acquiring, retaining and providing security of health 
care information obtained by the Department of Health 
in the process of performing its statutory duties. 


Authority for Adoption: RCW 
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Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Colleen Klein, 1300 
S.E. Quince, Mailstop 7851, 586-4570. 

Name of Proponent: Department of Health, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule sets forth Department of Health process 
for acquiring, retaining and providing security of health 
care information. It will enable the department to obtain 
records in a timely manner and keep them as long as 
necessary to perform agency functions. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Auditori- 
um, 11th and Columbia, Olympia, Washington 98504, 
on January 23, 1992, at 1:00 p.m. 

Submit Written Comments to: Leslie Baldwin, Rules 
Coordinator, 1300 Quince Street, P.O. Box 47902, 
Olympia, WA 98504-7902, by January 22, 1992. 

Date of Intended Adoption: January 30, 1992. 

December 9, 1991 
Kristine M. Gebbie 
Secretary 


NEW SECTION 


WAC 246-08-390 ACQUISITION, RETENTION AND SE- 
CURITY OF HEALTH CARE INFORMATION. This section sets 
forth the process by which the department of health or disciplining au- 
thority obtains and protects health care information under RCW 70- 
.02.050. This section does not apply to health care information ob- 
tained by the department through other sources. 

(1) Acquisition. 

(a) The department shall request health care information in writing. 

(b) Health care providers shall provide the requested information 
pursuant to RCW 70.02.050. 

(2) Retention. The department shall maintain health care informa- 
tion obtained under this section as long as necessary to perform agency 
functions. 

(3) Security. The department shall secure the records and protect 
confidentiality. 

(a) The manager of the program within the department that re- 
quested the records shall act as the custodian of records, and shall 
provide access to the information only as necessary to perform agency 
responsibilities. 

(b) The custodian shall monitor the location and security of the 
information. 

(4) The department shall not make health care information obtained 
under RCW 70.02.050 available for public inspection and copying ex- 
cept as may be required by chapter 42.17 RCW. Health care informa- 
tion obtained under this section may be released to public agencies or 
entities as required by law or upon agreement by the agency or entity 
that the health care information will be used only for authorized stat- 
utory purposes and will not be disclosed further. 


WSR 92-01-063 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF AGRICULTURE 
(Hop Commission) 
[Memorandum— December 10, 1991] 


The Washington Hop Commission has adopted a sched- 
ule for 1992 regular and annual meetings. Per WAC 16~ 
532-020 (11)(a) we are required to hold four regular 
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and one annual meeting each year. We file the following 
information with the Washington State Register, as re- 
quired by RCW 42.30.075: 


February 11 Toppenish 
April 7 Yakima 
June 9 Prosser 
October 6 Sunnyside 
December 10 Yakima 


(annual meeting) 


Interested parties may call the Washington Hope Com- 
mission at (509) 453-4749 for the time and site of each 
meeting. 


WSR 92-01-064 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 13, 1991, 10:23 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. | 

Purpose: To adopt by reference the 1991 edition of the 
Uniform Mechanical Code with amendments as chapter 
51-22 WAC. 

Statutory Authority for Adoption: RCW 19.27.074, 
19.27.031, 19.27A.070 through 19.27A.100, and chap- 
ters 19.27 and 19.27A RCW. 

Pursuant to notice filed as WSR 91-16-114 on Au- 
gust 7, 1991. 

Effective Date of Rule: July I, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-22 WAC 
STATE BUILDING CODE ADOPTION AND 
AMENDMENT OF THE 1991 EDITION OF THE 
UNIFORM MECHANICAL CODE 


NEW SECTION 


WAC 51-22-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51—22-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-22-0003 UNIFORM MECHANICAL 
CODE. The 1991 edition of the Uniform Mechanical 
Code, including Chapter 22, Fuel Gas Piping, Appendix 
B, published by the International Conference of Building 
Officials and the International Association of Plumbing 
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and Mechanical Officials is hereby adopted by reference 
with the exceptions noted in this WAC. 


NEW SECTION 


WAC 51-22-004 CONFLICT BETWEEN UNI- 
FORM MECHANICAL CODE AND STATE ENER- 
GY CODE CHAPTER 51-11 WAC. In the case of 
conflict between the duct sealing or insulation require- 
ments of section 1002 or section 1005 of this code and 
the duct sealing or insulation requirements of Chapter 
51-11 WAC, the Washington State Energy Code, or 
where applicable, a local jurisdiction's energy code, the 
provisions of such energy codes shall govern. 


NEW SECTION 


WAC 51-22-005 CONFLICT BETWEEN UNI- 
FORM MECHANICAL CODE AND STATE VEN- 
TILATION AND INDOOR AIR QUALITY CODE 
CHAPTER 51-13 WAC. In the case of conflict between 
the Group R ventilation requirements of this code and 
the Group R ventilation requirements of Chapter 51-13 
W AC, the Washington State Ventilation and Indoor Air 
Quality Code, the provisions of the ventilation and in- 
door air quality code shall govern. 


NEW SECTION 


WAC 51-22-007 EXCEPTIONS. The exceptions 
and amendments to the Uniform Mechanical Code con- 
tained in the provisions of chapter 19.27 RCW shall ap- 
ply in case of conflict with any of the provisions of these 
rules. 


NEW SECTION 


WAC 51-22-008 IMPLEMENTATION. The Uni- 
form Mechanical Code adopted by chapter 51-22 WAC 
shall become effective in all counties and cities of this 
state on July 1, 1992, unless local amendments have 
been approved by the state building code council. 


NEW SECTION 


WAC 51-22-0400 CHAPTER 4 DEFINITIONS 
AND ABBREVIATIONS. 


NEW SECTION 


WAC 51-22-0423 U. Section 423. U.B.C. stan- 
dards is the Uniform Building Code Standards promul- 
gated by the International Conference of Building Offi- 
cials, as adopted by this jurisdiction. 

UNCONFINED SPACE is a room or space having a 
volume equal to at least 50 cubic feet per 1000 Btu/h of 
the aggregate input rating of all fuel-burning appliances 
installed in that space. Rooms communicating directly 
with the space in which the appliances are installed, 
through openings not furnished with doors, are consid- 
ered a part of the unconfined space. 

UNIT HEATER is a heating appliance designed for 
nonresidential space heating and equipped with an inte- 
gral means for circulation of air. 

UNIT REFRIGERATION SYSTEM is a refrigerat- 
ing unit not to exceed three-horsepower rating and 
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which has been factory assembled and tested prior to its 
installation. Such unit shall not be connected to any 
ductwork. The unit shall be a complete one-unit pack- 
age without remote parts. 

UNUSUALLY TIGHT CONSTRUCTION is con- 
struction where: 

(a) Walls and ceilings exposed to the outside atmos- 
phere have a continuous water vapor retarder with a 
rating of one perm or less with any openings gasketed or 
sealed, and 

(b) Weatherstripping on openable windows and doors, 
and 

(c) Caulking or sealants are applied to areas such as 
joints around window and door frames, between sole 
plates and floors, between wall-ceiling joints, between 
wall panels and at penetrations for plumbing, electrical 
and gas lines and at other openings, and 

(d) Any building built using the 1986 or 199] 
Washington State Energy Code, 1986 or 1990 North- 
west Energy Code, or Super Good Cents weatherization 
standards or equivalent. 


NEW SECTION 


WAC 51-22-0500 CHAPTER 5 EQUIPMENT— 
GENERAL. 


NEW SECTION 


WAC 51-22-0504 INSTALLATION. Section 504. 
(a) Listed Appliances. Except as otherwise provided in 
the code, the installation of appliances regulated by this 
code shall conform to the conditions of listing. The ap- 
pliance installer shall leave the manufacturer's installa- 
tion and operating instructions attached to the appliance. 
Clearances of listed appliances from combustible mate- 
rials shall be as specified in the listing or on the rating 
plate. 

(b) Room Large in Comparison to Size of Equipment. 
Central heating furnaces not listed for closet or alcove 
installation shall be installed in a room or space having a 
volume at least 12 times the total volume of the furnace; 
central heating boilers not listed for closet or alcove in- 
stallation shall be installed in a room or space having a 
volume 16 times the volume of the boiler. If the ceiling 
height of the room or space is greater than 8 feet, the 
volume shall be calculated on the basis of 8—foot height. 

(c) Unlisted Appliances. Unlisted appliances shall be 
installed with the standard clearances from combustible 
construction specified in Table No. 5-A. Unlisted appli- 


` ances may have the standard clearances of Table No. 5- 


[70] 


A reduced by employing the forms of protection speci- 
fied in Table No. 5-B. Forms of protection specified in 
Table No. 5-B may be utilized to reduce clearances to 
combustible construction for all applicable appliances. 
(d) Anchorage of Appliances. Appliances designed to 
be fixed in position shall be securely fastened in place. 
Supports for appliances shall be designed and construct- 
ed to sustain vertical and horizontal loads within the 
stress limitations specified in the Building Code. АП floor 
supported mechanical equipment and fixed appliances 
shall be anchored to the structure to resist displacement 
vertically and on both horizontal axis due to seismic 
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motion. Suspended mechanical equipment and appli- 
ances shall have rigid vertical hangers and be braced in 
both horizontal directions. Connections by pipes or ducts 
which are or contain nonrigid elements, are not of in- 
herent sufficient strength, or which are not themselves 
adequately anchored shall not be acceptable as equip- 
ment or appliance anchors. Approved, factory-fabricated 
isolation cushions and dampers are permitted between 
supports or braces and the equipment housing. In no 
case shall flues or vents be used to support or restrain 
equipment or appliances. 

(e) Identification of Equipment. When more than one 
heating, cooling, ventilating or refrigerating system is 
installed on the roof of a building or within the building, 
it shall be permanently identified as to the area or space 
served by the equipment. 

(f) LPG Appliances. Liquefied petroleum gas-burning 
appliances shall not be installed in a pit, basement or 
similar location where heavier-than-air gas might col- 
lect. Appliances so fueled shall not be installed in an 
above-grade under-floor space or basement unless such 
location is provided with an approved means for removal 
of unburned gas. 


NEW SECTION 


WAC 51-22-0800 CHAPTER 8 VENTED DEC- 
ORATIVE APPLIANCES, FLOOR FURNACES, 
VENTED WALL FURNACES, UNIT HEATERS 
AND ROOM HEATERS. 


NEW SECTION 


WAC 51-22-0807 ROOM HEATERS. Section 
807. (a) Vented Freestanding. Vented freestanding room 
heaters shall be installed with clearances from combus- 
tible material as set forth in Table No. 5-A. 
EXCEPTION: Heaters listed for reduced clearances may be in- 


stalled at the clearances specified on the required 
manufacturer's label. 


Vented freestanding room heaters shall not be located 
so that a door can swing within less than 12 inches of a 
warm-air outlet of the heater, measured at right angles 
to the outlet. Doorstops or door closers shall not be in- 
stalled to obtain such clearance. 

Vented freestanding room heaters shall be located at 
least 36 inches below any part of a structure projecting 
over the heater. This projection shall include doors or 
windows that could project over the heater. 

Vented freestanding room heaters shall be safely and 
securely installed to prevent accidental displacement. 

(b) Vented Overhead. Vented overhead room heaters 
shall be safely and securely supported with hangers and 
brackets of noncombustible material and shall be in- 
stalled with clearances from combustible material as 
specified on the required manufacturer's label. 


EXCEPTION: Installation of overhead heaters in aircraft storage or 


servicing areas of Group B, Division 3 Occupancies 
shall comply with the requirements of Section 802. 


(c) Unvented. Unvented fuel-burning room heaters 
shall not be installed, used, maintained or permitted to 
exist in a Group I Occupancy nor shall an unvented 
heater be installed in any building, whether as a new or 
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as a replacement installation, unless permitted by this 
section. This subsection shall not apply to portable oil- 
fired unvented heating appliances used as supplemental 
heating in Group B and M Occupancies and regulated 
by the Fire Code. 

Approved, unvented portable oil-fueled heaters may 
be used as a supplemental heat source in any Group M, 
R, B-2, or B-4 Occupancy provided that such heaters 
shall not be located in any sleeping room or bathroom, 
and shall comply with RCW 19.27A.080, 19.274.090, 
19.274.100, 19.274.110, and 19.274.120. 

(d) Overhead Radiant Heaters. Listed or approved 
unvented overhead room heaters may be installed in 
Group A, Division 2, 2.1, 3, or 4; Groups B, H, Division 
4; Group H, Division 5, or Group M Occupancy, pro- 
vided the installation conforms to all of the following 
requirements: 

1. АП portions of the heater are located at least 8 feet 
above the floor. 

2. At least two unobstructed permanent openings are 
provided to the room or space containing such heaters. 
These openings shall open directly to the outside of the 
building through the floor, roof or wall. The minimum 
combined total area of these openings shall be at least 1 
square inch for each 1000 Btu/h input of the heater or 
heaters, with a minimum total area of 100 square inches. 
One half of the required openings shall be above the 
heater or heaters and one half shall be located below the 
heater or heaters. 

EXCEPTION: When approved by the building official, provisions 


may be made to exhaust the products of combustion 
to the exterior by mechanical means. 


3. Heaters shall be safely and securely supported with 
hangers and brackets of noncombustible material and 
installed with clearances from combustible material as 
specified on the required manufacturer's label. 


NEW SECTION 
WAC 51-22-1000 CHAPTER 10 DUCTS. 


NEW SECTION 


WAC 51-22-1002 MATERIAL. Section 1002. (a) 
General. Supply air, return air and outside air for heat- 
ing, cooling or evaporative cooling systems shall be con- 
ducted through duct systems constructed of metal as set 
forth in Tables Nos. 10—A, 10-B and 10—C; metal ducts 
complying with U.M.C. Standard No. 10-2 with prior 
approval; or factory-made air ducts complying with 
U.M.C. Standard No. 10-1. Ducts, plenums and fittings 
may be constructed of concrete, clay, ceramics or other 
approved nonmetallic materials when installed in the 
ground or in a concrete slab, provided the joints are 
tightly sealed. 

Corridors shall not be used to convey air to or from 
rooms if the corridor is required to be of fire—resistive 
construction by Section 3305 (g) of the U.B.C. 


EXCEPTIONS: 1. Where such air is part of an engineered smoke 
control system. 

2. Corridors conforming to Section 3320 (c) of the 
Uniform Building Code in Group I Occupancies. 

3. Corridors serving residential occupancies may be 


supplied without specific mechanical exhaust subject 
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to the following: 

A. The supply air is 100% outside air, and 

B. The units served by the corridor have conforming 
ventilation independent of the air supplied to the 
corridor, and 

C. For other than high-rise buildings, the supply 
fan will automatically shut off upon activation of 
corridor smoke detectors which shall be spaced at 
no more than 30 feet on center along the corridor, 
or 

D. For high-rise buildings, corridor smoke detector 
activation will close required smoke/fire dampers at 
the supply inlet to the corridor at the floor receiving 
the alarm. 


Concealed building spaces or independent construction 
within buildings may be used as ducts or plenums. 

When gypsum products are exposed in ducts or ple- 
nums, the air temperature shall be restricted to a range 
from SO?F. to 125°F. and moisture content shall be 
controlled so that the material is not adversely affected. 
For the purpose of this Section, gypsum products shall 
not be exposed in ducts serving the direct exhaust from 
evaporative coolers, and in other air-handling systems 
regulated by this chapter where the design engineer de- 
termines that the temperature of the gypsum product 
will be below the dew point temperature under normal 
operating conditions. 

See Section 904 for limitations on combustion pro- 
ducts venting systems extending into or through duct or 
plenums. 

See Section 1104 for limitations on environmental air 
systems exhaust ducts extending into or through ducts or 
plenums. 

(b) Combustibles within Ducts or Plenums. Materials 
exposed within ducts or plenums shall have a flame- 
spread index of not more than 25 and a smoke-devel- 
oped rating of not more than 50 when tested in accord- 
ance with the test for Surface Burning Characteristics of 
Building Materials, U.B.C. Standard No. 42-1. 


EXCEPTIONS: 1. Return-air and outside-air ducts, plenums or 
concealed spaces which serve a dwelling unit may 
be of combustible construction. 

2. Air filters serving a dwelling unit. 

3. Air filters listed by an approved testing agency as 
complying with reference standards included in Ap- 
pendix C. 

4. Air filters used as water evaporation medium in 
an evaporative cooler. 

5. Charcoal filters when protected with an approved 
fire suppression system. 

6. Electrical wiring in plenums shall comply with 
the Electrical Code. Flame propagation and smoke 
production characteristics of exposed electric cables 
installed in concealed space used as air plenums 
shall: 

A. Exhibit a flame travel of 5 feet or less, and 

B. Produce smoke having an average optical density 
not greater than 0.15 and having a peak optical 
density of 0.5 or less when tested in accordance with 
U.M.C. Standard No. 10-3. 

C. Wiring meeting these requirements shall be 
listed and labeled as plenum cable as required by 
the Electrical Code. 

7. Nonmetallic fire sprinkler piping in plenums shall 
be listed and shall meet the following requirements: 
A. Exhibit flame travel of 5 feet or less, and 

B. Produce smoke having an average optical density 
not greater than 0.15 and having a peak optical 
density of 0.5 or less when tested in accordance with 
U.M.C. Standard No. 10-3. 
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(b) Factory-made Air Ducts. Factory-made air ducts 
shali be approved for the use intended or shall conform 
to the requirements of U.M.C. Standard No. 10-1. Each 
portion of a factory-made air duct system shall be iden- 
tified by the manufacturer with a label or other suitable 
identification indicating compliance with U.M.C. Stan- 
dard No. 10-1 and its class designation. These ducts 
shall be listed and shall be installed in accordance with 
the terms of their listing, and the requirements of 
U.M.C. Standard No. 10-5. 

(c) Joints and Seams of Ducts. Joints of duct systems 
shall be made substantially airtight by means of tapes, 
mastics, gasketing or other means. 

Crimp joints for residential round ducts shall have a 
contact lap of at least 1 1/2 inch and shall be mechani- 
cally fastened by means of at least three sheet-metal 
screws equally spaced around the joint, or an equivalent 
fastening method. 

Joints and seams for 0.016-inch (No. 28 gage) and 
0.013-inch (No. 30 gage) residential rectangular ducts 
shall be as specified in Table No. 10-A for 0.019-inch 
(No. 26 gage) material. 

Joints and seams for rectangular duct systems shall be 
as specified in Table No. 10-A. 

Joints and seams for flat oval ducts and round ducts in 
other than single dwelling units shall be as specified in 
Table No. 10-B. 

Joints and seams and all reinforcements for factory- 
made air ducts and plenums shall meet with the condi- 
tions of prior approval in accordance with the installa- 
tion instructions that shall accompany the product. 

(d) Metal. Every duct, plenum or fitting of metal shall 
comply with Table No. 10-A or Table No. 10-B. 


EXCEPTIONS: 1. Ducts, plenums and fittings for systems serving 


single dwelling units may comply with Table No. 
10-C. 

2. Duct systems complying with U.M.C. Standard 
No. 10-1. 


(e) Tin. Existing tin ducts may be used when cooling 
coils are added to a heating system, provided the first 10 
feet of the duct or plenum measured from the cooling 
coil discharge are constructed of metal of the gage 
thickness set forth in Table No. 10-A, No. 10-B or No. 
10-C of this chapter or are of approved material and 
construction. Tin ducts completely enclosed in inaccessi- 
ble concealed areas need not be replaced. All accessible 
ducts shall be insulated to comply with Table No. 10-D 
of this chapter. For the purpose of this subsection, ducts 
shall be considered accessible where the access space is 
30 inches or greater in height. 

(f) Vibration Isolators. Vibration isolators installed 
between mechanical equipment and metal ducts (or cas- 
ings) shall be made of an approved material and shall 
not exceed 10 inches in length. 


NEW SECTION 


WAC 51-22-1100 CHAPTER 11 VENTILA- 
TION SYSTEMS AND PRODUCT-CONVEYING 
SYSTEMS. 
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NEW SECTION 


WAC 51-22-1104 ENVIRONMENTAL AIR 
DUCTS. Section 1104. Environmental air ducts not 
regulated by other provisions of this code shall comply 
with this section. Ducts shall be substantially airtight 
and shall comply with the provisions of Chapter 10. Ex- 
haust ducts shall terminate outside the building and 
shall be equipped with back-draft dampers. Environ- 
mental air ducts which have an alternate function as a 
part of an approved smoke-control system do not require 
design as Class 1 product-conveying ducts. 

Ducts used for domestic kitchen range ventilation: and 
domestic clothes dryers shall be of metal and shall have 
smooth interior surfaces. Commercial dryer exhaust 
ducts shall be installed in accordance with their listing. 
For additional requirements for domestic dryer exhaust 
systems, see Section 1903. 


EXCEPTION: Approved flexible duct connectors not more than 6 ` 


feet in length may be used in connection with domes- 
tic dryer exhausts. Flexible duct connectors shall not 
be concealed within construction. 


Bathroom and laundry room exhaust ducts may be of 
gypsum wallboard subject to the limitations of Section 
1002 (a). 

When gypsum products are exposed in ducts and ple- 
nums, the air temperature shall be restricted to a range 
from 50°F to 125°F and moisture content shall be con- 
trolled so that the material is not adversely affected. For 
the purpose of this Section, gypsum products shall not be 
exposed in ducts serving exhaust from public showers, 
swimming pools, jacuzzi rooms and in other air—han- 
dling systems where the design engineer determines that 
the temperature of the gypsum product will be below the 
dew point temperature under normal operating 
conditions. 

Exhaust ducts shall not extend into or through ducts 
or plenums. 

EXCEPTIONS Exhaust ducts conveying environmental air may pass 
through a duct or plenum provided that: 
1. The duct is maintained under sufficient negative 
pressure to prevent leakage of the exhaust air to the 
surrounding duct or plenum; or 
2. If maintained under a positive pressure with re- 
spect to the surrounding duct or plenum, the exhaust 
duct will be sealed to prevent leakage; or 
3. The surrounding air stream is an exhaust air 
stream not intended for recirculation to the building 
and cross contamination of the two air streams will 
not create a hazardous condition. 


NEW SECTION 


WAC 51-22-1500 CHAPTER 15 MECHANI- 
CAL REFRIGERATING EQUIPMENT. 


NEW SECTION 


WAC 51-22-1508 REFRIGERATION MA- 
CHINERY ROOM VENTILATION. Section 1508. 
Refrigeration machinery rooms shall be provided with 
means of ventilation to the outside of the building. Such 
ventilation shall also incorporate provisions for emergen- 
cy ventilation. The two requirements may be combined 
in one system, conforming to the following requirements: 
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1. An emergency exhaust system serving no other area 
and having the capacity to provide a complete change of 
air in such room at least once every five minutes and 
discharge to the outside of the building at a location not 
less than 20 feet from any exterior door, window or any 
operable opening in any building. Provisions shall be 
made for makeup air to replace that being exhausted. 
Each exhaust ventilation system shall be controlled by a 
readily accessible emergency ventilation switch located 
within 2 feet of the switch specified in Section 1509, and 
the switch shall be labeled to comply with Section 1519. 
Operating status indicator shall be provided at the 
switch and at the fire control center. 

2. A mechanical ventilation system or gravity ventila- 
tion openings to the outside of the building shall be sized 
in accordance with Table No. 15-B based on accumu- 
lated horsepower in the rooms with refrigeration units 
and shall operate continuously. 

Gravity openings shall be so installed that approxi- 
mately one-half of the required area is located within 12 
inches of the ceiling and one-half of the required area is 
located within 12 inches of the floor of the room. Every 
portion of the lower opening shall be horizontal or slope 
downward from the opening in the refrigeration machin- 
ery room to the exterior of the building at or above the 
adjacent ground level. 

Equipment and components located in a refrigeration 
machinery room shall be protected from freezing or oth- 
er low temperature damage. 

3. Where gravity ventilation is not provided, operation 
of the mechanical ventilation shall occur anytime the 
space is occupied, or operations or maintenance person- 
nel are present. 


NEW SECTION 


WAC 51-22-1900 CHAPTER 19 MISCELLA- 
NEOUS HEAT-PRODUCING APPLIANCES. 


NEW SECTION 


WAC 51-22-1903 CLOTHES DRYERS. Section 
1903. (a) Moisture Exhaust Ducts. Moisture exhaust 
ducts shall terminate on the outside of the building and 
shall be equipped with a back-draft damper. Screens 
shall not be installed at the duct termination. Ducts for 
exhausting clothes dryers shall not be connected or in- 
stalled with sheet metal screws or other fasteners which 
will obstruct the flow. Clothes dryer moisture-exhaust 
ducts shall not be connected to a gas vent connector, gas 
vent or chimney. Clothes dryer moisture—exhaust ducts 
shall not extend into or through ducts or plenums. 
Clothes dryer exhaust ducts shall be protected by a steel 
plate or clip not less than 1/16 inch (1.59 mm) in thick- 
ness and of sufficient width to fully protect the duct. 
Plates or clips shall be placed on the finish face of all 
framing members which the clothes dryer exhaust duct 
passes through when there is less than one-and—one- 
quarter inch (1 1/4") of framing material between the 
duct and the finish face. Plates or clips shall also be 
placed where nails or screws from finish or other work 
are likely to penetrate the clothes dryer exhaust duct. 
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(b) Length Limitation. Unless otherwise permitted or 
required by the dryer manufacturer's installation in- 
structions and approved by the building official, domestic 
dryer moisture-exhaust ducts shall not exceed a total 
combined horizontal and vertical length of 14 feet, in- 
cluding two 90—degree elbows. Two feet shall be de- 
ducted for each 90-degree elbow in excess of two. 

(c) Domestic Clothes Dryers. When a compartment or 
space for a domestic clothes dryer is provided, a mini- 
mum 4-inch-diameter moisture-exhaust duct of ap- 
proved material shall be installed in accordance with this 
section and Section 1104. 

(d) Commercial Clothes Dryers. The installation of 
commercial clothes dryer exhaust ducts shall comply 
with the appliance manufacturer's installation 
instructions. 


WSR 92-01-065 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 13, 1991, 10:29 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To adopt by reference the 1991 editions of 
the Uniform Fire Code and the Uniform Fire Code 
Standards with amendments, chapters 51—24 and 51—25 
WAC. 

Statutory Authority for Adoption: RCW 19.27.074, 
19.27.031, and chapter 19.27 RCW. 

Pursuant to notice filed as WSR 91—16-115 on Au- 
gust 7, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 51—24-10507 (e) 3, this section was 
amended to note that the requirements only apply to 
new buildings constructed after July I, 1992, added a 
NOTE as to the applicability of this section to structural 
additions, repairs, and alterations to existing buildings, 
under the exception, the aggregate area of clustered 
portable school classrooms was reduced to 5,000 square 
feet, and the area and height increases as well as the al- 
lowance of one-hour construction substitution was fur- 
ther defined; and WAC 51-24-79601(d), this section 
was amended to allow an alternative to the handling of 
leaking tanks. A leaking tank shall either be emptied 
and removed or repaired in accordance with chapter 
173-360 WAC. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-24 WAC 
STATE BUILDING CODE ADOPTION AND 
AMENDMENT OF THE 1991 EDITION OF THE 
UNIFORM FIRE CODE 


NEW SECTION 


WAC 51-24-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 
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NEW SECTION 


WAC 51-24-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-24-003 UNIFORM FIRE CODE. The 
1991 edition of the Uniform Fire Code published by the 
International Conference of Building Officials and the 
Western Fire Chiefs Association is hereby adopted by 
reference with the following additions, deletions, and 
exceptions. | 


NEW SECTION 


WAC 51-24-007 EXCEPTIONS. The exceptions 
and amendments to the Uniform Fire Code contained in 
the provisions of chapter 19.27 RCW shall apply in case 
of conflict with any of the provisions of these rules. 


NEW SECTION 


WAC 51-24-008 IMPLEMENTATION. The Uni- 
form Fire Code adopted by chapter 51-24 WAC shall 
become effective in all counties and cities of this state on 
July 1, 1992, unless local amendments have been ap- 
proved by the state building code council. 


NEW SECTION 
WAC 51-24-04000 ARTICLE 4. PERMITS. 
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NEW SECTION 
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WAC 51-24-04123 TABLE NO. 4.108-C, PERMIT AMOUNTS FOR HAZARDOUS MATERIALS. 


TABLE NO. 4.108-C 


PERMIT AMOUNTS FOR HAZARDOUS MATERIALS! 


TYPE OF MATERIAL 


Cellulose nitrate 
Combustible fiber 
Combustible liquids 
Corrosive gases 
Corrosive liquids 
Cryogens 
Explosives 
Flammable gases 
Flammable liquids 
Flammable solids 
Highly toxic gases (including pesticides 
and fumigants) 


Highly toxic liquids and solids (including 


pesticides and fumigants) 
Liquified petroleum gases 
Magnesium 
Nitrate film 
Oxidizing gases 
Oxidizing liquids: Class 
Class 
Class 
Class 
Oxidizing solids: — Class 
Class 
Class 
Class 
Organic peroxide liquids 
and solids: Class 
Class 
Class 
| Class 
Pyrophoric gases 
Pyrophoric liquids 
Pyrophoric solids 
Radioactive materials (including gases, 
liquids and solids) 
. Toxic gases 
Toxic liquids 
Toxic solids 
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AMOUNT 


See No. c.4 
See No. c.5 
See No. f.3 
See No. c.7 
55 gallons 
See No. c.8 
See No. e.1 
See No. c.7 
See No. f.3 
100 pounds 


See No. c.7 


Any amount 
See No. 1.1 
See No. m.1 
See No. c.3 
See No. c.7 
Any amount 
1 gallon 

10 gallons 
55 gallons 
Any amount 
10 pounds 

100 pounds 
500 pounds 


Any amount 
Any amount 
10 pounds 

20 pounds 

See No. c.7 
Any amount 
Any amount 


See No. r.1 
See No. c.7 
50 gallons 
500 pounds 


WSR 92-01-065 


Washington State Register, Issue 92-01 


TABLE NO. 4.108-C--PERMIT AMOUNTS FOR HAZARDOUS MATERIALS! 
(continued) 


TYPE OF MATERIAL 


Unstable (reactive) gases 
Unstable (reactive liquids: 


Unstable (reactive) solids: 


Water-reactive liquids: 


Water-reactive solids: 


AMOUNT 


See No. c.7 


Class 4 Any amount 
Class 3 Any amount 
Class 2 5 gallons 

Class 1 10 gallons 
Class 4 Any amount 
Class 3 Any amount 
Class 2 50 pounds 

Class 1 100 pounds 
Class 3 Any amount 
Class 2 5 gallons 

Class 1 10 gallons 
Class 3 Any amount 
Class 2 50 pounds 

Class 1 100 pounds 


1 See Article 80 for additional requirements and exceptions. 


NEW SECTION 


WAC 51-24-09000 ARTICLE 9. 
TIONS AND ABBREVIATIONS. 


DEFINI- 


NEW SECTION 


WAC 51-24-09105 SECTION 9.105. CARCINO- 
GEN is a substance that causes the development of can- 
cerous growths in living tissue. A chemical is considered 
to be a carcinogen if: 

(a) It has been evaluated by the International Agency 
for Research on Cancer (IARC) and found to be a car- 
cinogen or potential carcinogen, or 

(b) It is listed as a carcinogen or potential carcinogen 
in the latest edition of the Annual Report on Carcino- 
gens published by the National Toxicology Program, or 

(c) It is regulated by OSHA as a carcinogen. 


CARGO TANK is a container having a liquid capac- 
ity in excess of 110 gallons used for carrying flammable 
or combustible liquids, LP-gas, or hazardous chemicals 
and mounted permanently or otherwise upon a tank ve- 
hicle. The term "cargo tank" does not apply to contain- 
ers solely for the purpose of supplying fuel for propulsion 
of the vehicle upon which it is mounted. 


CARNIVAL is a mobile enterprise principally devot- 
ed to offering amusement or entertainment to the public 
in, upon or by means of portable amusement rides or 
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devices or temporary structures in any number or com- 
bination, whether or not associated with other structures 
or forms of public attraction. 


CEILING LIMIT is the maximum concentration of 
an airborne contaminant to which one may be exposed. 
The ceiling limits utilized are to be those published in 29 
CFR 1910.1000. 


CELLULOSE NITRATE PLASTICS (Pyroxylin) is 
a plastic substance, material or compound, other than 
cellulose nitrate film, covered by Article 33, or guncot- 
ton or other explosive covered by Article 77, having cel- 
lulose nitrate as a base, or whatever name known, when 
in the form of blocks, slabs, sheets, tubes or fabricated 
shapes. For requirements, see Article 27. 


CENTRAL SUPPLY is that portion of system which 
normally supplies piping systems. 
CGA is the Compressed Gas Association. 


CER is the Code of Federal Regulations of the United 
States Government. 


CHEMICAL is any element, chemical compound or 
mixture of elements or compounds or both. 


CHEMICAL МАМЕ is the scientific designation of a 
chemical in accordance with the nomenclature system 
developed by the International Union of Pure and Ap- 
plied Chemistry, the Chemical Abstracts Service rules of 
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nomenclature, or a name which will clearly identify a 
chemical for the purpose of conducting an evaluation. 


CHEMICAL PLANT is a plant or that portion of a 
plant other than a refinery or distillery where flammable 
or combustible liquids are produced by chemical reac- 
tions or used in chemical reactions. 


CHIEF OR CHIEF OF THE FIRE DEPART- 
MENT is the chief officer of the fire department serving 
the jurisdiction or the chief officer's authorized 
representative. 


CHIEF ENGINEER is the chief. 


CHIEF OF THE POLICE or POLICE DEPART- 
MENT is the chief law enforcement officer of the juris- 
diction or the chief law enforcement officer's authorized 
representative. 


CHIEF OF THE BUREAU OF FIRE PREVEN- 
TION is the head of the fire prevention bureau. 


CLASSIFIED PRODUCT is a product that has been 
evaluated with respect to (a) the properties of the 
product, (b) a limited spectrum of hazards to life or 
property, (c) suitability of the product for certain uses 
and (d) other conditions by a nationally recognized test- 
ing laboratory or approved organization. 


CLOSED CONTAINER is a container sealed by 
means of a lid or other device such that liquid, vapor or 
dusts will not escape from it under ordinary conditions 
of use or handling. 


COMBUSTIBLE FIBERS are readily ignitable and 
free-burning fibers, such as cotton, sisal, henequen, ixtle, 
jute, hemp, tow, cocoa fiber, oakum, baled waste, baled 
wastepaper, kapok, hay, straw, excelsior, Spanish moss 
or other like materials. 


COMBUSTIBLE FIBER STORAGE BIN is a metal 
or metal-lined container with a capacity not exceeding 
100 cubic feet and equipped with a self-closing cover. 


COMBUSTIBLE FIBER STORAGE ROOM is a 
room with a capacity not exceeding 500 cubic feet sepa- 
rated from the remainder of a building by not less than a 
one-hour occupancy separation constructed in accord- 
ance with the Building Code. 


COMBUSTIBLE FIBER STORAGE VAULT, 
PROTECTED, is a room with a capacity exceeding 
1,000 cubic feet separated from a remainder of a build- 
ing by not less than a two-hour occupancy separation 
constructed in accordance with the Building Code and 
provided with an approved automatic sprinkler system. 


COMBUSTIBLE FIBER STORAGE VAULT, UN- 
PROTECTED, is a room with a capacity not exceeding 
1,000 cubic feet separated from the remainder of the 
building by a two-hour occupancy separation construct- 
ed in accordance with the Building Code and provided 
with approved safety vents to the outside. 


COMBUSTIBLE LIQUID is a liquid having a flash 
point at or above 100? F. Combustible liquids are subdi- 
vided as follows: 
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Class II liquids are those having fiash points at or 
above 100°F. and below 140°F. 

Class ПІ-А liquids are those having flash points at or 
above 140°F. and below 200?F. 

Class III-B liquids are those liquids having flash 
points at or above 200°F. 


COMBUSTIBLE WASTE MATTER includes mag- 
azines; books; trimmings from lawns, trees or flower 
gardens; pasteboard boxes; rags; paper; straw; sawdust; 
packing material; shavings; boxes; rubbish; and refuse 
that will ignite through contact with flames of ordinary 
temperatures. 


COMMODITY is a combination of products, packing 
materials and containers. 


COMPRESSED GAS is (a) a gas or mixture of gases 
having an absolute pressure exceeding 40 psi at 70°F. in 
a container, or 

(b) A gas or mixture of gases having an absolute 
pressure exceeding 104 psi in a container at 130°F., re- 
gardless of the pressure at 70?F., or 

(c) A liquid having a vapor pressure exceeding 40 psi 
at 100?F. as determined by UFC Standard No. 9—5. 


CONDENSATE TANK is a tank which is installed 
in the vapor—return piping of a vapor—recovery system to 
collect condensed gasoline and is capable of being emp- 
tied of liquids without opening. 


CONGREGATE RESIDENCE is any building or 
portion thereof which contains facilities for living, sleep- 
ing and sanitation, as required by the Building Code, 
and may include facilities for eating and cooking, for 
occupancy by other than a family. А congregate resi- 
dence may be a shelter, convent, monastery, dormitory, 
fraternity or sorority house but does not include jails, 
hospitals, nursing homes, hotels or lodging houses. 


CONTAINER. See Articles 79 and 80. 


CONTINUOUS GAS-DETECTION SYSTEM is a 
gas-detection system where the analytical instrument is 
maintained in continuous operation and sampling is per- 
formed without interruption. Analysis may be performed 
on a cyclical basis at intervals not to exceed 30 minutes. 


CONTROL AREA is a space within a building where 
the exempt amounts may be stored, dispensed, used or 
handled. Storage or use of quantities in excess of those 
listed in the tables are required by UBC 901 to be rated 
as the appropriate Group H Occupancy. 


CONVERSION OIL BURNER is a burner for field 
installation in heating appliances such as boilers and 
furnaces. It may be furnished with or without a primary 
safety control. Under special circumstances, it may be 
installed for firing ovens, water heaters, ranges, special 
furnaces and the like. A burner of this type may be a 
pressure-atomizing gun type, a horizontal or vertical ro- 
tary type, or a mechanical or natural draft-vaporizing 


type. 
CONVERSION RANGE OIL BURNER is an oil 


burner designed to burn kerosene, range oil or similar 
fuel. It is intended primarily for installation in a stove or 
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range, a portion or all of which was originally designed 
to utilize solid fuel and to which a flue is connected. 


CORROSIVE is a chemical that causes visible de- 
struction of, or irreversible alterations in, living tissue by 
chemical action at the site of contact. A chemical is 
considered to be corrosive if, when tested on the intact 
skin of albino rabbits by the method described in Ap- 
pendix A to CFR 49 Part 173, it destroys or changes ir- 
reversibly the structure of the tissue at the site of con- 
tact following an exposure period of four hours. This 
term does not refer to action on inanimate surfaces. 


CORROSIVE LIQUID is a liquid which, when in 
contact with living tissue, will cause destruction or irre- 
versible alteration of such tissue by chemical action. Ex- 
amples include acidic, alkaline or caustic materials. 


COVERED MALL BUILDING is a single building 
enclosing a number of tenants and occupancies such as 
retail stores, drinking and dining establishments, enter- 
tainment and amusement facilities, offices, and other 
similar uses wherein two or more tenants have a main 
entrance into one or more malls. 


CRUDE PETROLEUM is a hydrocarbon mixture 
that has a flash point below 150°Е. and which has not 
been processed in a refinery. 


CRYOGENIC FLUID is a fluid that has a normal 
boiling point below 150°F. 


CRYOGENIC IN-GROUND CONTAINER is a 
container in which the maximum liquid level is below 
the normal surrounding grade and is constructed essen- 
tially of natural materials such as earth and rock and 
dependent upon the freezing of water-saturated earth 
materials for its tightness or impervious nature. 


CRYOGENIC VESSEL is a pressure vessel, low- 
pressure tank or atmospheric tank designed to contain a 
cryogenic fluid on which venting, insulation, refrigera- 
tion or a combination of these is used in order to main- 
tain the operating pressure within the design pressure 
and the contents in a liquid phase. 


CUT-OFF STORAGE is indoor storage which is 
separated from other building areas by not less than a 
two-hour fire-resistive occupancy separation. 


CYLINDER is a pressure vessel designed for pres- 
sures higher than 40 pounds per square inch, absolute 
and having a circular cross section. It does not include a 
portable tank, multiunit tank car tank, cargo tank or 
tank car. 


NEW SECTION 


WAC 51-24-09107 SECTION 9.107. ELECTRI- 
CAL BLASTING CAP is a shell containing a charge of 
detonating compound designed to be fired by an electric 
current. 


ELECTRICAL CODE is the National Electrical 
Code, promulgated by the National Fire Protection As- 
sociation, as adopted by the Washington State Depart- 
ment of Labor and Industries, Electrical Section. 
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ELECTRICAL FIRING UNIT is the source of elec- 
trical current used to ignite electric matches. Generally, 
the firing unit will have switches to control the routing of 
the current to various firework items and will have a test 
circuit and warning indicators. 


ELECTROSTATIC FLUIDIZED BED is a contain- 
er holding powder coating material which is aerated 
from below so as to form an air-supported expanded 
cloud of such material which is electrically charged with 
a charge opposite to the charge of the object to be 
coated. Such object is transported through the container 
immediately above the charged and aerated materials in 
order to be coated. 


ENCAPSULATED is a method of packaging consist- 
ing of a plastic sheet completely enclosing the sides and 
top of a pallet load. The term encapsulated does not ap- 
ply to banding or individual plastic-enclosed items inside 
a large nonplastic-enclosed container. 


EXCESS FLOW CONTROL is a fail-safe system 
designed to shut off flow due to a rupture in pressurized 
piping systems. 


EXCESS FLOW VALVE is a valve inserted into a 
compressed gas cylinder, portable tank or stationary 
tank that is designed to positively shut off the flow of gas 
in the event that its predetermined flow is exceeded. 


EXECUTIVE BODY is the governing body of the ju- 
risdiction adopting this code. 


EXIT is a continuous and unobstructed means of 
egress to a public way, and shall include aisles, doors, 
doorways, gates, corridors, exterior exit balconies, 
ramps, stairways, smokeproof enclosures, horizontal ex- 
its, exit passageways, exit courts and yards. 


EXIT COURT is a yard or court providing egress to 
a public way for one or more required exits. 


EXIT PASSAGEWAY is an enclosed means of 
egress connecting a required exit or exit court with a 
public way. 


EXPLOSION is an effect produced by the sudden vi- 
olent expansion of gases, which may be accompanied by 
a shock wave or disruption, or both, of enclosing materi- 
als or structures. Ап explosion may result from (a) 
chemical changes such as rapid oxidation, deflagration 
or detonation, decomposition of molecules and runaway 
polymerization (usually detonations); (b) physical 
changes such as pressure tank ruptures; or (c) atomic 
changes (nuclear fission or fusion). 


EXPLOSIVE is (a) a chemical that causes a sudden, 
almost instantaneous release of pressure, gas and heat 
when subjected to sudden shock, pressure, or high tem- 
peratures or (b) a material or chemical, other than a 
blasting agent, that is commonly used or intended to be 
used for the purpose of producing an explosive effect and 
is regulated by Article 77. 


EXPLOSIVE MATERIALS are explosives, blasting 
agents and detonators including, but not limited to, dy- 
namite and other high explosives; slurries, emulsions and 
water gels; black powder and pellet powder; initiating 
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explosives; detonators or blasting caps; safety fuses; 
squibs; detonating cord; igniter cord; igniters and Class 
B special fireworks. 


EXTENSION CORD and PORTABLE FLEXIBLE 
CORD is flexible cord of any length which has one male 
connector on one end and one or more female connectors 
on the other, and no built-in overcurrent protection. 


NEW SECTION 


WAC 51-24-09110 SECTION 9.110. HAN- 
DLING is the deliberate transport of material by any 
means to a point of storage or use. 


HAZARDOUS CHEMICAL REACTION is a reac- 
tion which generates pressure or byproducts which may 
cause injury, illness or harm to humans, domestic ani- 
mals, livestock or wildlife. 


HAZARDOUS FIRE AREA is land which is covered 
with grass, grain brush or forest, whether privately or 
publicly owned, which is so situated or is of such inac- 
cessible location that a fire originating upon such land 
would present an abnormally difficult job of suppression 
or would result in great and unusual damage through 
fire or resulting erosion. Such areas are designated by 
the chief on a map maintained in the office of the chief. 


HAZARDOUS MATERIALS are those chemicals or 
substances which are physical hazards or health hazards 
as defined and classified in Article 80 whether the mate- 
rials are in usable or waste condition. 


HAZARDOUS PRODUCTION MATERIAL 
(НРМ) is a solid, liquid or gas that has a degree-of— 
hazard rating in health, flammability or reactivity of 
Class 3 or 4 as ranked by UFC Standard No. 79-3 and 
which is used directly in research, laboratory or produc- 
tion processes which have as their end product materials 
which are not hazardous. 


HAZARDOUS WATERSHED FIRE AREA is a lo- 
cation within 500 feet of a forest or brush-, grass- or 
grain-covered land, exclusive of small individual lots or 
parcels of land located outside of a brush, forest or 
grass—covered area. 


HEALTH HAZARD is a classification of a chemical 
for which there is statistically significant evidence based 
on at least one reproducible study conducted in accord- 
ance with established scientific principles that acute 
health effects may occur in exposed persons. The term 
"health hazard" includes chemicals which are toxic or 
highly toxic agents, irritants, corrosives, hepatotoxins, 
nephrotoxins, neurotoxins, agents which can have an 
acute effect on the hematopoietic system, and agents 
that have acute effects on the lungs, skin, eyes or mu- 
cous membranes. 


HEATING AND COOKING APPLIANCE is an 
electric, gas or oil-fired appliance not intended for cen- 
tral heating. 

HIGH EXPLOSIVE is explosive material, such as 


dynamite, which can be caused to detonate by means of 
a No. 8 test blasting cap when unconfined. 
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HIGHLY TOXIC MATERIAL is a material which 
produces a lethal dose or lethal concentration which falls 
within any of the following categories: 


(a) A chemical that has a median lethal dose (LD;,) 
of 50 miłligrams or less per kilogram of body weight 
when administered orally to albino rats weighing be- 
tween 200 and 300 grams each. 

(b) A chemical that has a median lethal dose (LD;,) 
of 200 milligrams or less per kilogram of body weight 
when administered by continuous contact for 24 hours, 
or less if death occurs within 24 hours, with the bare 
skin of albino rabbits weighing between 2 and 3 kilo- 
grams each. 

(c) A chemical that has a median lethal concentration 
(LC;) in air of 200 parts per million by volume or less 
of gas or vapor, or 2 milligrams per liter or less of mist, 
fume or dust, when administered by continuous inhala- 
tion for one hour, or less if death occurs within one hour, 
to albino rats weighing between 200 and 300 grams 
each. 

Mixtures of these materials with ordinary materials, 
such as water, may not warrant classification as highly 
toxic. While this system is basically simple in applica- 
tion, any hazard evaluation which is required for the 
precise categorization of this type of material shall be 
performed by experienced, technically competent 
persons. 


HIGHLY TOXIC PESTICIDE is a pesticide which 
is required by federal regulation to bear a skull and 
crossbones and be labeled with the word "poison." 


HIGHLY VOLATILE LIQUID is a liquid with a 
boiling point of less than 68°F. 


HIGH-PILED COMBUSTIBLE STORAGE is com- 
bustible materials in closely packed piles more than 15 
feet in height or combustible materials on pallets or in 
racks more than 12 feet in height. For certain special- 
hazard commodities such as rubber tires, plastics, some 
flammable liquids, idle pallets, etc., the critical pile 
height may be as low as 6 feet. 


HIGH-RACK STORAGE SYSTEM is a system lo- 
cated in an area having no occupant load that has stor- 
age over 40 feet in height, racks placed such that aisles 
are not provided as required by Section 81.108, and au- 
tomated stock handling. 


HIGHWAY isa public street or public road. 


HORIZONTAL EXIT is an exit from one building 
into another building on approximately the same level, 
or through or around a wall constructed as required in 
the Building Code for a two-hour occupancy separation 
and which completely divides a floor into two or more 
separate areas so as to establish an area of refuge af- 
fording safety from fire or smoke coming from the area 
from which escape is made. 


HOTEL is any building containing six or more guest 
rooms intended or designed to be used, or which are 
used, rented or hired out to be occupied, or which are 
occupied for sleeping purposes by guests. 
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HPM FLAMMABLE LIQUID is an HPM liquid 
that is defined as-being either a flammable or combusti- 
ble liquid. 


HPM STORAGE ROOM is a room used for the 
storage or dispensing of HPM and which is classified as 
a Group H, Division 2, 3 or 7 Occupancy. 


HYPERGOLIC MATERIAL is a material which is 
capable of igniting spontaneously upon contact with an- 
other substance. 


.NEW SECTION 


WAC 51-24-09117 SECTION 9.117. OCCU- 
PANCY is the purpose for which a building or part 
thereof is used or intended to be used. 


OCCUPANCY CLASSIFICATION. For the pur- 
pose of this code, certain occupancies are defined as 
follows: 


Group A Occupancies: 

Division 1. Any assembly building or portion of a 
building with a legitimate stage and an occupant load of 
1,000 or more. 

Division 2. Any building or portion of a building hav- 
ing an assembly room with an occupant load of less than 
1,000 and a legitimate stage. 

Division 2.1. Any building or portion of a building 
having an assembly room with an occupant load of 300 
or more without a legitimate stage, including such 
buildings used for educational purposes and not classed 
as a Group E or Group B, Division 2 Occupancy. 

Division 3. Any building or portion of a building hav- 
ing an assembly room with an occupant load of less than 
300 without a legitimate stage, including such buildings 
used for educational purposes and not classed as a 
Group E or Group B, Division 2 Occupancy. 

Division 4. Stadiums, reviewing stands and amuse- 
ment park structures not included within other Group A 
Occupancies. 

For amusement buildings, see Building Code require- 
ments for Group A Occupancies. 


Group B Occupancies: 

Division 1. Repair garages where work is limited to 
exchange of parts and maintenance requiring no open 
flame, welding or use Class I, II or III-A liquids, motor 
vehicle fuel-dispensing stations and parking garages not 
classified as Group B, Division 3 open parking garages 
or Group M, Division 1 private garages. 

Division 2. Drinking and dining establishments having 
an occupant load of less than 50, wholesale and retail 
stores, office buildings, printing plants, police and fire 
stations, factories and workshops using materials not 
highly flammable or combustible, storage and sales 
rooms for combustible goods, paint stores without bulk 
handling. Building or portions of buildings having rooms 
used for educational purposes beyond the l2th grade 
with less than 50 occupants in any room. 

Division 3. Aircraft hangars where no repair work is 
done except exchange of parts and maintenance requir- 
ing no open flame welding or the use of Class I or II 
flammable liquids. 
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Open parking garages. 

Helistops. 

Division 4. Ice plants, power Shane pumping plants, 
cold storage, creameries. 

Factories and workshops using noncombustible and 
nonexplosive materials. 

Storage and sales rooms containing only noncombust- 
ible and nonexplosive materials that are not packaged or 
crated in or supported by combustible material. 


Group E Occupancies: 

Division 1. Any building used for educational purpos- 
es through the 12th grade by 50 or more persons for 
more than 12 hours per week or four hours in any one 
day. 

Division 2. Any building used for educational purpos- 
es through the 12th grade by less than 50 persons for 
more than 12 hours per week or four hours in any one 
day. 

Division 3. Any building or portion thereof used for 
day-care purposes for more than six children. 


EXCEPTION: Family child day-care homes shall be considered 
Group R, Division 3 Occupancies. 


Group H Occupancies: 

Division 1. Occupancies with quantity of material in 
the building in excess of the exempt amounts listed in 
the Building Code (see UBC Table No. 9-A) which 
present a high explosion hazard, including but not limit- 
ed to: 

(a) Explosives, blasting agents, fireworks and black 
powder. 


EXCEPTION: Storage and the use of pyrotechnic special effect ma- 


terials in motion picture, television, theatrical and 
group entertainment production when under permit 
as required in the Fire Code. The time period for 
storage shall not exceed 90 days. 


(b) Unclassified detonatable organic peroxides. 

(c) Class 4 oxidizers. 

(d) Class 3 or 4 detonatable unstable (reactive) 
materials. 

Division 2. Occupancies with quantity of material in 
the building in excess of the exempt amounts listed in 
the Building Code (see UBC Table No. 9-A) which 
present a moderate explosion hazard or a hazard from 
accelerated burning, including but not limited to: 

(a) Class I organic peroxides. 

(b) Class 3 nondetonatable unstable (reactive) 
materials. 

(c) Pyrophoric gases. 

(d) Flammable or oxidizing gases. 

(e) Class 1, H or III-A flammable or combustible liq- 
uids which are used in normally open containers or sys- 
tems or in closed containers pressurized at more than 
15-pounds-per-square-inch gage. 

EXCEPTION: Aerosols. 


(f) Combustible dusts in suspension or capable of be- 
ing put into suspension in the atmosphere of the room or 
area. 


EXCEPTIONS: 1. Rooms or areas used for woodworking where no 
more than three fixed in-place woodworking appli- 
ances are utilized may be classified as a Group B, 


Division 2 Occupancy, provided the appliances are 
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equipped with dust collectors sufficient to remove 
dust generated by the appliances. 

2. Lumberyards and simiłar retail stores utilizing 
only power saws may be classified as Group B, Di- 
vision 2 Occupancies. 


The building official may revoke the use of these ex- 
ceptions for due cause. 

(g) Class 3 oxidizers. 

Division 3. Occupancies with quantity of material in 
the building in excess of the exempt amounts listed in 
the Building Code (see UBC Table No. 9-A) which 
present a high fire or physical hazard, including but not 
limited to: 

(a) Class II, III or IV organic peroxides. 

(b) Class 1 or 2 oxidizers. 

(c) Class I, П or III-A flammable liquids or combus- 
tible liquids which are utilized or stored in normally 
closed containers or systems and containers pressurized 
at 15-pounds-per-square-inch gage or less and aerosols. 

(d) Class III-B combustible liquids. 

(e) Pyrophoric liquids or solids. 

(f) Water reactives. 

(g) Flammable solids, including combustible fibers or 
dusts, except for dusts included in Division 2. 

(h) Flammable or oxidizing cryogenic fluids (other 
than inert). 

(i) Class I unstable (reactive) gas or Class 2 unstable 
(reactive) materials. 

Division 4. Repair garages not classified as a Group B, 
Division 1. 

Division 5. Aircraft repair hangars and heliports not 
classified as Group B, Division 3. 

Division 6. Semiconductor fabrication facilities and 
comparable research and development areas when the 
facilities in which hazardous production materials 
(HPM) are used and the aggregate quantity of materials 
are in excess of the exempt amounts listed in the Build- 
ing Code (see UBC Table No. 9-A or 9-B). Such facil- 
ities and areas shall be designed and constructed in ac- 
cordance with the Building Code. See UBC Section 911. 

Division 7. Occupancies having quantities of materials 
in excess of those listed in Table No. 9—B that are health 
hazards, including: 

(a) Corrosives. 

(b) Highly toxic materials. 

(c) Irritants. 


Group I Occupancies: 

Division 1.1. Nurseries for the full-time care of chil- 
dren under the age of six (each accommodating more 
than five persons). Hospitals, sanitariums, nursing homes 
with nonambulatory patients and similar buildings (each 
accommodating more than five persons). 

Division 1.2. Health-care centers for ambulatory pa- 
tients receiving outpatient medical care which may 
render the patient incapable of unassisted self—preser- 
vation. (Each tenant space accommodating more than 
five persons). 

Division 2. Nursing homes for ambulatory patients, 
homes for children six years of age or over (each ac- 
commodating more than five person). 
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Division 3. Mental hospitals, mental sanitariums, Jails, 
reformatories and buildings where personal liberties of 
inmates are similarly restrained. 

EXCEPTION: Group I Occupancies shall not include buildings used 
only for private residential purposes or for a family 
. group. 

Group M Occupancies: 

Division 1. Private garages, sheds and agricultural 
buildings when not over 1,000 square feet in area. 

Division 2. Fences, tanks and towers. 


Group R Occupancies: 

Division 1. Hotels and apartments. Congregate resi- 
dences (each accommodating more than 10 persons). 

Division 2. Not used. 

Division 3. Dwellings, family child day care homes 
and lodging houses. Congregate residences (each accom- 
modating 10 persons or less). 


OIL-BURNING EQUIPMENT is an oil burner of 
any type together with its tank, piping, wiring, controls 
and related devices. Oil-burning equipment includes oil 
burners, oil-fired units and heating and cooking appli- 
ances but does not include equipment exempted by Sec- 
tion 61.101. 


OIL-FIRED UNIT is a heating appliance equipped 
with one or more oil burners and the necessary safety 
controls, electrical equipment and related equipment. 
manufactured for assembly as a complete unit. Oil-fired 
unit does not include kerosene stoves or oil stoves. 


OPEN-AIR GRANDSTANDS and BLEACHERS 
are seating facilities which are located so that the side 
toward which the audience faces is unroofed and without 
an enclosing wall. 


OPEN BURNING is the burning of a bonfire, rub- 
bish fire or other fire in an outdoor location where fuel 
being burned is not contained in an incinerator, outdoor 
fireplace or barbecue pit. 


OPERATING LINE is a group of separated operat- 
ing buildings of specific arrangement used in the assem- 
bly, modification, reconditioning, renovation, mainte- 
nance, inspection, surveillance, testing or manufacturing 
of explosives. 


ORGANIC COATING is a liquid mixture of binders, 
such as alkyd, nitrocellulose, acrylic or oil and flamma- 
ble and combustible solvents such as hydrocarbon, ester, 
ketone or alcohol, which when spread in a thin film con- 
verts to a durable protective and decorative finish. 


ORGANIC PEROXIDE is an organic compound that 
contains the bivalent —0—0— structure and which may be 
considered to be a structural derivative of hydrogen per- 
oxide where one or both of the hydrogen atoms have 
been replaced by an organic radical. Organic peroxides 
may present an explosion hazard (detonation or defla- 
gration) or they may be shock sensitive. They may also 
decompose into various unstable compounds over an ex- 
tended period of time. 


OSHA is the Occupational Safety and Health 
Administration. 
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OWNER includes persons having vested or contingent 
interest in the property in question and their duly auth- 
orized agents or attorneys, purchasers, devisees and 
fiduciaries. 


OXIDIZER is a chemical other than a blasting agent 
or explosive that initiates or promotes combustion in 
other materials, thereby causing fire either of itself or 
through the release of oxygen or other gases. 


NEW SECTION 


WAC 51-24-10000 ARTICLE 10. FIRE PRO- 
TECTION. 
DIVISION II 
FIRE APPARATUS ACCESS ROADS 


NEW SECTION 


WAC 51-24-10201 SECTION 10.201. GENER- 
AL. Fire apparatus access roads shall be provided and 
maintained in accordance with locally adopted street, 
road, and access standards. 


Delete Sections 10.202, 10.203, 10.204, 10.205, and 
10.206 entirely. 


NEW SECTION 


WAC 51224-10507 REQUIRED INSTALLA- 
TIONS OF AUTOMATIC FIRE-EXTINGUISHING 
SYSTEMS. SECTION 10.507. (a) General. An auto- 
matic fire-extinguishing system shall be installed in the 
occupancies and locations as set forth in this section. 

For provisions on special hazards and hazardous ma- 
terials, see Sections 10.501 and Articles 45, 48, 49 and 


. 80. 


(b) АП Occupancies except Group К, Division 3 and 
Group M. Except for Group R, Division 3 and Group M 
Occupancies, an automatic sprinkler system shall be 
installed: 

1. In every story or basement of all buildings when the 
floor area exceeds 1,500 square feet and there is not 
. provided at least 20 square feet of opening entirely 
above the adjoining ground level in each 50 lineal feet or 
fraction thereof of exterior wall in the story or basement 
on at least one side of the building. Openings shall have 
a minimum dimension of not less than 30 inches. Such 
openings shall be accessible to the fire department from 
the exterior and shall not be obstructed in a manner that 
firefighting or rescue cannot be accomplished from the 
exterior. 

When openings in a story are provided on only one 
side and the opposite wall of such story is more than 75 
feet from such openings, the story shall be provided with 
an approved automatic sprinkler system, or openings as 
specified above shall be provided on at least two sides of 
an exterior wall of the story. 

If any portion of a basement is located more than 75 
feet from openings required in this section, the basement 
shall be provided with an approved automatic sprinkler 
system. 

2. At the top of rubbish and linen chutes and in their 
terminal rooms. Chutes extending through three or more 
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floors shall have additional sprinkler heads installed 
within such chutes at alternate floors. Sprinkler heads 
shall be accessible for servicing. 

3. In rooms where nitrate film is stored or handled. 

4. [n protected combustible fiber storage vaults as de- 
fined in this code. 

(c) Group A Occupancies. 1. Drinking establishments. 
An automatic sprinkler system shall be installed in 
rooms used by the occupants for the consumption of al- 
coholic beverages and unseparated accessory uses where 
the total area of such unseparated rooms and assembly 
uses exceeds 5,000 square feet. For uses to be considered 
as separated, the separation shall not be less than as re- 
quired for a one-hour occupancy separation. The area of 
other uses shall be included unless separated by at least 
a one-hour occupancy separation. 

2. Basements. An automatic sprinkler system shall be 
installed in basements classified as a Group А Occupan- 
cy when the basement is larger than 1,500 square feet in 
floor area. 

3. Exhibition and display rooms. An automatic sprin- 
kler system shall be installed in Group A Occupancies 
which have more than 12,000 square feet of floor area 
which can be used for exhibition or display purposes. 

4. Stairs. An automatic sprinkler system shall be in- 
stalled in enclosed usable space below or over a stairway 
in Group A, Divisions 2, 2.1, 3 and 4 Occupancies. 

5. Multitheater Complexes. Every building containing 
a multitheater complex. 

6. Amusement buildings. An automatic sprinkler sys- 
tem shall be installed in all amusement buildings. The 
main water-flow switch shall be electrically supervised. 
The sprinkler main cutoff valve shall be supervised. 
When the amusement building is temporary, the sprin- 
kler water-supply may be of an approved temporary 


type. 


EXCEPTION: An automatic sprinkler system need not be provided 
when the floor area of a temporary amusement 
building is less than 1,000 square feet and the exit 
travel distance from any point is less than 50 feet. 


7. Other areas. An automatic sprinkler system shall be 
installed under the roof and gridiron, in the tie and fly 
galleries, and in all places behind the prosceniüm wall of 
stages; over and within permanent platforms in excess of 
500 square feet in area; and in dressing rooms, work- 
shops and storerooms accessory to such stages or perma- 
nent platforms. 


EXCEPTIONS: |. Stages or platforms open to the auditorium room 
on three or more sides. 
2. Altars, pulpits or similar platforms and their ac- 
cessory rooms. 
3. Stage gridirons when side-wall sprinklers with 
135?F. rated heads with heat-baffle plates are in- 
stalled around the entire perimeter of the stage ex- 
cept for the proscenium opening at points not more 
than 30 inches below the gridiron or more than 6 
inches below the baffle plate. 
4. Under stage or under platform areas less than 4 
feet in clear height used exclusively for chair or ta- 
ble storage and lined on the inside with materials 
approved for one-hour fire-resistive construction. 


(d) Group B, Division 2 Occupancies. An automatic 
sprinkler system shall be installed in retail sales rooms 
classified as Group B, Division 2 Occupancies where the 
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fłoor area exceeds 12,000 square feet on any floor or 
24,000 square feet on all fłoors or in Group B, Division 2 
retail sales occupancies more than three stories in height. 
The area of mezzanines shall be included in determining 
the areas where sprinklers are required. 

(e) Group E Occupancies. 1. Basements. An automat- 
ic sprinkler system shall be installed in basements classi- 
fied as a Group E Occupancy when the basement is 
larger than 1,500 square feet in floor area. 

2. Stairs. An automatic sprinkler system shall be in- 
stalled in enclosed usable space below or over a stairway 
in Group E Occupancies. 

3. Division 1. An approved automatic fire-extin- 
guishing system shall be installed in all newly construct- 
ed buildings classified as E-1 Occupancies constructed 
after July 1, 1992. 


NOTE: For the purpose of this section, structural additions exceed- 


ing 60% of the appraised value of such building or structure, 
or alterations and repairs to any portion of a building or 
structure within a twelve month period that exceeds 100% of 
the appraised value of such building or structure shall be 
considered new construction. In the case of structural addi- 
tions, separation walls shall define separate buildings. 


EXCEPTION: Portable school classrooms, provided: 


A. Aggregate area of clusters of portable school 
classrooms does not exceed 5,000 square feet; and 

B. Clusters of portable school classrooms separated 
as required in Chapter 5 of the Building Code. 


When not required by other provisions of this chapter, 
a fire-extinguishing system installed in accordance with 
UBC Standard No. 38-1] may be used for area and 
height increases and substitution for one-hour construc- 
tion as allowed by the Building Code. 


(f) Group H Occupancies. 1. Divisions 1, 2, 3 and 7. 
An automatic fire-extinguishing system shall be installed 
in Group H, Divisions 1, 2, 3 and 7 Occupancies. 

2. Division 4. An automatic fire-extinguishing system 
shall be installed in Group H, Division 4 Occupancies 
having a floor area of more than 3,000 square feet. 

3. Division 6. An automatic fire-extinguishing system 
shall be installed throughout buildings containing Group 
H, Division 6 Occupancies. The design of the sprinkler 
system shall not be less than that required by the Build- 
ing Code for the occupancy hazard classifications as 
follows: 


/ OCCUPANCY HAZARD 


LOCATION CLASSIFICATION 


Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Ordinary Hazard Group 3 
Extra Hazard Group 2 - 

Ordinary Hazard Group 3! 


Fabrication areas 

Service corridors 

Storage rooms without dispensing 
Storage rooms with dispensing 
Exit corridors 


! When the design area of the sprinkler system consists of a corridor 


protected by one row of sprinklers, the maximum number of sprin- 
klers that need to be calculated is 13. 


` (g) Group I Occupancies. An automatic sprinkler sys- 
tem shall be installed in Group I Occupancies. 


EXCEPTION: In jails, prisons and reformatories, the piping system 
may be dry, provided a manually operated valve is 
installed at a continuously monitored location. Open- 
ing of the valve will cause the piping system to be 
charged. Sprinkler heads in such systems shall be 
equipped with fusible elements or the system shall be 
designed as required for deluge systems by the Build- 
ing Code. See UBC Standard No. 38-1. 
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(h) Group R, Division 1 Occupancies. An automatic 
sprinkler system shall be installed throughout apartment 
houses three or more stories in height or containing 16 
or more dwelling units, in congregate residences three or 
more stories in height and having an occupant load of 50 
or more, and in hotels three or more stories in height or 
containing 20 or more guest rooms. 

Residential or quick-response standard sprinkler 
heads shall be used in the dwelling units and guest room 
portions of the building. 


NEW SECTION 


WAC 51-24-25000 ARTICLE 25 PLACES OF 
ASSEMBLY. 


NEW SECTION 


WAC 51-24-25107 AISLES. SECTION 25.107. 
(a) General. Aisles leading to required exits shall be 
provided from all portions of buildings. Aisles located : 
within an accessible route of travel shall also comply 
with the Building Code for accessibility. 

(b) Width in Occupancies without Fixed Seats. The 
width of aisles in occupancies without fixed seats shall 
comply with this section. Aisle widths shall be provided 
in accordance with the following: 

1. In areas serving employees only, the minimum aisle 
width may be 24 inches but not less than the width re- 
quired by the number of employees served. 

2. In public areas of Group B, Division 2 Occupan- 
cies, and in assembly occupancies without fixed seats, 
the minimum clear aisle width shall be 36 inches where 
tables, counters, furnishings, merchandise or other simi- 
lar obstructions are placed on one side of the aisle only 
and 44 inches when such obstructions are placed on both 
sides of the aisle. 

(c) Width in Assembly Occupancies with Fixed Seats. 
Aisles in assembly occupancies with fixed seats shall 
comply with this section. The clear width of aisles shall 
be based on the number of occupants within the portion 
of the seating areas served by the aisle. 

The clear width of an aisle in inches shall not be less 
than the occupant load served by the aisle multiplied by 
0.3 for aisles with slopes greater than 1 vertical to 8 
horizontal and not less than 0.2 for aisles with slopes of 
1 vertical to 8 horizontal or less. In addition, when the 
rise of steps in aisles exceeds 7 inches, the aisle clear 
width shall be increased by I 1/4 inches for each 100 
occupants or fraction thereof served for each 1/4 inch of 
riser height above 7 inches. 

Where exiting is possible in two directions, the width 
of such aisles shall be uniform throughout their length. 

When aisles converge to form a single path of exit 
travel, the aisle width shall not be less than the com- 
bined required width of the converging aisle. 

In assembly rooms with fixed seats arranged in rows, 
the clear width of aisles shall not be less than set forth 
above and not less than the following: 

48 inches for stairs having seating on both sides. 

36 inches for stairs having seating on one side. 

23 inches between a stair handrail and seating when 
the aisles are subdivided by the handrail. 
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42 inches for level or ramped aisles having seating on 
both sides. 
36 inches for level or ramped aisles having seating on 
one side. 
23 inches between a stair handrail and seating when 
an aisle does not serve more than five rows on one side. 
(d) Aisle Termination. Aisles shall terminate at a 
cross aisle, foyer, doorway or vomitory. Aisles shall not 
have a dead end greater than 20 feet in length. 
EXCEPTION: A longer dead-end aisle is permitted when seats 
served by the dead-end aisle are not more than 24 
seats from another aisle measured along a row of 
seats having a minimum clear width of 12 inches plus 


0.6 inch for each additional seat above seven in a 
TOW. 


Each end of a cross aisle shall terminate at an aisle, 
foyer, doorway or vomitory. 


(e) Ramp Slope. The slope of ramped aisles shall not 
be more than 1 vertical in 8 horizontal. Ramped aisles 
shall have a slip—resistant surface. 


EXCEPTION: When provided with fixed seating, theaters may have 
a slope not steeper than 1 vertical to 5 horizontal. 


(f) Aisle Steps. 1. When prohibited. Steps shall not be 
used in aisles having a slope of 1 vertical to 8 horizontal 
or less. 

2. When required. Aisles with a slope steeper than 1 
vertical to 8 horizontal shall consist of a series of risers 
and treads extending across the entire width of the aisle, 
except as provided in subsection (e). 

The height of risers shall not be more than 7 inches 
and not less than 4 inches and the tread run shall not be 
less than 11 inches. The riser height shall be uniform 
within each flight and the tread run shall be uniform 
throughout the aisle. Variations in run or height between 
adjacent treads or risers shall not exceed 3/16 inch. A 
contrasting marking stripe or other approved marking 
shall be provided on each tread at the nosing or leading 
edge such that the location of each tread is readily ap- 
parent when viewed in descent. Such stripe shall be a 
minimum of 1 inch wide and a maximum of 2 inches 
wide. 


EXCEPTION: When the slope of aisle steps and the adjoining seat- 
ing area is the same, the riser heights may be in- 
creased to a maximum of 9 inches and may be nonu- 
niform but only to the extent necessitated by changes 
in the slope of the adjoining seating area to maintain 
adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location or 
such variations is identified with a marking stripe on 
each tread at the nosing or leading edge adjacent to 
the nonuniform riser. The marking stripe shall be 
distinctively different from the contrasting marking 
stripe. 

(g) Handrails. Handrails shall comply with the height, 
size and shape dimensions set forth in the Building Code 
[See UBC Section 3306(i)] and shall have rounded ter- 
minations or bends. Ramped aisles having a slope steep- 
er than 1 vertical to 15 horizontal and aisle stairs (two 
or more adjacent steps) shall have handrails located ei- 
ther at the side or within the aisle width. Handrails may 
project into the required aisle width a distance of 3 1/2 
inches. 
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EXCEPTIONS: |. Handrails may be omitted on ramped aisles hav- 


ing a slope not greater than | vertical in 8 horizon- 
tal when fixed seating is on both sides of the aisle. 
2. Handrails may be omitted when a guardrail is at 
the side of an aisle which conforms to the size and 
shape requirements for handrails. 


Handrails located within the aisle width shall be dis- 
continuous with gaps or breaks at intervals not to exceed 
five rows. These gaps or breaks shall have a clear width 
of not less than 22 inches and not more than 36 inches 
measured horizontally. Such handrails shall have an ad- 
ditional intermediate handrail located 12 inches below 
the main handrail. 


NEW SECTION 


WAC 51-24-45000 ARTICLE 45. APPLICA- 
TION OF FLAMMABLE FINISHES. 


NEW SECTION 


WAC 51-24-45211 DRYING APPARATUS. 
SECTION 45.211. (a) General. Drying apparatus shall 
be in accordance with this section and Article 62. 

(б) Spray Booths and Spraying Rooms. 1. General. 
Spray booths and spraying rooms shall not be alternately 
used for the purpose of drying by arrangements which 
could cause a material increase in the surface tempera- 
ture of the spray booth or spraying room unless such 
spray booths or spraying rooms are used for automobile 
refinishing in accordance with Section 45.211(b) 2. 

2. Automobile refinishing. A. General. Spray booths 
and spraying rooms which are used for automobile refin- 
ishing with drying conducted therein using drying appa- 
ratus shall be in accordance with this subsection. 

B. Drying apparatus. Drying apparatus used in spray- 
ing rooms shall be of the portable infrared type. 

Drying apparatus used in spray booths shall be of the 
portable infrared type, or if other types of drying appa- 
ratus are used, the spray booth, including drying appa- 
ratus, shall be listed and approved for use with flamma- 
ble vapors and combustible residues and shall be provid- 
ed with explosion control. 

C. Spraying procedure. The procedure shall be re- 
stricted to low-volume, occasional spray application. 

D. Housekeeping. The interior of the spray booth or 
spraying room shall be kept free of overspray deposits. 

E. Interlocks. The spraying apparatus, drying appara- 
tus and ventilating system for the spray booth or spray- 
ing room shall be equipped with suitable interlocks ar- 
ranged to: 

(i) Prevent operation of spraying apparatus while dry- 
ing operations are in progress, 

(ii) Purge spray vapors from the spray booth or 
spraying room for a period of not less than three minutes 
before drying apparatus can be operated. 

(iii) Have the ventilating system maintain a safe at- 
mosphere within the spray booth or spraying room dur- 
ing the drying process and automatically shut off drying 
apparatus in the event of a failure of the ventilating sys- 
tem, and 

(iv) Automatically shut off the drying apparatus if the 
air temperature exceeds 125°F. when other than porta- 
ble infrared drying apparatus is used. 
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F. Portable infrared apparatus. When portable infra- 
red drying apparatus is used, electrical wiring and port- 
able infrared drying equipment shall comply with this 
article and the Electrical Code. Electrical equipment lo- 
cated within 18 inches of floor level shall be approved for 
Class I, Division 2 hazardous locations. Metallic parts of 
drying apparatus shall be properly electrically bonded 
and grounded. 

During spraying operations, portable drying apparatus 
and electrical connections and wiring thereto shall not be 
located within spray booths, spraying rooms or other ar- 
eas where spray residue could be deposited thereon. 

(c) Spraying areas. Drying or baking units using a 
heating system having open flames or which could 
produce sparks shall not be installed in a spraying area. 

When such units are installed adjacent to a spraying 
area, they shall be equipped with an interlocked venti- 
lating system arranged to: 

1. Thoroughly ventilate the drying space before the 
heating system can be started, 

2. Maintain a safe atmosphere at any source of igni- 
tion, and 

3. Automatically shut down the heating system in the 
event of a failure of the ventilating system. 


NEW SECTION 


WAC 51-24-79000 ARTICLE 79. FLAMMA- 
BLE AND COMBUSTIBLE LIQUIDS. 
NEW SECTION 

WAC 51-24-79601 GENERAL. SECTION 


79.601. (a) Location. Flammable and combustible liquid 
storage tanks located underground, outside of or under 
buildings, shall be in accordance with this section. Tanks 
shall be located with respect to existing foundations and 
supports such that the loads carried by the latter cannot 
be transmitted to the tank. The distance from any part 
of a tank storing liquids to the nearest wall of a base- 
ment, pit, cellar or property line shall not be less than 3 
feet. А minimum distance of 1 foot, shell to shell, shall 
be maintained between underground tanks. 

(b) Depth and Cover. Excavation for underground 
storage tanks shall be made with due care to avoid un- 
dermining of foundations of existing structures. Under- 
ground tanks shall be set on firm foundations and sur- 
rounded with at least 6 inches of noncorrosive inert ma- 
terial such as clean sand or gravel well-tamped in place 
or in accordance with the manufacturer's installation in- 
structions. Tanks shall be covered with a minimum of 2 
feet of earth or shall be covered by not less than 1 foot 
of earth, on top of which shall be placed a slab of rein- 
forced concrete not less than 4 inches thick. When un- 
derground tanks are or are likely to be subjected to traf- 
fic, they shall be protected against damage from vehicles 
passing over them by at least 3 feet of earth cover, or 18 
inches of well-tamped earth plus 6 inches of reinforced 
concrete, or 8 inches of asphaltic concrete. When as- 
phaltic or reinforced concrete paving is used as part of 
the protection, it shall extend at least 1 foot horizontally 
beyond the outline of the tank in all directions. 


[85] 


WSR 92-01-065 


For tanks built in accordance with Section 79.106, the 
burial depth and the height of the vent line shall be such 
that the static head imposed at the bottom of the tank 
will not exceed 10 psig if the fill or vent pipe is filled 
with liquid. 

If the depth of cover exceeds 7 feet or the manufac- 
turer's specifications, reinforcements shall be provided in 
accordance with the tank manufacturer's 
recommendations. 

Nonmetallic underground tanks shall be installed in 
accordance with manufacturer's instructions. The mini- 
mum depth of cover shall be as specified in this 
subsection. 

(c) Locations Subject to Flooding. Where a tank 
could become buoyant due to a rise in the level of the 
water table or due to location in an area that is subject 
to flooding, the tank shall be anchored in place. See Ap- 
pendix II-B or manufacturer's installation instructions. 

(d) Leaking Tanks. Leaking tanks shall be either 
promptly emptied and removed from the ground or re- 
paired in accordance with WAC 173-360-325. 

'(e) Used Tanks. Reinstallation of used tanks is al- 
lowed when such tanks comply with the requirements of 
Sections 79.106 and 79.603. See Section 2.304(b). 

(f) Tank Lining. Steel tanks are allowed to be lined 
only for the purpose of protecting the interior from cor- 
rosion or providing compatibility with a material to be 
stored. Only those liquids tested for compatibility with 
the lining material are allowed to be stored in lined 
tanks. Lining of leaking underground storage tanks shall 
be done in accordance with the provisions of WAC 173- 
360-325. 

Tank opening, cleaning, preparation, inspection, lin- 
ing, closing and testing shall be in accordance with UFC 
Standard No. 79—6. 

For permits to alter a tank, see Section 4.108. 

Interior-lined underground tanks shall be protected 
from corrosion in accordance with Section 79.603. 


NEW SECTION 


WAC 51-24-79603 CORROSION PROTEC- 
TION. SECTION 79.603. Underground tanks and 
piping shall be properly designed, installed and main- 
tained, and protected from corrosion by either of the 
following methods: 

(a) Through the use of cathodic protection systems in 
accordance with recognized standards of design. See 
Section 2.304(b), WAC 173—360-320, or 

(b) Through the use of approved corrosion-resistant 
materials of construction such as special alloys; nonme- 
tallic, reinforced plastic coatings; composites; or equiva- 
lent systems. 

If conditions, based on adequate proof, warrant the 
deletion of the corrosion-protection requirements, the 
chief may waive the corrosion-protection requirements. 

New underground steel tanks and piping shall be test- 
ed by the structure-to-soil-potential method after the 
system is in operation. The tank manufacturer shall pro- 
vide a structure lead and a test station. The criteria for 
adequate corrosion protection shall be in accordance 
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with recognized standards. Testing shall be done at in- 
stallation and not less than once every five years there- 
after by qualified persons approved by the chief. 


“EXCEPTION: Approved and listed composite fiberglass-reinforced 
plastic tanks. 


NEW SECTION 


WAC 51-24-80000 ARTICLE 80. HAZARDOUS 
MATERIALS. 


NEW SECTION 


WAC 51-24-80101 SCOPE. SECTION 80.101. 
(a) General. Prevention, control and mitigation of physi- 
cal hazards and health hazards related to storage, dis- 
pensing, use and handling of hazardous materials and 
information needed by emergency response personnel 
shall be in accordance with this article. 


EXCEPTIONS: 1. Off-site hazardous materials transportation in 
accordance DOT requirements. 

2. The quantities of alcoholic beverages, medicines, 
foodstuffs and cosmetics, containing not more than 
50 percent by volume of water—miscible liquids and 
with the remainder of the solutions not being flam- 
mable, in retail sales occupancies are unlimited 
when packaged in individual containers not exceed- 
ing 4 liters. 


(b) Material Classification. Hazardous materials are 
those chemicals or substances defined as such in Article 
9. See Appendix VI-A for the classification of hazard 
categories and hazard evaluations. 


EXCEPTION: For the purpose of this article, carcinogens, irritants 
and sensitizers do not include commonly used build- 
ing materials and consumer products which are not 


otherwise regulated by this code. 


The classification system referenced in Division II 
shall apply to all hazardous materials, including those 


` , materials regulated elsewhere in this code. 


(c) Application. Division I shall apply to all hazardous 
materials, including those materials regulated elsewhere 
in this code, except that when specific requirements are 
provided in other articles, those specific requirements 
shall apply. 

When a material has multiple hazards, all hazards 
shall be addressed. 

The provisions of this article are waived when such 
provisions are preempted by other codes, statutes or 
ordinances. The details of any action granting any such 
waiver shall be recorded and entered in the files of the 
code enforcement agency. 

(d) Existing Buildings. For existing buildings, see 
Section 1.103(b). 

(e) Retail Sales and Display. For retail display of 
nonfiammable solid and nonflammable or noncombusti- 
ble liquid hazardous materials in Group B, Division 2 
retail sales occupancies, see Section 80.112. 

(f) Notwithstanding any other language to the con- 
trary, Article 80 is adopted in the State of Washington 
for the purpose to provide requirements for the preven- 
tion, control and mitigation of physical hazards and 
health hazards only. 
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NEW SECTION 


WAC 51-24-80103 PERMITS. SECTION 
80.103. (a) General. Where required by the chief: 

1. Permits are required to store, dispense, use or han- 
dle hazardous material in excess of quantities specified 
in Section 4.108. 

2. A permit is required when a material is classified as 
having more than one hazard category if the quantity 
limits are exceeded in any category. 

3. Permits are required to install, repair, abandon, re- 
move, place temporarily out of service, close or substan- 
tially modify a storage facility or other area regulated by 
this article. See also Sections 80.110 and 80.111. 


EXCEPTIONS: 1. Routine maintenance. 


2. For emergency repair work performed on an 
emergency basis, application for permit shall be 
made within two working days of commencement of 
work. 


Permittee shall apply for approval to close storage, use 
or handling facilities at least 30 days prior to the termi- 
nation of the storage, use or handling of hazardous ma- 
terials. Such application shall include any change or al- 
teration of the facility closure plan filed pursuant to 
Section 80.110. This 30-day period may be waived by 
the chief if there are special circumstances requiring 
such waiver. 

(b) Hazardous Materials Management Plan. When 
required by the chief, each application for a permit pur- 
suant to this article shall include a Hazardous Materials 
Management Plan (HMMP) in accordance with Appen- 
dix I-E. 


EXCEPTION: Compliance with requirements of 40 CFR "Hazard- 


ous Chemical Reporting and Community Right-To- 
Know Regulations" under Title III of the Superfund 
Amendments and Reauthorization Act of 1986 
(SARA) will satisfy the requirement of this 
subsection. 


(c) Hazardous Materials Inventory Statement. When 
required by the chief, each application for a permit pur- 
suant to this article shall include a Hazardous Materials 
Inventory Statement (HMIS) in accordance with Ap- 
pendix I-E. 


EXCEPTION: Compliance with requirements of 40 CFR "Hazard- 


ous Chemical Reporting and Community Right-To- 
Know Regulations" under Title HI of the Superfund 
Amendments and Reauthorization Act of 1986 
(SARA) will satisfy the requirement of this 
subsection. 


NEW SECTION 


WAC 51-24-80108 CONSTRUCTION RE- 
QUIREMENTS. SECTION 80.108. (a) General. 
Buildings or portions thereof, in which hazardous mate- 
rials are stored, handled or used shall be constructed in 
accordance with the Building Code, as specified in 
U.B.C. Chapter 9. 

(b) Control Areas. 1. Boundaries. Boundaries of a 
control area shall be formed by one or more of the 
following: 

A. An occupancy separation with a minimum one- 
hour fire-resistive rating, or 
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B. The exterior wall, roof or foundation of the 
building. 

2. Number. The number of control areas in buildings 
or portions of buildings used for retail sales shall not ex- 
ceed two. The number of control areas in buildings used 
for other than retail sales shall not exceed four. 


NEW SECTION 


WAC 51-24-80109 PERSONNEL TRAINING 
AND WRITTEN PROCEDURES. SECTION 
80.109. Persons responsible for the operation of areas in 
which hazardous materials are stored, dispensed, han- 
dled or used shall be familiar with the chemical nature 
of the materials and the appropriate mitigating actions 
necessary in the event of fire, leak or spill. 

Responsible persons shall be designated and trained to 
be liaison personnel for the fire department. These per- 
sons shall aid the fire department in preplanning emer- 
gency responses and identification of the locations where 
hazardous materials are located and shall have access to 
Material Safety Data Sheets and be knowledgeable in 
the site emergency response procedures. 

EXCEPTION: Compliance with requirements of 40 CFR "Hazard- 
ous Chemical Reporting and Community Right-To- 
Know Regulations" under Title III of the Superfund 


Amendments and Reauthorization Act of 1986 
(SARA) will satisfy the requirements of this section. 


NEW SECTION 
WAC 51-24-80110 SECTION 80.110. 


Facility Closure or Placement Out of Service Notifica- 
tion. Section 80.110. The permit holder or applicant 
shall notify the fire department of its intent to terminate 
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storage, dispensing, handling or use of hazardous mate- 
rials at least 30 days prior to facility closure or placing 
facility out of service. 


NEW SECTION 
WAC 51-24-80111 SECTION 80.111. 
Delete Section 80.111 Out-of-Service Facilities entirely. 


NEW SECTION 


WAC 51-24-80113 SECTION 80.113. Notwith- 
standing Section 1.103(b) conditions in existence at the 
time of the adoption of this article may continue if such 
condition was legal at the time of the adoption of this 
code, provided such condition is not dangerous to life or 
does not present a distinct and substantial hazard to 
property. 


NEW SECTION 
WAC 51-24-80114 SECTION 80.114. 


Section 80.114. The intent of this article is to promote 
compliance with nationally recognized standards, includ- 
ing those identified in Appendix V-A and any guidance 
or directives from nationally recognized standards devel- 
opment organizations. Compliance with such standards 
shall be considered by the chief in judging compliance 
with the intent of this article. 


NEW SECTION 


TABLE NO. 80.112-A 
DENSITY FACTORS FOR EXEMPT AMOUNTS IN RETAIL SALES 


DENSITY FACTOR (p) 


HAZARD CATEGORIES 


Physical Hazards: 

Oxidizers; unstable (reactive) materials; 
water-reactive materials Cla 
cla 
cla 


Cla 


Health Hazards: 
Highly toxic solids and liquids; corrosives; 


other health hazard solids, liquids and gases ALL 


CLASS 


55 4 
ss 3 
ss 2 
ss 1 


0.0013 


NP = Not permitted , 
1 Hazard categories are as specified in Division II. 
than those listed. 


Density factors shall not apply to categories other 
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NEW SECTION 


WAC 51-24-80202 HAZARD CATEGORIES. 
SECTION 80.202. (a) Physical Hazards. The materials 
listed in this subsection are classified as physical haz- 
ards. A material with a primary classification as a phys- 
ical hazard can also present a health hazard. 

1. Explosives and blasting agents, regulated elsewhere 
in this code. 

2. Compressed gases, regulated in this article and 
elsewhere in this code. 

3. Flammable and combustible liquids regulated else- 
where in this code. 

4. Flammable solids. 

5. Organic peroxides. 

6. Oxidizers. 

7. Pyrophoric materials. 

8. Unstable (reactive) materials. 

9. Water-reactive solids and liquids. 

10. Cryogenic fluids, regulated under this article and 
elsewhere in this code. 

(b) Health Hazards. The materials listed in this sub- 
section are classified as health hazards. A material with 
a primary classification as a health hazard can also 
present a physical hazard. 

1. Highly toxic or toxic materials, including highly 
toxic or toxic compressed gases. 

2. Radioactive materials. 

3. Corrosives. 


NEW SECTION 


WAC 51-24-80301 GENERAL. SECTION 
80.301. (a) Applicability. 1. General. Application of this 
division shall be in accordance with this subsection. 

2. Quantities exceeding exempt amounts. Storage of 
hazardous materials, in containers, cylinders and tanks, 
in excess of the exempt amounts specified in Sections 
80.302 through 80.314 shall be in accordance with this 
division. 

3. Quantities not exceeding exempt amounts. A. Gen- 
eral. Storage of hazardous materials, in containers, cyl- 
inders and tanks, not exceeding the exempt amounts 
specified in Sections 80.302 through 80.314 is not re- 
quired to be in accordance with this division except as 
provided in this subsection. 

B. Storage conditions. Storage conditions for liquid 
and solid oxidizers, organic peroxides, and unstable (re- 
active) and water-reactive materials shall be as set forth 
in Sections 80.306(a)2, 80.307(a)2, 80.309(a)2 and 
80.310(a)2. 

C. Contamination prevention. Contamination preven- 
tion for organic peroxides shall be as set forth in Section 
80.307(a)2. 

D. Separation. Separation of incompatible hazardous 
materials shall be in accordance with Section 80.301(n). 

4. Materials regulated by other articles. Hazardous 
materials regulated by other articles are not required to 
be in accordance with this division unless specifically in- 
dicated in this division. 

(b) Containers and Tanks. 1. Design and construction. 
Containers and tanks shall be designed and constructed 
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in accordance with nationally recognized standards. See 
Section 2.304(b). 

2. Tanks out—of-service for 90 days. Stationary tanks 
not used for a period of 90 days shall be properly safe- 
guarded or removed in a manner approved by the chief. 
Such tanks shall have the fill line, gauge opening and 
pump connection secured against tampering. Vent lines 
shall be properly maintained. 

Tanks which are to be placed back in service shall be 
tested in a manner approved by the chief. | 

3. Defective containers and tanks. Defective contain- 
ers and tanks shall be removed from service, repaired, or 
disposed of in accordance with nationally recognized 
standards of good practice such as the American Petro- 
leum Institute (API) or American Society of Mechani- 
cal Engineers (ASME). See Section 2.304(b). 

4. Empty containers and tanks. Empty containers and 
tanks previously used for the storage of hazardous mate- 
rials shall be free from residual material and vapor as 
defined by DOT, the Resource Conservation and Recov- 
ery Act (RCRA) or other regulating authority or main- 
tained as specified for the storage of the hazardous 
material. 

5. Underground tanks. Underground tanks not other- 
wise excepted by this section used for the storage of 
hazardous materials shall be located and protected in 
accordance with Sections 79.601 and 79.603 of this 
code. Secondary containment shall be provided for all 
new installations of underground tanks. 


EXCEPTION: Underground storage tanks regulated by 40 CFR 280 
or state law. 


6. Aboveground tanks. Aboveground stationary tanks 
used for the storage of hazardous materials shall be lo- 
cated and protected in accordance with the provisions 
for exterior storage of the particular material involved 
and shall be marked as required by Section 80.301(d). 

(c) Piping, Valves and Fittings. Piping, valves, fittings 
and related components appurtenant to or intended for 
the storage of hazardous materials shall be designed and 
fabricated from materials compatible with the material 
to be contained and shall be of adequate strength and 
durability to withstand the pressure, structural and seis- 
mic stress, and exposure to which they could be 
subjected. 

(d) Signage. In addition to the hazard identification 
signs required by Section 80.107, stationary above- 
ground tanks shall be placarded with hazard identifica- 
tion signs as specified in U.F.C. Standard No. 79—3 for 
the specific material contained. 

Signs prohibiting smoking shall be provided in storage 
areas and within 25 feet of outdoor storage areas. 

Signs shall not be obscured or removed. 

Signs shall be in English as a primary language or in 
symbols allowed by this code. 

Signs shall be durable. The size, color and lettering 
shall be in accordance with nationally recognized 
standards. 

(e) Security. The storage of hazardous materials shall 
be protected against tampering or trespassers by fencing 
or other control measures. 
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(f) Ignition Sources. Smoking, use of open flames or 
high-temperature devices in a manner which creates a 
hazardous condition shall not be permitted. 


EXCEPTION: Energy-consuming equipment listed for use with the 
hazardous material stored. 


(g) Protection from Light. Materials which are sensi- 
tive to light shall be stored in containers designed to 
protect them from such exposure. 

(h) Shock Padding. Materials which are shock sensi- 
tive shall be padded, suspended or otherwise protected 
against accidental dislodgement and dislodgement dur- 
ing seismic activity. For seismic requirements and the 
seismic zone in which the material is located, see the 
Building Code. 

(i) Shelf Storage. Shelving shall be of substantial 
construction, adequately braced and anchored. For seis- 
mic requirements and the seismic zone in which the ma- 
terial is located, see the Building Code. 

Shelves shall be provided with a lip or guard when 
used for the storage of individual containers. 


EXCEPTION: Storage in hazardous materials storage cabinets or 


laboratory furniture specifically designed for such 
use. 

Shelf storage of hazardous materials shall be main- 
tained in an orderly manner. 


(j) Maximum Quantity on Site. The storage of haz- 
ardous materials shall be in accordance with the local 
zoning ordinance. 

(k) Storage Plan. A storage plan shall be provided for 
all storage facilities. The plan shall indicate the intended 
storage arrangement, including the location and dimen- 
sions of aisles. Compliance with requirements of 40 CFR 
"Hazardous Chemical Reporting and Community 
Right-To-Know Regulations" under Title III of the 
Superfund Amendments and Reauthorization Act of 
1986 (SARA) will satisfy the requirements of this 
subsection. 

(I) Spill Control, Drainage Control and Secondary 
Containment. 1. General. Unless exempted or otherwise 
provided for in Sections 80.302 through 80.314, rooms, 
buildings or areas used for the storage of solid and liquid 
hazardous materials shall be provided with a means to 
control spillage and to contain or drain off spillage and 
fire-protection water discharged in the storage area in 
accordance with this subsection. 

2. Spill control. Floors shall be recessed a minimum of 
4 inches or shall be provided with liquid-tight raised sill 
to a minimum height of 4 inches so as to prevent the 
flow of liquid to adjoining areas. When liquid-tight sills 
are provided, they are not required at door openings 
which are provided with an open-grate trench which 
connects to the room drainage system. 

3. Drainage control. A. General. The room, building 
or area shall be provided with a drainage system to di- 
rect the flow of liquids to an approved location, or, when 
required. in Sections 80.302 through 80.314, the room, 
building or area shall be designed to provide secondary 
containment for the hazardous materials and fire-pro- 
tection water. 

B. Slope. A slope to drain not less than 1 percent shall 
be provided. 
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C. Capacity for fire-extinguishing water. Drains from 
the area shall be sized to carry the automatic fire-ex- 
tinguishing system design flow rate over the system de- 
sign area. 

D. Materials. Materials of construction for the drain- 
age system shall be compatible with the stored materials. 

E. Incompatible materials. Incompatible materials 
shall be separated from each other in drain systems. 
They may be combined when they have been rendered 
acceptable by an approved means for discharge into the 
public sewer. 

F. Termination. Flow from the drainage system shall 
be directed to an approved location. 

Drainage of spillage and fire-protection water may be 
directed to a neutralizer or treatment system which 
complies with the following: 

(i) The system shall be designed to handle the maxi- 
mum worst case spill from the single largest container 
plus the volume of fire-protection water from the system 
over the minimum design area for a period of 20 min- 
utes, and 

(ii) The system shall be designed to overflow from the 
neutralizer or treatment system so that liquid leakage 
and fire-protection water is directed to a safe location 
away from the building, valves, means of egress, adjoin- 
ing property and fire department access roadways. 

4. Secondary containment. When required in Sections 
80.302 through 80.314, drains shall be directed to a 
containment system or other location designed as sec- 
ondary containment for the hazardous materials liquids 
and fire-protection water, or the building, room or area 
shall be designed to provide secondary containment of 
hazardous material liquids and fire-protection water 
through the use of recessed floors or liquid-tight raised 
sills. 


EXCEPTION: The provisions of this subsection may be waived when 


the chief has determined that such enforcement is 
preempted by other codes, statutes or ordinances. See 
Section 80.101. 


Secondary containment shall be designed to retain the 
spill from the largest single container plus the design 
flow rate of the automatic fire-extinguishing system for 
the area of the room or area in which the storage is lo- 
cated or the system design area, whichever is smaller. 
The containment capacity shall be capable of containing 
the flow for a period of 20 minutes. 

Overflow from the secondary containment system 
shall be provided to direct liquid leakage and fire—pro- 
tection water to a safe location away from the building, 
valves, means of egress, fire access roadway, adjoining 
property or storm drains. 

If the storage area is open to rainfall, the secondary 
containment shall be designed to accommodate the vol- 
ume of a 24—hour rainfall as determined by a 25-year 
storm. When curbs are used, provisions shall be made 
for draining accumulations of groundwater or rainwater. 

When secondary containment is required, a monitor- 
ing method capable of detecting hazardous material 
leakage from the primary containment into the second- 
ary containment shall be provided. Visual inspection of 
the primary containment is the preferred method; how- 
ever, other means of monitoring is approved by the chief. 
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Where secondary containment is subject to the intrusion 
of water, a monitoring method for such water shall be 
provided. When monitoring devices are provided, they 
shall be connected to distinct visual or audible alarms. 

(m) Ventilation. Unless exempted or otherwise pro- 
vided for in Sections 80.302 through 80.314, indoor 
storage areas and storage buildings shall be provided 
with mechanical exhaust ventilation. Threshold Limit 
Values (TLV) as established by the American Confer- 
ence of Governmental and Industrial Hygienists 
(ACGIH), OSHA or Washington Industrial Safety and 
Health Act — Chapter 296-62 WAC will be utilized for 
establishing minimum standards where ventilation is 
required. 


EXCEPTION: Where natural ventilation can be shown to be ac- 
ceptable for the materials as stored. 


Exhaust ventilation systems shall comply with the 
following: 

1. Installation shall be in accordance with the provi- 
sions of the Mechanical Code. 

2. Mechanical ventilation shall be at a rate of not less 
than 1 cubic foot per minute per square foot of floor 
area over the storage area. 

3. Systems shall operate continuously. Alternate de- 
signs may be approved by the chief. 

4. A manual shutoff control shall be provided outside 
the room adjacent to the access door into the room or in 
a location approved by the chief. The switch shall be of 
the break-glass type and shall be labeled "Ventilation 
System Emergency Shutoff." 

5. Exhaust ventilation shall be arranged to consider 
the density of the potential fumes or vapors released. For 
fumes or vapors that are heavier than air, exhaust shall 
be taken from a point within 12 inches of the floor. 

6. The location of both the exhaust and inlet air 
openings shall be arranged to provide air movement 
across all portions of the floor or room to prevent the 
accumulation of vapors. 

7. Exhaust ventilation shall not be recirculated within 
the room or building if the materials stored are capable 
of emitting hazardous vapors. 


(n) Separation of Incompatible Hazardous Materials. 
Storage of incompatible hazardous materials shall be 
separated. 

EXCEPTION: Containers of solids or liquids having a capacity of 


less than 5 pounds or 1/2 gallon when stored in 
quantities not exceeding exempt amounts. 


Separation shall be accomplished by: 

1. Segregating incompatible hazardous materials stor- 
age by a distance of not less than 20 feet, 

2. Isolating incompatible hazardous materials storage 
by a noncombustible partition extending not less than 18 
inches above and to the sides of the stored material, or 

3. Storing in hazardous materials storage cabinets or 
gas cabinets. Materials which are incompatible shall not 
be stored within the same cabinet. 

(o) Hazardous Materials Storage Cabinets. 1. Gener- 
al. When storage cabinets are used to comply with this 
article, such cabinets shall be in accordance with this 
subsection. 
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EXCEPTION: Compressed gases shall be stored in cabinets designed 
in accordance with Section 80.303. 


Cabinets shall be conspicuously labeled in red letters 
on contrasting background "Hazardous—Keep Fire 
Away." 

2. Construction. The interior of cabinets shall be 
treated, coated or constructed of materials that are non- 
reactive with the hazardous material stored. Such treat- 
ment, coating or construction shall include the entire in- 
terior of the cabinet. Cabinets shall either be listed as 
suitable for the intended storage or constructed in ac- 
cordance with the following: 

A. Cabinets shall be of steel having a thickness of not 
less than 0.044 inch (18 gage). The cabinet, including 
the door, shall be double walled with 1 l/2-inch air- 
space between the walls. Joints shall be riveted or weld- 
ed and shall be tight-fitting. Doors shall be well fitted, 
self-closing and equipped with a self-latching device. 

B. The bottoms of cabinets utilized for the storage of 
liquids shall be liquid-tight to a minimum height of 2 
inches. 

For requirements regarding electrical equipment and 
devices within cabinets used for the storage of hazardous 
gases or liquids, see the Electrical Code. 

(p) Fire-extinguishing Systems. Unless exempted or 
otherwise provided for in Sections 80.302 through 
80.314, indoor storage areas and storage buildings shall 
be protected by an automatic sprinkler system. The de- 
sign of the sprinkler system shall not be less than that 
required by the Building Code for Ordinary Hazard 
Group 3 with a minimum design area of 3,000 square 
feet. See UBC Standard No. 38-1. Where the materials 
or storage arrangement require a higher level of sprin- 
kler system protection in accordance with nationally 
recognized standards, the higher level of sprinkler sys- 
tem protection shall be provided. 


EXCEPTION: Approved alternate automatic fire-extinguishing sys- 
tems are allowed. 


(q) Explosion Control. Unless exempted or otherwise 
provided for in Sections 80.302 through 80.314, indoor 
storage areas and storage buildings shall be provided 
with explosion control in accordance with the Building 
Code. 

(r) Electrical Wiring and Equipment. Electrical wir- 
ing and equipment shall be installed in accordance with 
the Washington State Electrical Code Chapter 296-46 
WAC. 

(s) Standby Power. When mechanical ventilation, 
treatment systems, temperature control, alarm, detection 
or other electrically operated systems are required, such 
systems shall be connected to a secondary source of 
power to automatically supply electrical power in the 
event of loss of power from the primary source. See the 
Washington State Electrical Code Chapter 296—46 
WAC. 

(t) Limit Controls. 1. General. Unless exempted or 
otherwise provided for in Sections 80.302 through 
80.314, limit controls shall be provided in accordance 
with this subsection. 

2. Liquid-level limit control. Atmospheric tanks with 
a capacity exceeding 500 gallons used for the storage of 
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hazardous materials liquids shall be equipped with a liq- 
uid-level limit control to prevent overfilling of the tank. 


EXCEPTION: Tanks monitored by a system which will limit net 
contents by weight. 


3. Temperature control. Materials which must be 
stored at temperatures other than normal ambient tem- 
peratures to prevent a hazardous reaction shall be stored 
in an area provided with a means to maintain the tem- 
perature within a safe range. Redundant temperature 
control equipment which will operate upon failure of the 
primary temperature control system shall be provided. 
Alternate means which prevent a hazardous reaction are 
allowed. 

4. Pressure control. Stationary tanks used for the 
storage of hazardous materials liquids which can gener- 
ate pressures exceeding the tank design limits due to ex- 
posure fires or internal reaction shall have some form of 
construction or device that will relieve excessive internal 
pressure. Such relief devices shall vent to an approved 
location or to an exhaust scrubber or treatment system 
when specified in Sections 80.302 through 80.314. 

(u) Emergency Alarm. An approved emergency alarm 
system shall be provided in buildings, rooms or areas 
used for the storage of hazardous materials. Emergency 
alarm signal devices shall be installed outside of each 
interior exit door of storage buildings, rooms or areas. 
Activation of the emergency alarm-initiating device 
shall sound a local alarm to alert occupants of an emer- 
gency situation involving hazardous materials. 

(v) Supervision. When emergency alarm, detection or 
automatic fire-extinguishing systems are required in 
Sections 80.302 through 80.314, such systems shall be 
supervised by an approved central, proprietary or remote 
station service or shalł initiate an audible and visual sig- 
nal at a constantly attended on-site location. 

(w) Protection from Vehicles. Guard posts or other 
means shall be provided to protect exterior storage tanks 
from vehicular damage. When guard posts are installed, 
the posts shall be: 

1. Constructed of steel not less than 4 inches in diam- 
eter and concrete filled, 

2. Spaced not more than 4 feet between posts on 
center, 

3. Set not less than 3 feet deep in a concrete footing of 
not less than a 15—inch diameter, 

4. Set with the top of the posts not less than 3 feet 
above ground, and 

5. Located not less than 5 feet from the tank. 

(x) Clearance from Combustibles. The area surround- 
ing an exterior storage area or tank shall be kept clear of 
combustible materials and vegetation for a minimum 
distance of 30 feet. 

(y) Noncombustible Floor. Except for surfacing, floors 
of storage areas shall be of noncombustible construction. 

(z) Professional Engineer. The chief is authorized to 
require design submittals to bear the stamp of a profes- 
sional engineer. 

(aa) Weather Protection. When overhead noncom- 
bustible construction is provided for sheltering exterior 
hazardous material storage areas, such storage shall not 
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be considered indoor storage when all of the following 
conditions are met: 

1. Supports shall be of noncombustible construction. 

2. Supports and walls shall not obstruct more than 25 
percent of the perimeter of the storage area. 

3. The distance to buildings, property lines, streets, 
alleys, public ways or exits to a public way shall not be 
less than the distance required for an exterior hazardous 
material storage area without weather protection. 


NEW SECTION 


WAC 51-24-80303 TOXIC AND HIGHLY 
TOXIC COMPRESSED GASES. SECTION 80.303. 
(a) Indoor Storage. 1. General. Indoor storage of toxic 
and highly toxic compressed gases shall be in accordance 
with this subsection, and Sections 80.301 and 80.303(c). 

2. Exempt amounts. When the amount of highly toxic 
or toxic compressed gases stored in one control area ex- 
ceeds that specified in Table No. 80.303—A, such storage 
shall be within a room or building conforming with the 
Building Code requirements for a Group H, Division 7 
Occupancy. 

3. Fire-extinguishing system. In addition to Section 
80.301(p), the following requirements shall apply: 

A. Gas cabinets or exhausted enclosures for the stor- 
age of cylinders shall be internally sprinklered. 

B. Alternate fire-extinguishing systems shall not be 
used for either storage areas, gas cabinets or exhauste 
enclosures. 


EXCEPTION: Where water is incompatible with the hazardous ma- 


terial stored, the chief may approve alternate fire 
suppression methods to an automatic sprinkler 
system. 


4. Explosion venting or suppression. When flammable 
gases which are toxic or highly toxic are stored in rooms 
outside of gas cabinets or exhausted enclosures, the stor- 
age rooms shall be provided with explosion venting or 
suppression in accordance with the provisions of Section 
80.301(q). 

5. Spill control, drainage control and secondary con- 
tainment. Spill control, drainage control and secondary 
containment are not required for the storage of highly 
toxic or toxic compressed gases. 

6. Ventilation and storage arrangement. A. Ventilated 
area. Storage of cylinders shall be within ventilated gas 
cabinets, exhausted enclosures or within a ventilated 
separate gas storage room. Storage of portable and sta- 
tionary tanks shall be within a separate ventilated room 
without other occupancy or use. If gas cabinets are pro- 
vided, the room or area in which they are located shall 
have independent exhaust ventilation. 

B. Gas cabinets. When gas cabinets are provided they 
shall be: 

(i) Operated at negative pressure in relation to the 
surrounding area, ` 

(ii) Provided with self-closing limited access ports or 
noncombustible windows to give access to equipment 
controls. The average velocity of ventilation at the face 
of access ports or windows shall be not less than 200 feet 
per minute with a minimum of 150 feet per minute at 
any point of the access port or window, 
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(iii) Connected to an exhaust system, 

(iv) Provided with self-closing doors, and 

(v) Constructed of not less than 0.097-inch (12 gage) 
steel. 

C. Separate gas storage rooms. When separate gas 
storage rooms are provided, they shall be designed to: 

(i) Operate at a negative pressure in relation to the 
surrounding area, and 

(ii) Direct the exhaust ventilation to an exhaust 
system. 

D. Treatment systems. (i) General. Treatment systems 
shall be utilized to handle the accidental release of gas. 
Treatment systems shall be utilized to process all ex- 
haust ventilation to be discharged from gas cabinets, ex- 
hausted enclosures or separate gas storage rooms. 

(ii) Design. Treatment systems shall be capable of di- 
luting, adsorbing, absorbing, containing, neutralizing, 
burning or otherwise processing the entire contents of 
the largest single tank or cylinder of gas stored or used. 
When a total containment system is utilized, the system 
shall be designed to handle the maximum anticipated 
pressure of release to the system when it reaches 
equilibrium. 

(iii) Performance. Treatment systems shall be de- 
signed to reduce the maximum allowable discharge con- 
centration of the gas to one-half IDLH at the point of 
discharge to the atmosphere. When more than one gas is 
emitted to the treatment system, the treatment system 
shall be designed to handle the worst-case release based 
on the release rate, the quantity and the IDLH for all 
the gases stored or used. i 

(iv) Sizing. Treatment systems shall be sized to pro- 
cess the maximum worst-case release of gas based on 
the maximum flow rate of release from the largest cyl- 
inder or tank utilized. The entire contents of tanks and 
cylinders shall be considered. 

(v) Stationary tanks. Stationary tanks shall be labeled 
with the maximum rate of release for the gas contained 
based on valves or fittings that are inserted directly into 
the tank. If multiple valves or fittings are provided, the 
maximum flow rate of release for the valve or fitting 
with the highest flow rate shall be indicated. If liquefied 
gases are in contact with valves or fittings, the liquid 
flow rate shall be utilized for purposes of computation. 
Flow rates indicated on the label shall be converted to 
cubic feet per minute of gas at normal temperature and 
pressure. 

(vi) Portable tanks and cylinders. For portable tanks 
and cylinders, the maximum flow rate of release shall be 
calculated based on assuming the total release from the 
cylinder or tank within the time specified in Table No. 
80.303-B. When portable tanks or cylinders are 
equipped with approved excess flow or reduced flow 
valves, the worst-case release will be determined by the 
maximum achievable flow from the valve as determined 
by the valve manufacturer or the gas supplier. Reduced 
flow and excess flow valves shall be permanently marked 
by the manufacturer to indicate the maximum design 
flow rate. Such markings shall indicate the flow rate for 
air under standard conditions. 

7. Emergency power. Emergency power shall be pro- 
vided in lieu of standby power for: 
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A. Exhaust ventilation, including the power supply for 
treatment systems, 

B. Gas-detection systems, 

C. Emergency alarm systems, and 

D. Temperature-control systems. 

8. Limit controls. In addition to the limit controls re- 
quired by Section 80.301(t), excess flow control shall be 
provided for stationary tanks which are piped for filling 
or dispensing. 

9. Gas detection. A continuous gas-detection system 
shall be provided to detect the presence of gas at or be- 
low the permissible exposure limit or ceiling limit. The 
detection system shall initiate a local alarm and transmit 
a signal to a constantly attended control station. The 
alarm shall be both visual and audible and shall be de- 
signed to provide warning both inside and outside of the 
storage area. The audible alarm shall be distinct from all 
other alarms. 


EXCEPTIONS: 1. Signal transmission to a constantly attended con- 


trol station need not be provided when not more 
than one cylinder is stored. 

2. A continuous gas-detection system need not be 
provided for toxic gases when the physiological 
warning properties for the gas are at a level below 
the accepted permissible exposure limit for the gas. 


The gas-detection system shall be capable of moni- 
toring the room or area in which the. gas is stored at or 
below the permissible exposure limit or ceiling limit and 
the discharge from the treatment system at or below 
one-half the IDLH limit. 

10. Smoke detection. An approved supervised smoke— 
detection system shall be provided in rooms or areas 
where highly toxic compressed gases are stored indoors. 
Activation of the detection systems shall sound a local 
alarm. 

11. Storage conditions. The number of cylinders con- 
tained in a single gas cabinet shall not exceed three. 
EXCEPTION: Cabinets containing cylinders not exceeding | pound 


net contents each shall be limited to a maximum of 
100 cylinders. 


(b) Exterior Storage. 1. General. Exterior storage of 
highly toxic or toxic compressed gases shall be in ac- 
cordance with this subsection and Section 80.301 and 
80.303(c). 

2. Distance from storage to exposures. Exterior stor- 
age of highly toxic or toxic compressed gases shall com- 
ply with the Building Code and the following: 

A. Distance limitation to exposures. The exterior stor- 
age of highly toxic or toxic compressed gases shall not 
be within 75 feet of a building, property line, street, al- 
ley, public way or exit to a public way unless the storage 
is shielded by a structure having a minimum fire-resis- 
tive rating of two hours and which interrupts the line of 
sight between the storage and the exposure. The protec- 
tive structure shall be at least 5 feet from exposures. The 
protective structure shall not have more than two sides 
at approximately 90-degree directions, or three sides 
with connecting angles of approximately 135 degrees. 

B. Openings in exposure buildings. When the storage 
area is located closer than 75 feet to a building, openings 
into a building other than piping shall not be above the 
height of the top of the shielding structure or within 50 
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feet horizontally from the storage area whether or not 
shielded by a protective structure. 

C. Air intakes. The storage area shall not be within 75 
feet of air intakes. 

3. Canopies. Portable tanks and cylinders stored out- 
side of buildings shall be stored under a canopy of non- 
combustible construction. Such storage shall not be con- 
sidered indoor storage. 


EXCEPTION: Portable tanks and cylinders used for storing anhy- 
drous ammonia (fertilizer grade). 


An automatic fire-sprinkler system shall be provided 
for canopies provided for the storage of highly toxic or 
toxic compressed gases. 

EXCEPTION: Where water is incompatible with the hazardous ma- 
terial stored, the chief may approve alternate fire- 
suppression methods to an automatic sprinkier 
system. 


4. Piping and controls. [n addition to the requirements 
of Section 80.301(c), piping and controls on stationary 
tanks shall be in accordance with the following: 

A. Pressure-relief devices shall be vented to a treat- 
ment system designed in accordance with Section 
80.303(a) 6 D. 

B. Where filling or dispensing connections are provid- 
ed, they shall be provided with a means of local exhaust. 
Such exhaust shall be designed to capture fumes and 
vapors. The exhaust shall be directed to a treatment 
system designed in accordance with Section 80.303(a) 6 


C. Stationary tanks shall be provided with a means of 
excess flow control on tank inlet and outlet connections. 


EXCEPTIONS: 1. Inlet connections that are designed to preclude 


backflow. 
2. Pressure-relief devices. 


5. Spill control, drainage control and secondary con- 
tainment. Spill control, drainage control and secondary 
containment are not required for the exterior storage of 
highly toxic or toxic compressed gases. 

(c) Special Provisions. 1. Seismic protection. Station- 
ary tanks and associated piping systems shall be 
seismically braced in accordance with the Building 
Code. 

2. Security. Storage areas shall be secured against 
unauthorized entry. 

3. Gas cabinets for leaking cylinders. At least one gas 
cabinet or exhausted enclosure shall be provided for the 
handling of leaking cylinders. 


EXCEPTIONS: 1. A cabinet or exhausted enclosure need not be 


provided for leaking cylinders if all cylinders are 
stored within gas cabinets or exhausted enclosures. 

2. A cabinet or exhausted enclosure need not be 
provided for leaking cylinders if a U.S. DOT ap- 
proved cylinder containment vessel is provided. 


The cabinet or enclosure shall be located as follows: 

A. Within or adjacent to exterior storage areas, or 

B. Within separate gas storage rooms used for 
cylinders. 

The gas cabinet or exhausted enclosure shall be con- 
nected to an exhaust system. See Section 80.303(a) 6 D. 

4. Local exhaust for leaking portable tanks. A means 
of local exhaust shall be provided to capture leaks from 
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portable tanks. Portable ducts or collection systems de- 
signed to be applied to the site of a leak in a valve or 
fitting on the tank are acceptable. The local exhaust sys- 
tem shall be connected to a treatment system as specified 
in Section 80.303(a) 6 D. The local exhaust system shall 
be provided: 

A. Within or immediately adjacent to exterior storage 
areas, or 

B. Within separate gas storage rooms used for porta- 
ble or stationary tanks. 


NEW SECTION 


WAC 51-24-80305 FLAMMABLE  SOLIDS 
AND COMBUSTIBLE DUSTS. SECTION 80.305. 
(a) Indoor Storage. 1. General. Indoor storage of flam- 
mable solids shall be in accordance with this subsection 
and Section 80.301. Storage of combustible fibers shall 
be in accordance with Article 28. 

2. Exempt amounts. When the amount of flammable 
solids stored in one control area exceeds that specified in 
Table No. 80.305-A, such storage shall be within a 
room or building conforming to the Building Code re- 
quirements for a Group H, Division 3 Occupancy, or a 
Group H, Division 2 Occupancy when combustible dusts 
are stored in piles or within open containers. 

3. Spill control, drainage control and secondary con- 
tainment. Spill control, drainage control and secondary 
containment are not required for the storage of flamma- 
ble solids. 

4. Explosion venting or suppression. Rooms, buildings 
or equipment used for the storage of combustible dusts 
shall be provided with explosion venting, equivalent pro- 
tective devices or suppression in accordance with the 
provisions of Section 80.301 (q). 

5. Ventilation. Mechanical exhaust ventilation is not 
required. 

6. Storage conditions. Flammable solids stored in 
quantities greater than 1,000 cubic feet shall be separat- 
ed into piles each not larger than 1,000 cubic feet. Aisle 
widths between piles shall be equal to not less than the 
height of the piles or 4 feet, whichever is greater. 

Flammable solids shall not be stored in basements. 

(b) Exterior Storage. 1. General. Exterior storage of 
flammable solids shall be in accordance with this sub- 
section and Section 80.301. Storage of combustible fi- 
bers shall be in accordance with Article 28. 

2. Distance from storage to exposures. Exterior stor- 
age of flammable solids shall not be within 20 feet of 
any building, property line, street, alley, public way, or 
exit to a public way. An unpierced two-hour бге-геѕіѕ- 
tive wall extending not less than 30 inches above and to 
the sides of the storage area is allowed in lieu of such 
distance. 

3. Spill control, drainage control and secondary con- 
tainment. Spill control, drainage control and secondary 
containment are not required for exterior storage of 
flammable solids. 

4. Storage conditions. Exterior storage of flammable 
solids shall be separated into piles not larger than 5,000 
cubic feet each. Aisle widths between piles shall be not 
less than one-half the height of the piles or 10 feet, 
whichever is greater. 
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NEW SECTION 


WAC 51-24-80315 DELETE SECTION 80.315 
CARCINOGENS, IRRITANTS, SENSITIZERS 
AND OTHER HEALTH HAZARD SOLIDS, LIQ- 
UIDS AND GASES ENTIRELY. 


NEW SECTION 


WAC 51-24-80401 SECTION 80.401. General. 
(a) Applicability. Dispensing, use and handling of haz- 
ardous materials in excess of the exempt amounts speci- 
fied in Tables Nos. 80.402-A and 80.402-B shall be in 
accordance with this division. 


EXCEPTIONS: 1. Hazardous materials regulated by other articles 


in this code. 
2. Underground storage tanks regulated by 40 CFR 
280 or state law. 


The provisions for toxic compressed gases shall apply 
only after consideration of the hazard potential, alterna- 
tives for controlling the hazard, and the cost and benefits 
of the alternatives. 

(b) Containers, Cylinders and Tanks. 1. General. 
Containers, cylinders and tanks utilized for the dis- 
pensing, use or handling of hazardous materials shall be 
in accordance with this subsection. 

2. Design and construction. Containers, cylinders and 
tanks shall be designed and constructed in accordance 
with nationally recognized standards. See Section 
2.304(b). 

3. Tanks out of service for 90 days. Stationary tanks 
not used for a period of 90 days shall be properly safe- 
guarded or removed in à manner approved by the chief. 
Such tanks shall have the fill line, gage opening and 
pump connection secured against tampering. Vent lines 
shall be properly maintained. 

4. Defective containers, cylinders and tanks. Defective 
containers, cylinders and tanks shall be removed from 
service, repaired, or disposed of in accordance with na- 
tionally recognized standards of good practice. 

5. Empty containers, cylinders and tanks. Empty con- 
tainers, cylinders and tanks previously containing haz- 
ardous materials shall be free from residual material and 
vapor or stored as specified for the storage of hazardous 
material in accordance with Division III. 

6. Underground tanks. Underground tanks not other- 
wise excepted by this section containing hazardous ma- 
terials shall be located and protected in accordance with 
Sections 79.601 and 79.603 of this code. Secondary con- 
tainment shall be provided for all new underground 
tanks. 

7. Aboveground tanks. Aboveground tanks containing 
hazardous materials shall be located and protected in 
accordance with the provisions for exterior storage of the 
particular materials as specified in Division III. Such 
tanks shall be marked as required by Section 80.401(n). 

(c) Piping, Tubing, Valves and Fittings. 1. General. 
Piping, tubing, valves and fittings conveying hazardous 
materials shall be installed in accordance with approved 
standards and shall be in accordance with this 
subsection. 
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2. Design and Construction. Piping, tubing, valves, 
fittings and related components used for hazardous ma- 
terials shall be in accordance with the following: 

A. Piping, tubing, valves, fittings and related compo- 
nents shall be designed and fabricated from materials 
compatible with the material to be contained and shall 
be of adequate strength and durability to withstand the 
pressure, structural and seismic stress and exposure to 
which they are subject. 

B. Piping and tubing shall be identified in accordance 
with nationally recognized standards to indicate the ma- 
terial conveyed. 

С. Emergency shutoff valves shall be identified and 
the location shall be clearly visible and indicated by 
means of a sign, and 

D. Backflow-prevention or check valves shall be pro- 
vided when the backflow of hazardous materials could 
create a hazardous condition or cause the unauthorized 
discharge of hazardous materials. 

3. Supply piping. Supply piping and tubing for gases 
and liquids having a health hazard ranking of 3 or 4 in 
accordance with UFC Standard No. 79-3 shall also be 
in accordance with the following: 

A. Piping and tubing utilized for the transmission of 
highly toxic or toxic materials shall have welded or 
brazed connections throughout unless an exhausted en- 
closure is provided if the material is a gas, or the piping 
is provided with a receptor for containment if the mate- 
rial is a liquid, 


EXCEPTIONS: 1. Nonmetallic piping with approved connections. 


2. Nationally recognized standards shall be deemed 
to be in compliance with this section. 


B. Piping and tubing shall not be located within exit 
corridors, within any portion of an exit required to be 
enclosed in fire-resistive construction, or above areas not 
classified as Group H Occupancies, 


EXCEPTION: Piping and tubing within the space defined by the 


walls of exit corridors and floor or roof above or in 
concealed space above other occupancies when in- 
stalled in accordance with the Building Code as re- 
quired for Group H, Division 6 Occupancies. See 
UBC Section 911(f) 2. 


C. Where gases or liquids are carried in pressurized 
piping above 15 psig, excess flow control shall be provid- 
ed. Where the piping originates from within a hazardous 
material storage room or area, the excess flow control 
shall be located within the storage room or area. Where 
the piping originates from a bulk source, the excess flow 
control shall be located as close to the bulk source as 
practical, and 
EXCEPTION: Where excess flow control is not appropriate accord- 


ing to nationally: recognized standards of good 
practice. А 


D. Readily accessible manual or automatic remotely 
activated fail-safe emergency shutoff valves shall be in- 
stalled on supply piping and tubing at the following 
locations: 

(i) The point of use, and 

(ii) The tank, cylinder or bulk source. 

(d) Equipment. Equipment, machinery and processes 
utilized for dispensing, use or handling of hazardous 
materials shalł be suitable for the intended use. Such 
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equipment, machinery and processes shall be maintained 
in an operable condition and shall be replaced, repaired 
or removed from service when found to be defective. 

(e) Separation from Storage of Hazardous Materials. 
Dispensing, use and handling of hazardous materials 
having a reactivity hazard ranking of 3 or 4 in accord- 
ance with UFC Standard No. 79-3 shall be separated 
from storage of incompatible materials when the quanti- 
ty in storage exceeds the exempt amounts specified in 
Sections 80.302 through 80.314. The separation shall be 
provided by one of the following: 

1. Segregated from incompatible hazardous materials 
storage by a distance of not less than 20 feet, 

2. Isolated from incompatible hazardous materials 
storage by a noncombustible partition extending not less 
than 18 inches above and to the front and sides of the 
stored material, 

3. Storage of hazardous materials in hazardous mate- 
rials storage cabinets in accordance with Section 
80.301(0), or 

4. Storage of compressed gases in gas cabinets or ex- 
hausted enclosures in accordance with Section 80.303(a) 
6 B. 

(f) Noncombustible Floor. Except for surfacing, floors 
of areas where liquid or solid hazardous materials are 
dispensed or used in open systems shall be of noncom- 
bustible, liquid-tight construction. 

(g) Spill control, drainage control and secondary con- 
tainment. When required by other provisions of this di- 
vision, spill control, drainage control and secondary con- 
tainment shall be provided in accordance with Section 
80.301 (I). 

(h) Sources of Ignition. Smoking shall be prohibited 
in rooms or areas where hazardous materials are dis- 
pensed or used in open systems and within 25 feet of 
outdoor dispensing areas. 

Open-flame and other heat-producing equipment 
shall be located a safe distance from areas where tem- 
perature-sensitive materials, flammable materials and 
compressed gases are dispensed, used or handled. 

(i) Static Accumulation. When processes or conditions 
exist where a flammable mixture could be ignited by 
static electricity, means shall be provided to prevent the 
accumulation of a static charge. 

(j Electrical Equipment and Wiring. Electrical 
equipment and wiring in dispensing and use areas shall 
be installed in accordance with the provisions of the 
Washington State Electrical Code Chapter 296-46 
WAC. 

(k) Limit Controls. 1. General. Limit controls shall be 
provided in accordance with this subsection. 

2. Liquid level. Open tanks in which hazardous mate- 
rials are used shall be equipped with a liquid level limit 
control or other means to prevent overfilling of the tank. 

3. Temperature. Process tanks and equipment which 
involve temperature control of the material shall be pro- 
vided with limit controls to maintain the temperature 
within a safe range. 

4. Pressure. Stationary tanks and equipment contain- 
ing materials which can generate pressures exceeding the 
tank or equipment design limits due to exposure fires or 
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internal reaction shall be equipped with pressure-limit- 
ing or relief devices. Relief devices for stationary tanks 
or equipment for highly toxic or corrosive materials shall 
vent to an exhaust scrubber or treatment system for 
processing of vapors or gases. Relief devices for flamma- 
ble or explosive vapors or gases shall vent to an approved 
location. 

(1) Standby power. When mechanical ventilation, 
treatment systems, temperature control, manual alarm, 
detection or other electrically operated systems are re- 
quired by other provisions of this division, such systems 
Shall be connected to a standby source of power to auto- 
matically supply electrical power in the event of loss of 
power from the primary source. See the Washington 
State Electrical Code Chapter 296-46 WAC. 

(m) Supervision. Manual alarm, detection, and auto- 
matic fire-extinguishing systems required by other pro- 
visions of this division shall be supervised by an ap- 
proved central, proprietary or remote station service or 
shall initiate an audible and visual signal at a constantly 
attended on-site location. 

(n) Signage. In addition to the hazard identification 
signs required by Section 80.107, additional hazard 
identification and warning signs shall be provided as 
follows: 

1. Signs prohibiting smoking shall be provided in dis- 
pensing and open-use areas and within 25 feet of out- 
door dispensing or open-use areas, and 

2. Stationary containers and tanks shall be placarded 
with hazard identification signs as specified in UFC 
Standard No. 79—3 for the specific material contained. 

(o) Security. Dispensing, use, and handling areas shall 
be protected against tampering or trespassing by fencing 
or other control measures. 

(p) Seismic protection. Machinery and equipment uti- 
lizing hazardous materials shall be seismically anchored 
in accordance with the Building Code. 

(q) Lighting. Adequate lighting by natural or artificial 
means shall be provided. Artificial lighting shall be in 
accordance with the recommendations of the Illuminat- 
ing Engineering Society Handbook or other nationally 
recognized standards. 

(r) Fire-extinguishing Systems. Indoor rooms or areas 
in which hazardous materials are dispensed or used shall 
be protected by an automatic fire-extinguishing system. 
Sprinkler system design shall not be less than that re- 
quired by the Building Code for Ordinary Hazard, 
Group 3, with a minimum design area of 3,000 square 
feet. See UBC Standard No. 38-1. Where the materials 
or storage arrangement require a higher level of sprin- 
kler system protection in accordance with nationally 
recognized standards, the higher level of sprinkler sys- 
tem protection shall be provided. 


EXCEPTION: Approved alternate automatic fire-extinguishing sys- 
tems are allowed. 


NEW SECTION 


WAC 51-24-80402 DISPENSING AND USE. 
SECTION 80.402. (a) General. When the amount of 
hazardous materials dispensed or used in one control 
area exceeds that specified in Table No. 80.402-A or 
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80.402—B, such dispensing or use shall either be located 
in a room or area complying with this section and con- 
structed in accordance with the Building Code, or shall 
be located in an exterior dispensing, use or handling area 
located as required for exterior storage in Sections 
80.301 through 80.314. 

(b) Indoor Dispensing and Use. 1. General. Indoor 
dispensing and use of hazardous materials shall be in 
accordance with this subsection and Section 80.401. 

2. Open systems. A. General. Dispensing and use of 
hazardous materials in open containers or systems shall 
be in accordance with this subsection. 

B. Dispensing. When liquids having a hazard ranking 
of 3 or 4 in accordance with U.F.C. Standard No. 79-3 
are dispensed from tanks or drums, dispensing shall be 
only by approved pumps taking suction from the top or 
by other methods in accordance with nationally recog- 
nized standards of good practice. 

C. Ventilation. When gases, liquids or solids having a 
hazard ranking of 3 or 4 in accordance with U.F.C. 
Standard No. 79—3 are dispensed or used, approved ven- 
tilation shall be provided to control fumes, mists or va- 
pors at the point of generation. 

EXCEPTION: Gases, liquids or solids which can be demonstrated 


not to create harmful fumes, mists or vapors based on 
applicable recognized standards. 


D. Fire-extinguishing system. In addition to the pro- 
visions of Section 80.401(r), laboratory fume hoods and 
spray booths where flammable materials are dispensed 
or used shall be protected by an automatic fire—extin- 
guishing system. 

E. Explosion venting or suppression. Explosion venting 
or suppression shall be provided in accordance with the 
provisions of Section 80.301(q) when an explosion haz- 
ard can occur because of the characteristics or nature of 
the hazardous materials dispensed or used, or as a result 
of the dispensing or use process. 

F. Spill control, drainage and containment. Rooms or 
areas where hazardous material liquids are dispensed 
into containers exceeding l-gallon capacity or used in 
open containers or systems exceeding a 5-gallon capaci- 
ty shall be provided with a means to control spills. Sec- 
ondary containment shall be provided when the capacity 
of an individual container exceeds 55 gallons or the ag- 
gregate capacity of multiple containers exceeds 100 
gallons. 

3. Closed systems. A. General. Use of hazardous ma- 
terials in closed containers or systems shall be in ac- 
cordance with this subsection. 

B. Use. Systems shall be suitable for the use intended 
and shall be designed by persons competent in such de- 
sign. Where nationally recognized good practices or 
standards have been established for the processes em- 
ployed, they shall be followed in the design. Controls 
shall be designed to prevent materials from entering or 
leaving process or reaction systems at other than the in- 
tended time, rate or path. When automatic controls are 
provided, they shall be designed to be fail safe. 

C. Ventilation. If closed systems are designed to be 
opened as part of normal operations, ventilation shall be 
provided in accordance with Section 80.402(b) 2 C. 
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D. Fire-extinguishing system. In addition to Section 
80.401 (r), laboratory fume hoods and spray booths 
where flammable materials are used shall be protected 
by an automatic fire-extinguishing system. 

E. Explosion venting or suppression. Explosion venting 
or suppression shall be provided in accordance with the 
provisions of Section 80.301(q) when an explosion haz- 
ard can occur because of the hazardous materials dis- 
pensed or used, or as a result of the dispensing or use 
process. 

F. Spill control, drainage control and secondary con- 
tainment. Rooms or areas where hazardous material liq- 
uids are used in individual tanks or containers exceeding 
55 gallons shall be provided with a means to control 
spills. Secondary containment shall be provided if the 
aggregate capacity of multiple tanks or containers ex- 
ceeds 1,000 gallons. 

G. Special requirements for highly toxic and toxic 
compressed gases. (i) Ventilation and storage arrange- 
ment. Compressed gas cylinders in use shall be within 
ventilated gas cabinets, laboratory fume hoods, exhaust- 
ed enclosures or separate gas storage rooms. When port- 
able or stationary tanks are utilized in use or dispensing, 
they shall be within a ventilated separate gas storage 
room or placed within an exhausted enclosure. 

(ii) Gas cabinets and exhausted enclosures. When gas 
cabinets or exhausted enclosures are provided, they shall 
be in accordance with Section 80.303(a) 6 B. Gas cabi- 
nets and exhausted enclosures shall be internally 
sprinklered. 

(iii) Separate gas storage rooms. When separate gas 
storage rooms are provided, they shall be in accordance 
with Section 80.303 (a) 6 C. 

(iv) Treatment systems. Treatment systems shall be 
provided in accordance with Section 80.303(a) 6 D. 

(v) Gas detection. Gas detection shall be provided in 
accordance with Section 80.303(a) 9. Activation of the 
monitoring system shall automatically close the shutoff 
valve on highly toxic or toxic gas supply lines related to 
the system being monitored. 


EXCEPTION: Automatic shutdown need not be provided for reac- 


tors utilized for the production of toxic or highly tox- 
ic gases when such reactors are: 

1. Operated at pressures less than 15 psig, 

2. Constantly attended, and 

3. Provided with readily accessible emergency shutoff 
valves. 


(vi) Smoke detection. Smoke detection shall be pro- 
vided in accordance with Section 80.303(a) 10. 

(vii) Storage conditions. The number of cylinders 
contained in a single gas cabinet shall not exceed three. 

(c) Exterior Dispensing and Use. 1. General. Exterior 
dispensing or use of hazardous materials in either closed 
or open containers or systems shall be in accordance 
with this subsection and Section 80.401. 

2. Dispensing. When liquids having a hazard ranking 
of 3 or 4 in accordance with U.F.C. Standard No. 79-3 
are dispensed from tanks or drums, dispensing shall be 
by approved pumps taking suction from the top or by 
other methods in accordance with nationally recognized 
standards of good practice. 
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3. Fire-extinguishing system. Flammable hazardous 
materials dispensing or use areas located within 50 feet 
of either a storage area or building, and vehicle loading 
racks where flammable hazardous materials are dis- 
pensed, shall be protected by an approved fire—extin- 
guishing system. 

4. Spill control, drainage control and secondary con- 
tainment. A. Open systems. Exterior areas where haz- 
ardous materials liquids are dispensed into containers 
exceeding a 1—gallon capacity or used in open containers 
or systems exceeding a 5-gallon capacity shall be pro- 
vided with a means to control spills. Secondary contain- 
ment shall be provided when the capacity of an individ- 
ual container exceeds 55 gallons or the aggregate capac- 
ity of multiple containers exceeds 100 gallons. 

B. Closed systems. Exterior areas where hazardous 
materials liquids are used in individual tanks or contain- 
ers exceeding 55 gallons shall be provided with a means 
to control spills. Secondary containment shall be provid- 
ed when the aggregate capacity of multiple tanks or 
containers exceeds 1,000 gallons. 

5. Clearance from combustibles. The area surrounding 
an exterior dispensing or use area shall be kept clear of 
combustible materials and vegetation for a minimum 
distance of 30 feet. 

6. Fire access roadways and water supply. A. General. 
Fire access roadways and approved water supplies shall 
be provided for exterior dispensing or use areas in ac- 
cordance with this subsection. 

B. Fire access roadways. Fire apparatus access road- 
ways shall be provided to within 150 feet of all portions 
of an exterior dispensing or use area. Such access road- 
ways shall comply with Article 10, Division 11. 

C. Water supply. An approved water supply shall be 
provided. Fire hydrants or other approved means capable 
of supplying the required fire flow shall be provided to 
within 150 feet of all portions of an exterior dispensing 
or use area. The water supply and fire hydrants shall 
comply with Article 10, Division IV. 

7. Protection from vehicles. Guard posts or other 
means shall be provided to protect exterior dispensing or 
use areas from vehicular damage. When guard posts are 
installed, the posts shall be in accordance with Section 
80.301(w). 

8. Special requirements for highly toxic or toxic com- 
pressed gases. A. Ventilation and storage arrangement. 
When cylinders or portable containers are used out-of- 
doors, gas cabinets or a locally exhausted enclosure shall 
be provided. 

B. Gas cabinets. When gas cabinets are provided, the 
installation shall be in accordance with Section 
80.303(a) 6 B. 

C. Treatment systems. Treatment systems shall be 
provided in accordance with Section 80.303(a) 6 D. 

D. Gas detection. Gas detection shall be provided in 
gas cabinets and exhausted enclosures in accordance 
with Section 80.303(a) 9. Activation of the monitoring 
system shall automatically close the shutoff valve on 
highly toxic or toxic gas supply lines related to the sys- 
tem being monitored. 
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EXCEPTION: Automatic shutdown need not be provided for reac- 


tors utilized for the production of toxic or highly tox- 

ic gases when such reactors are: 

1. Operated at pressures less than 15 psig, 

2. Constantly attended, and 

3. Provided with readily accessible emergency shutoff 
, valves. 


E. Fire-extinguishing system. Gas cabinets and ex- 
hausted enclosures shall be internally sprinklered. 


NEW SECTION 
WAC 51-24-99500 DIVISION V. STANDARDS. 


NEW SECTION 


WAC 51-24-99510 APPENDIX V-A. NA- 
TIONALLY RECOGNIZED STANDARDS OF 
GOOD PRACTICE. 1. Scope. The following standards 
and publications are intended for use as a guide to attain 
a reasonable level of safety where specific requirements 
are not stated or specific standards are not adopted or 
referenced in the code. 

2. AMERICAN GAS ASSOCIATION LABORA- 
TORIES 
8501 East Pleasant Road, Cleveland, OH 44131 
1425 Grande Vista Avenue, Los Angeles, CA 90023 

DIRECTORY OF CERTIFIED APPLIANCES 
AND ACCESSORIES 


COMPRESSED GAS ASSOCIATION, INC. 
1235 Jefferson Davis Highway, Arlington, VA 22202 

CGA PAMPHLETS 

G-1 Acetylene. 

G-2 Anhydrous Ammonia. 

G-3 Sulphur Dioxide. 

G-4 Oxygen. 

G-5 Hydrogen. 

P-1 Safe Handling of Compressed Gases. 

P-2 Characteristics and Safe Handling of Medical 
Gases. 

V-5 Diameter—Index Safety System. 


FACTORY MUTUAL ENGINEERING AND RE- 
SEARCH 
1151 Boston-Providence Turnpike, Norwood, MA 
02062 


INSTITUTE OF MAKERS OF EXPLOSIVES 
1120. 19th Street, N.W., Suite 310, Washington, D.C. 
20036-3605 

IME PAMPHLETS 

No. I Construction Guide for Storage Magazines 

No. 20 Radio Frequency Radiation Hazard in Use of 
Electric Blasting Caps 


NATIONAL FIRE PROTECTION ASSOCIA- 
TION 
Batterymarch Park, Quincy, MA 02269 

NFPA NATIONAL FIRE CODES 


UNDERWRITERS LABORATORIES INC. 
333 Pfingsten Road, Northbrook, IL 60062 
1655 Scott Blvd., Santa Clara, CA 95050 
U.L. INC. DIRECTORIES 
Automotive, Burglary Protection and Mechanical 
Equipment. 
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Building Materials. 

Electrical Appliance and Utilization Equipment. 
Electrical Construction Materials. 

Fire Protection Equipment. 

Fire Resistance. 

Gas and Oil Equipment. 

General Information from Electrical Construc- 
tion Materials and Hazardous Location Equip- 
ment Directories. 

Hazardous Location Equipment. 

Marine Products. 

Recognized Component. 


UNITED STATES GOVERNMENT AGENCIES 
Code of Federal Regulations (CFR), Titles 1-50, Su- 
perintendent of Documents 
U.S. Government Printing Office, Washington, DC 
20402 


THE CHLORINE INSTITUTE, INC. 

2001 L Street, NW, Washington, DC 20036 
The Chlorine Manual. 
Instruction Booklet Chlorine Institute Emergency 
Kit "A" for 100—pound and 150-pound Chlorine 
Cylinders. 
Instruction Booklet Chlorine Institute Emergency 
Kit "B" for Chlorine Ton Containers. 
Instruction Booklet Chlorine Institute Emergency 
Kit "C" for Chlorine Tank Cars/Tank Trucks. 
Chlorine Institute Drawing 188, Chlorine Cylin- 
der Recovery Vessel. 


Chapter 51-25 WAC 
STATE BUILDING CODE ADOPTION OF THE 
1991 EDITION OF THE UNIFORM FIRE CODE 
STANDARDS 


NEW SECTION 


WAC 51-25-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-25-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-25-003 UNIFORM FIRE CODE 
STANDARDS. The 1991 edition of the Uniform Fire 
Code Standards published by the International Confer- 
ence of Building Officials, and the Western Fire Chiefs 
Association is hereby adopted by reference. 


NEW SECTION 


WAC 51-25-007 EXCEPTIONS. The exceptions 
and amendments to the Uniform Fire Code Standards 
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contained in the provisions of chapter 19.27 RCW shall 
apply in case of conflict with any of the provisions of 
these rules. 


NEW SECTION 


WAC 51-25-008 IMPLEMENTATION. The Uni- 
form Fire Code Standards adopted by chapter 51—25 
WAC shall become effective in all counties and cities of 
this state on July 1, 1992, unless local amendments have 
been approved by the state building code council. 


WSR 92-01-066 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 13, 1991, 10:35 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To adopt by reference and with amendments 
the 1991 edition of the Uniform Plumbing Code, chapter 
51-26 WAC. 

Statutory Authority for Adoption: RCW 19.27.074, 
19.27.031, and chapter 19.27 RCW. 

Pursuant to notice filed as WSR 91-16-116 on Au- 
gust 7, 1991. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-26 WAC 
STATE BUILDING CODE ADOPTION AND 
AMENDMENT OF THE 1991 EDITION OF THE 
UNIFORM PLUMBING CODE 


NEW SECTION 


WAC 51-26-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-26-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes, the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-26-003 UNIFORM PLUMBING 
CODE. The 1991 edition of the Uniform Plumbing 
Code, published by the International Association of 
Plumbing and Mechanical Officials, is hereby adopted 
by reference with the following additions, deletions, and 
exceptions: PROVIDED, That Chapters 11 and 12 of 
this code are not adopted: PROVIDED FURTHER, 
That those requirements of the Uniform Plumbing Code 
relating to venting of appliances as found in Chapter 13 
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are not adopted. 


NEW SECTION 


WAC 51-26-004 EXCEPTIONS. The exceptions 
and amendments to the uniform codes contained in the 
provisions of chapter 19.27 RCW shall apply in cases of 
conflict with any of the provisions of these rules. 


NEW SECTION 


WAC 51-26-008 IMPLEMENTATION. The Uni- 
form Plumbing Code adopted by chapter 51-26 WAC 
shall become effective in all counties and cities of this 
state on July 1, 1992, unless local amendments have 
been approved by the state building code council. 


NEW SECTION 


WAC 51-26-0300 CHAPTER 3 GENERAL IN- 
STRUCTIONS AND REGULATIONS. 


NEW SECTION 


WAC 51-26-0310 PROHIBITED FITTINGS 
AND PRACTICES. Section 310. (a) No double hub 
fitting, single or double tee branch, single or double 
tapped tee branch, side inlet quarter bend, running 
thread, band, or saddle shall be used as a drainage fit- 
ting, except that a double hub sanitary tapped tee may 
be used on a vertical line as a fixture connection. 

(b) No drainage or vent piping shall be drilled and 
tapped for the purpose of making connections thereto, 
and no cast iron soil pipe shall be threaded. 

(c) No waste connection shall be made to a closet 
bend or stub of a water closet or similar fixture. 

(d) Except as hereinafter provided in Sections 613, 
614, and 615, no vent pipe shall be used as a soil or 
waste pipe, nor shall any soil or waste pipe be used as a 
vent. 

(e) No fitting, fixture and piping connection, appli- 
ance, device or method of installation which obstructs or 
retards the flow of water, wastes, sewage or air in the 
drainage or venting systems in an amount greater than 
the normal frictional resistance to flow, shall be used 
unless it is indicated as acceptable in this Code or is ap- 
proved by the Administrative Authority as having a de- 
sirable and acceptable function and of ultimate benefit 
to the proper and continuing functioning of the plumb- 
ing system. The enlargement of a three (3) inch (76.2 
mm) closet bend or stub to four (4) inches (101.6 mm) 
shall not be considered an obstruction. 

(f) Except for necessary valves, where intermembering 
or mixing of dissimilar metals occur, the point of con- 
nection shall be confined to exposed or accessible 
locations. 

(g) All valves, pipes, and fittings shall be installed in 
correct relationship to the direction of flow. 


NEW SECTION 


WAC 51-26-0315 PROTECTION OF PIPING, 
MATERIALS, AND STRUCTURES. Section 315. (a) 
АП piping passing under or through walls shall be pro- 
tected from breakage. All piping passing through or un- 
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der cinders or other corrosive materials shall be protect- 
ed from external corrosion in an approved manner. Ap- 
proved provisions shall be made for expansion of hot 
water piping. Voids around piping passing through con- 
crete floors on the ground shall be appropriately sealed. 

(b) АП piping in connection with a plumbing system 
shall be so installed that piping or connections will not 
be subject to undue strains or stresses, and provisions 
shall be made for expansion, contraction, and structural 
settlement. No piping shall be directly embedded in 
concrete or masonry walls or footings. No structural 
member shall be seriously weakened or impaired by cut- 
ting, notching, or otherwise. 

(c) All trenches deeper than the footing of any build- 
ing or structure and paralleling the same must be at 
least forty-five (45) degrees therefrom, unless permis- 
sion be otherwise granted by the Administrative 
Authority. 

(d) No building sewer or other drainage piping or part 
thereof, constructed of materials other than those ap- 
proved for use under or within a building, shall be in- 
stalled under or within two (2) feet (.6 m) of any build- 
ing or structure, or less than one (1) foot (.3 m) below 
the surface of the ground. 

(e) Piping subject to undue corrosion, erosion, or me- 
chanical damage shall be protected in an approved 
manner. 

(f) No water, soil, or waste pipe shall be installed or 
permitted outside of a building or in an exterior wall 
unless, where necessary, adequate provision is made to 
protect such pipe from freezing. All hot and cold water 
pipes installed outside the conditioned space shall be in- 
sulated to a minimum R-3. 


NEW SECTION 


WAC 51-26-0400 CHAPTER 4 DRAINAGE 
SYSTEMS. 


NEW SECTION 


WAC 51-26-0401 MATERIALS. Section 401. (a) 
Drainage piping shall be cast iron, galvanized steel, gal- 
vanized wrought iron, lead, copper, brass, Schedule 40 
ABS DWV, Schedule 40 PVC DWV, extra strength vi- 
trified clay pipe, or other approved materials having a 
smooth and uniform bore, except that: 

(1) No galvanized wrought iron or galvanized steel 
pipe shall be used underground and shall be kept at least 
six (6) inches (152.4 mm) above ground. 

(2) No vitrified clay pipe or fittings shall be used 
above ground or where pressurized by a pump or ejector. 
They shall be kept at least twelve (12) inches (.3 m) be- 
low ground. 

(b) Drainage fittings shall be of cast iron, malleable 
iron, lead, brass, copper, ABS, PVC, vitrified clay, or 
other approved materials having a smooth interior wa- 
terway of the same diameter as the piping served and all 
such fittings shall be compatible with the type of pipe 
used. | 

(1) Fittings on screwed pipe shall be of the recessed 
drainage type. Burred ends shall be reamed to the full 
bore of the pipe. 
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(2) The threads of drainage fittings shall be tapped so 
as to allow one-fourth (1/4) inch per foot (20.9 mm/m) 
grade. 


NEW SECTION 


WAC 51-26-0500 CHAPTER 5 VENTS AND 
VENTING. 


NEW SECTION 


WAC 51-26-0503 MATERIALS. Section 503. (a) 
Vent pipe shall be cast iron, galvanized steel, galvanized 
wrought iron, lead, copper, brass, Schedule 40 ABS 
DWV, Schedule 40 PVC DWV or other approved mate- 
rials having a smooth and uniform bore except that: 

(1) No galvanized wrought iron or galvanized steel 
pipe shall be used underground and shall be kept at least 
six (6) inches above ground. 

(b) Vent fittings shall be cast iron, galvanized mallea- 
ble iron or galvanized steel, lead, copper, brass, ABS, 
PVC, or other approved materials, except that no gal- 
vanized malleable iron or galvanized steel fittings shall 
be used underground and shall be kept at least six (6) 
inches (152.4 mm) above ground. 

(c) Changes in direction of vent piping shall be made 
by the appropriate use of approved fittings and no such 
pipe shall be strained or bent. Burred ends shall be 
reamed to the full bore of the pipe. 


NEW SECTION 


WAC 51-26-1000 CHAPTER 10 WATER DIS- 
TRIBUTION. 


NEW SECTION 


WAC 51-26-1004 MATERIALS. Section 1004. 
(a) Water pipe and fittings shall be of brass, copper, cast 
iron, galvanized malleable iron, galvanized wrought iron, 
galvanized steel, or other approved materials. Asbestos— 
cement, CPVC, PB, PE, or PVC water pipe manufac- 
tured to recognized standards may be used for cold wa- 
ter distribution systems outside a building. CPVC and 
PB water pipe and tubing may be used for hot and cold 
water distribution systems within a building. All materi- 
als used in the water supply system, except valves and 
similar devices shall be of a like material, except where 
otherwise approved by the Administrative Authority. 

(b) Cast iron fittings up to and including two (2) 
inches (50.8 mm) in size, when used in connection with 
potable water piping shall be galvanized. 

(c) All malleable iron water fittings shall be 
galvanized. 

(d) Piping and tubing which has previously been used 
for any purpose other than for potable water systems 
shall not be used. 

(e) Approved plastic materials may be used in water 
service piping, provided that where metal water service 
piping is used for electrical grounding purposes, replace- 
ment piping therefore shall be of like materials. 

EXCEPTION: Where a grounding system, acceptable to 
the Administrative Authority is installed, inspected, and 
approved, metallic pipe may be replaced with non-metallic 
pipe. 
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(f) Solder shall conform to the requirements of Sec- 
tion 802(d). 

(g) Water pipe and fittings with a lead content which 
exceeds eight (8) percent shall be prohibited in piping 
systems used to convey potable water. 


NEW SECTION 


WAC 51-26-1800 CHAPTER 18 WATER CON- 
SERVATION PERFORMANCE STANDARDS. 


NEW SECTION 


WAC 51-26-1801 DECLARATION OF PUR- 
POSE. The purpose of this chapter shall be to imple- 
ment water conservation performance standards in ac- 
cordance with RCW 19.27.170. Cities, towns, and coun- 
ties are prohibited from amending the standards estab- 
lished for low water consumption plumbing fixtures 
contained within this chapter. 


NEW SECTION 


WAC 51-26-1802 APPLICATION. This chapter 
shall apply to all new construction and all remodeling 
involving replacement of plumbing fixtures in all resi- 
dential, hotel, motel, school, industrial, commercial use, 
or other occupancies determined by the council to use 
significant quantities of water. 


NEW SECTION 


WAC 51-26-1803 WATER EFFICIENCY 
STANDARDS. (1) Standards for waterclosets. The 
guideline for maximum water use allowed in gallons per 
flush (gpf) for any of the following waterclosets is the 
following: 


Tank-type їоїїеї$........................ 3.5 gpf 
Flushometer-valve toilets ............ ee 3.5 gpf 
Flushometer-tank toilets ................. 3.5 gpf 
Electromechanical hydraulic toilets ......... 3.5 gpf 


(2) Standard for urinals. The guideline for maximum 
water use allowed for any urinal is 3.0 gallons per flush. 

(3) Standard for showerheads. The guideline for max- 
imum water use allowed for any showerhead is 3.0 
gallons per minute. 

(4) Standards for faucets. The guideline for maximum 
water use allowed in gallons per minute (gpm) for any of 
the following faucets and replacement aerators is the 
following: 


Bathroom faucets ...................... 3.0 gpm 
Lavatory faucets ....................... 3.0 gpm 
Kitchen faucets ........................ 3.0 gpm 
Replacement aerators ................... 3.0 gpm 


(5) No urinal or watercloset that operates on a con- 
tinuous flow or continuous flush basis shall be permitted. 


NEW SECTION 


WAC 51-26-1804 EXCEPTIONS. Except where 
designed and installed for use by the physically handi- 
capped, lavatory faucets located in restrooms intended 
for use by the general public must be equipped with a 
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metering valve designed to close by spring or water 
pressure when left unattended (self—closing). 


NEW SECTION 


WAC 51-26-1805 IMPLEMENTATION. The 
standards for water efficiency contained in WAC 51-18- 
030 shall be in effect as of July 1, 1990, as provided in 
RCW 19.27.170. 
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NEW SECTION 


WAC 51-26-2200 CHAPTER 22 MINIMUM PLUMBING FACILITIES. 


________——_—————————————- O E 


Each building shall be provided with sanitary facilities, including provisions for the physically handicapped as prescribed 
by the Department having jurisdiction. In the absence of such requirements, this Appendix--which provides a guideline for 
the minimum facilities for the various types of occupancies (see Section 910, Plumbing Fixtures Required, of the Uniform 
Plumbing Code) may be used. Рог handicapped requirements ANSI A117.1-1961 (R1971), Specifications for Making Buildings and 
Facilities Accessible to, and Usable by, the Physically Handicapped, may be used. 


The number of occupants shall be that determined by minimum exiting requirements. 


nn MM 


Type of Builging Mater Closets Urinals? Lavatories Bathtubs or Showers Drinking 3.13 
or Occupanc (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains * 

Person) Person) Person) Person) (Fixtures per 

Person) 

eee 
Assembly Places- Male Female 2 Male Female 
Theaters, 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 
Auditoriums, 2:16-35 3:16-35 1:10-50 


Convention Halls, 
etc.--for permanent 
employee use 


3:36-55 4:36-55 


Over 55, add 1 
fixture for each 


Add one fixture for 
each additional 50 


additional 40 males. 

persons. 
I 
Assembly Places- Male Female Male Female 1 per 7512 
Theatres, 1:1-100 — 3:1-50 1:1-100 1:1-200 1:1-200 
Auditoriums, 2:101-200 4:51-100 2:101-200 2:201-400 2:201-400 
Convention Halls, 3:201-400 8:101-200 3:201-400 3:401-750 3:401-750 
etc.--for public 11:201-400 4:401-600 


use 


Dormitories 
School or Labor 


Over 400, add one 
fixture for each 
additional 500 
males and 2 for 
each 300 females. 


Male Female ^ 
1 per 10 1 per 8 


Add 1 fixture for 
each additional 25 
males (over 10) and 
1 for each 
additional 20 
females (over 8). 


Over 150, add 1 


males. 


Over 600, add 1 
fixture for each 
additional 500 
males. 


Over 750, add one 
fixture for each 
additional 500 
persons. 


Male Female 
1 per 12 1 per 12 


1 per 75 
1 per 25 1 per 8 
Over 12 add one 
fixture for each 
additional 20 males 
and 1 for each 15 
additional females. 


For females, add 1 
bathtub per 30. 
Over 150, add 1 per 
20. 


fixture for each 
additional 50 


Dormitories 
for staff use 


Male Female?’ 


1:1-15 1:1-15 
2:16-35 3:16-35 
3:36-55 4:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons. 


1 per 50 Male Female 


1 per 40 1 per 40 


1 per 8 


a _ A 


Dwel Lings? 

Single Dwelling 
Multiple Dwelling 
or Apartment 
House 


1 per dwelling 
1 per dwelling or 
apartment unit 


1 per dwelling 
1 per dwelling or 
apartment unit 


1 per dwelling 
1 per dwelling or 
apartment unit 


EE nt SF DEC OO 
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Type of Building Mater Closets Urinals Lavatories Bathtubs or Showers Drinking 3.13 
or Occupanc (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains"' 
Person) Person) Person) Person) (Fixtures per 
Person) 
Ee 
Hospital Waiting 1 per room 1 per room 1 per 7512 
rooms 
Hospital for Male Female Male Female 
employee use 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 
2:16-35 3:16-35 1:10-50 
3:36-55 4:36-55 
Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 
persons. 
See 
‘Hospitals 
Individual Room 1 per room 1 per room 1 per room 12 
Ward Room 1 per 8 patients 1 per 10 patients 1 per 20 patients 1 per 75 


m—--——--..o,ooSoSCSCSCSŚCSCCCCCovovCCCCCŚŚŚCŚC —— MÀ 


Industriat® Male Female Up to 100, 1 per 10 1 shower for each 1 per 7512 
Warehouses 1:1-10 1:1-10 persons 15 persons exposed 
Workshops, 2:11-25 2:11-25 to excessive heat 
foundries and 3:26-50 3:26-50 Over 100,51 per 15 or to skin 
similar 4:51-75  4:51-75 persons contamination with 
establishments 5:76-100 5:76-100 poisonous, 
(for employee use) infectious, or 
Over 100, add 1 irritating material 
fixture for each 
additional 30 
persons 
Institutional- Male Female '* 0:1-9 Male Female 1 рег 8 1 per 7512 


Other than 
Hospitals or Penal 
Institutions (on 
each occupied 
floor) 


1 per 25 1 per 20 1:10-50 1 per 10 1 per 10 
Add one fixture for 
each additional 50 


males. 

„== DENS RE 
14 0:1-9 Male Female 1 per 751° 
1 per 40 1 per 40 


Institutional- Male Female 
Other than 1:1-15 1:1-15 
Hospitals or Penal 2:16-35 3:16-35 
Institutions (on 3:36-55 4:36-55 
each occupied 
floor) 

For employee use 


1 per 8 


Over 55, add 1 
fixture for each 
additional 40 
persons 


Add one fixture for 
each additional 50 
males. 


АС і_Ї "Є 


Office or Public Male Femate!4 131-100 Male Female 1 per 751° 
Buildings 1:1-100  3:1-50 2:101-200 1:1-200 1:1-200 
2:101-200 4:51-100  3:201-400 2:201-400 2:201-400 


3:201-400 8:101-200 
11:201-400 


4:401-600 3:401-750 3:401-750 


Qver 600, add 1 
fixture for each 
additional 300 


Over 400, add one 
fixture for each 


Over 750, add one 
fixture fore each 
additional 500 


additional 500 males. persons. 

males and 2 for 

each 300 females. 
Office or Public Male Female 14 Over 55, add 1 Add one fixture for Male Female 
buildings- For 1:1-15 1:1-15 fixture for each 0:1-9 each additional 50 1per 40 1 per 40 
employee use 2:16-35 3:16-35 additional 40 1:10-50 males. 


3:36-55 4:36-55 persons. 
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Type of Building Water Closets Urinats1Ü Lavatories Bathtubs or Showers Drinking 


or Occupanc (Fixtures per (Fixtures per (Fixtures per (Fixtures per Fountains): 13 
Person) Person) Person) · Person) (Fixtures per 
Person) 
i m -D- 
Penal Institutions- Male Female Male Female 1 per 7512 
For employee use 1:1-15 1:1-15 0:1-9 1 per 40 1 per 40 


2:16-35 3:16-35 1:10-50 
3:36-55 4:36-55 


Over 55, add 1 Add one fixture for 
fixture for each each additional 50 
additional 40 males. 

persons. 


_——————————-—-——-————————_———ө————— 
Penal Institutions- 
For prison use 


Cell 1 per cell 
Exercise room 


1 per cell block 
1 per cell floor 
1 per exercise room 1 per exercise room 1 per exercise room 1 per exercise room 


a —— — T 


Restaurants, ,Pubs Male Female Male Female 

and Lounges 1:1-50 1:1-50 1:1-150 1:1-150 1:1-150 
2:51-150 2:51-150 2:151-200 2:151-200 
3:151-300 4:151-300 3:201-400 3:201-400 


Over 300, add 1 Over 150, add 1 
fixture for each fixture for each fixture for each 
additional 200 additional 150 additional 400 


persons males persons 


Over 400, add 1 


————"UACcclr——  -——— — — — aM 


Schools-For staff Male Female 1 per 50 Male Female 
use 1:1-15 1:1-15 1 per 40 1 per 40 
ALL schools 2:16-35 2:16-35 
3:36-55 3:36-55 


Over 55, add 1 
fixture for each 
additional 40 
persons 


Schools-For student Male Female Male Female 1 per 7512 
use 1:1-20 1:1-20 1:1-25 1:1-25 
Nursery 2:21-50 2:21-50 2:26-50 2:26-50 
Over 50, add 1 Over 50, add 1 
fixture for each fixture for each 
additional 50 additional 50 
persons persons 
Elementary Male Female 1 per 75 Male Female 1 per 751° 
1 рег 30 1 per 25 1per 35 1 per 35 12 
Secondary Male Female 1 per 35 Male Female 1 per 75 
: 1 per 40 1 per 30 1 per 40 1 per 40 
Others (Colleges, Male Female 1 per 35 Male Female 1 per 751° 
Universities, 1 per 40 1 per 30 1 per 40 1 per 40 
Adult Centers, 
etc.) 
_—  _ —— ——__—____—__—_——————————————————- 
Worship Places Male Female! ^ 1 per 125 1 per 2 water 1 per 7512 
Educational and 1 рег 125 1 per 75 closets 
Activities Unit 2:126-250 2:76-125 
3:126-250 
a o ————————————— 
Worship Places Male Femalel* 1 per 150 1 per 2 water 1 per 751? 
Principal 1 per 150 1 per 75 closets 
Assembly Place 2:151-300 2:76-150 
3:151-300 


NENNEN 
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Whenever urinals are provided, one (1) water closet less than the number specified may be provided for each urinal installed, 
except the number of water closets in such cases shall not be reduced to less than two-thirds (2/3) of the minimum Specified. 


1. The figures shown are based upon one (1) fixture being the minimum required for the number of persons indicated or 
any fraction thereof. 

2. Building categories not shown on this table shall be considered separately by the Administrative Authority. 

3. Drinking fountains shall not be installed in toilet rooms. 

4. Laundry trays. One (1) laundry tray or one (1) automatic washer standpipe for each dwelling unit or two (2) laundry 


trays or two (2) automatic washer standpipes, or combination thereof, for each ten (10) apartments. Kitchen sinks, 
one (1) for each dwelling or apartment unit. 


5. Deleted. 

6. As required by ANSI 24.1-1968, Sanitation in Places of Employment. 

7. Where there is exposure to skin contamination with poisonous, infectious, or irritating materials, provide one (1) 
lavatory for each five (5) persons. 

8. Twenty-four (24) lineal inches (609.6 mm) of wash sink or eighteen (18) inches (457.2 mm) of a circular basin, when 
provided with water outlets for such space, shall be considered equivalent to one (1) lavatory. 

9. Laundry trays, one (1) for each fifty (50) persons. Slop sinks, one (1) for each hundred (100) persons. 

10. General. In applying this schedule of facilities, consideration must be given to the accessibility of fixtures. 


Conformity purely on a numerical basis may not result in an installation suited to the need of the individual 
establishment. Рог example, schools should be provided with toilet facilities on each floor having classrooms. 
Temporary workingmen facilities, one (1) water closet and one (1) urinal for each thirty (30) workmen. 


a. Surrounding materials, wall and floor space to a point two (2) feet (0.6 m) in front of urinal [1р and four 
(4) feet (1.2 m) above the floor, and at least two (2) feet (0.6 m) to each side of the urinal shall be 
Lined with non-absorbent materials. 


b. Trough urinals are prohibited. 
11. A restaurant is defined as a business which sells food to be consumed on the premises. 
a. The number of occupants for a drive-in restaurant shall be considered as equal to the number of parking 
stalls. р 
b. Employee toilet facilities are not to be included in the above restaurant requirements. Hand washing 


facilities must be available in the kitchen for employees. 


12. Where food is consumed indoors, water stations may be substituted for drinking fountains. Theatres, auditoriums, 
dormitories, offices, or public buildings for use by more than six (6) persons shall have one (1) drinking fountain 


for the first seventy-five (75) persons and one (1) additional fountain for each one hundred and fifty (150) persons 
thereafter. 


13. There shall be a minimum of one (1) drinking fountain per occupied floor in schools, theatres, auditoriums, 
dormitories, offices or public building. 


14. The total number of water closets for females shall be at least equal to the total number of water closets and 
urinals required for males. 
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NEW SECTION 


WAC 51-26-2300 CHAPTER 23 RAINWATER 
SYSTEMS. 


NEW SECTION 


WAC 51-26-2301 D1 MATERIALS. (a) Rainwa- 
ter piping placed within the interior of a building or run 
within a vent or shaft shall be of cast iron, galvanized 
steel, wrought iron, brass, copper, lead, Schedule 40 
ABS DWV, Schedule 40 PVC DWV or other approved 
materials. 

(b) Rainwater piping located on the exterior of a 
building shall be not less than 26 ga. galvanized sheet 
metal. When the conductor is connected to a building 
storm drain or storm sewer, a drain connection shall be 
extended above the finished grade and jointed at a point 
protected from injury. 

(c) Rainwater piping located underground within a 
building shall be of service weight cast iron soil pipe, 
Type DWV copper tube, Schedule 40 ABS DWV, 
Schedule 40 PVC DWV, extra strength vitrified clay 
pipe, or other approved materials. 

(d) Rainwater piping commencing two (2) feet (.6 m) 
from the exterior of a building may be of any approved 
material permitted in the Installation Requirements of 
this Code. 


WSR 92-01-067 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 13, 1991, 10:39 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 199]. 

Purpose: To adopt by reference and with amendments 
the 1991 edition of the Uniform Plumbing Standards, 
chapter 51-27 WAC. 

Statutory Authority for Adoption: RCW 19.27.074, 
19.27.031, and chapter 19.27 RCW. 

Pursuant to notice filed as WSR 91-16-117 on Au- 
gust 7, 1991. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-27 WAC 
STATE BUILDING CODE ADOPTION OF THE 
1991 EDITION OF THE UNIFORM PLUMBING 
CODE STANDARDS 


NEW SECTION 

WAC 51-27-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 
NEW SECTION 


WAC 51-27-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
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cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes, the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-27-003 UNIFORM PLUMBING CODE 
STANDARDS. The 1991 edition of the Uniform 
Plumbing Code Standards, published by the Interna- 
tional Association of Plumbing and Mechanical Officials 
is hereby adopted by reference. 


NEW SECTION 


WAC 51-27-004 EXCEPTIONS. The exceptions 
and amendments to the Uniform Codes contained in the 
provisions of chapter 19.27 RCW shall apply in cases of 
conflict with any of the provisions of these rules. 


NEW SECTION 


WAC 51-27-008 IMPLEMENTATION. The Uni- 
form Plumbing Code Standards adopted by chapter 51— 
27 WAC shall become effective in all counties and cities 
of this state on July 1, 1992, unless local amendments 
have been approved by the state building code council. 


WSR 92-01-068 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 13, 1991, 11:10 a.m., effective July I, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To repeal chapter 51-18 WAC, Washington 
state water conservation performance standards. Stan- 
dards have been relocated under chapter 51-27 WAC. 

Citation of Existing Rules Affected by this Order: 
Repealing chapter 51-18 WAC. 

Statutory Authority for Adoption: RCW 19.27.170 
and chapter 19.27 RCW. 

Pursuant to notice filed as WSR 91-20-160 on Octo- 
ber 2, 1991. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


WAC 51-18-010 
PURPOSE. 

WAC 51-18-020 APPLICATION. 

WAC 51-18-030 WATER EFFICIENCY 
STANDARDS. 

WAC 51-18-040 EXCEPTIONS. 

WAC 51-18-050 IMPLEMENTATION. 


DECLARATION OF 
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WSR 92-01-069 
PERMANENT RUŁES 
BUILDING CODE COUNCIL 
(Fiłed December 13, 1991, 11:16 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To adopt guidelines for building code ex- 
emptions for housing for indigent persons. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 51-16-040, 51-16-050, 51-16-060, 
51-16-070, and 51-16-100; and amending WAC 51- 
16-010, 51-16-020, 51-16-030, and 51—16--080. 

Statutory Authority for Adoption: RCW 19.27.074 
and chapter 19.27 RCW. 

Other Authority: Chapter 139, Laws of 1991. 

Pursuant to notice filed as WSR 91-20-174 on Octo- 
ber 2, 1991. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-16 WAC 
STATE BUILDING CODE ((UPBAFEAND 


TIONS-OF-FHE-UNIFORNFCOBES)) GUIDE- 
LINES 


AMENDATORY SECTION (Amending Order 88-11, 
filed 12/1/88, effective 7/1/89) 
WAC 51-16-010 AUTHORITY. These ((rutes)) 


guidelines are adopted under the authority of chapter 
19.27 RCW. 


AMENDATORY SECTION (Amending Order 88-11, 
filed 12/1/88, effective 7/1/89) 


WAC 51-16-020 PURPOSE. The purpose of these 
M M M 


guidelines is to provide local governments with amenda- 
tory language for specific applications. The guidelines 
are not required to be adopted and enforced by local 
governments. 


AMENDATORY SECTION (Amending WSR 91-01- 
117, filed 12/19/90, effective 7/1/91) 


WAC 51-16-030 AA D QUAE eL Ny 


BARDS)) EXEMPTIONS FOR INDIGENT HOUS- 
ING GUIDELINES. (CFhe-1988 edition of the-Uniform 


WSR 92-01-069 


WSR 92-01-069 Washington State Register, Issue 92-01 
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Cities and counties are permitted the option of adopt- 
ing exemptions from the state building code require- 
ments for buildings whose character of use or occupancy 
has been changed in order to provide housing for indi- 
gent persons. The adoption of an ordinance or resolution 
by cities and counties for the purpose to provide for oc- 
cupancy exemptions for indigent housing as outlined in 
this section, shall not be considered a local government 
residential amendment requiring approval by the state 
building code council. 

The guideline shall read as follows: 

The character of use or occupancy of an existing 
building located in this state, may be changed in order 
to provide housing for indigent persons, without con- 
forming to all of the requirements of the State Building 
Code provided that: 

1. The building official has reviewed and approved the 
proposed exemption; and, 

2. The proposed housing for indigent persons is less 
hazardous than the existing use; and, | 

3. Any code deficiencies exempted pose no threat to 
human life, health, or safety; and, ! 

4. The building or buildings exempted are owned ог 
administered by a public agency or non-profit corpora- 
tion; and, 

5. The exemption is authorized for no more than five 


years, subject to renewal of the exemption by the build- 
ing official. 


AMENDATORY SECTION (Amending WSR 90-13- 
033, filed 6/13/90, effective 7/23/90) 


WAC 51-16-080 PERMIT EXEMPTIONS 
GUIDELINE. Cities and counties are permitted the op- 
tion of adopting a one thousand five hundred dollar 
building permit exemption for certain construction and 
alteration activities for Group R, Division 3 and Group 
M, Division 1 Occupancies. To adopt the permit exemp- 
tion guideline, the following section of the ((+988)) 1991 
Uniform Building Code shall be amended as follows: 

(1) Section 301 (b) of the Uniform Building Code 
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shall be amended to read as follows: 

(b) Exempted work. A building permit shall not be 
required for the following: 

1. One-story detached accessory buildings used as tool 
and storage sheds, playhouses and similar uses, provided 
the projected roof area does not exceed one hundred 
twenty square feet. 

2. Fences not over six feet high. 

3. Oil derricks. 

4. Movable cases, counters, and partitions not over 
five feet nine inches high. 

5. Retaining walls which are not over four feet in 
height measured from the bottom of the footing to the 
top of the wall, unless supporting a surcharge or im- 
pounding Class I, II, or III-A liquids. | 

6. Water tanks supported directly upon grade if the 
capacity does not exceed five thousand gallons and the 
ratio of height to diameter or width does not exceed two 
to one. 

7. Platforms, walks, and driveways not more than 
thirty inches above grade and not over any basement or 
story below. 

8. Painting, papering, and similar finish work. 

9. Temporary motion picture, television, and theater 
stage sets and scenery. 

10. Window awnings supported by an exterior wall of 
Group R, Division 3, and Group M Occupancies when 
projecting not more than fifty-four inches. 

11. Prefabricated swimming pools accessory to a 
Group R, Division 3 Occupancy in which the pool walls 
are entirely above the adjacent grade and if the capacity 
does not exceed five thousand gallons. 

12. Minor construction and alteration activities to 
Group R, Division 3 and Group M, Division 1 Occupan- 
cies, as determined by the building official, which the 
total valuation, as determined in Section 304 (b) or as 
documented by the applicant to the satisfaction of the 
building official, does not exceed one thousand five hun- 
dred dollars in any twelve-month period: PROVIDED, 
That the construction and/or alteration activity does not 
affect any structural components, or reduce existing 
egress, light, air, and ventilation conditions. This exemp- 
tion does not include electrical, plumbing, or mechanical 
activities. The permit exemption shall not otherwise ex- 
empt the construction or alteration from the substantive 
standards of the codes enumerated in RCW 19.27.031, 
as amended and maintained by the state building code 
council under RCW 19.27.070. 

Unless otherwise exempted, separate plumbing, elec- 
trical, and mechanical permits will be required for the 
above exempted items. 

Exemption from the permit requirements of this code 
shall not be deemed to grant authorization for any work 
to be done in any manner in violation of the provisions 
of this code or any other laws or ordinances of this 
jurisdiction. 

The adoption of an ordinance or resolution by cities 
and counties for the purpose to provide for a permit ex- 
emption as outlined in this section, shall not be consid- 
ered a local government residential amendment requir- 
ing approval by the state building code council. 
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REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 51-16-040 UNIFORM MECHANICAL 
CODE. 

WAC 51-16-050 UNIFORM FIRE CODE AND 
UNIFORM FIRE CODE STANDARDS. 

WAC 51-16-060 UNIFORM PLUMBING CODE 
AND UNIFORM PLUMBING CODE 
STANDARDS. 

WAC 51-16-070 EXCEPTIONS. 

WAC 51-16-100 REVIEW OFCITY AND 
COUNTY AMENDMENTS PREVIOUSLY AP- 
PROVED BY THE COUNCIL. 


WSR 92-01-070 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Chiropractic Disciplinary Board) 
[Order 227B— Filed December 16, 1991, 10:50 a.m.] 


Date of Adoption: November 13, 1991. 

Purpose: To adopt rules regarding peer review. 

Statutory Authority for Adoption: RCW 18.26.110. 

Pursuant to notice filed as WSR 91-20-169 on Octo- 
ber 2, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 246-807-400 Peer review member- 
ship, the board omitted the election of a vice-chairman 
from the original rule. In the absence of the chairman 
the committee needs a vice-chairman; WAC 246-807- 
430 Peer review conflict of interest, by deleting "or in 
dismissal from the peer review committee." This simpli- 
fies the intent; WAC 246-807—450 Peer review conduct 
of reviews, chapter 320 [, Laws of 1991] is replaced with 
the applicable RCW 18.26.340 and 18.26.350; WAC 
246—807—460 Mediation, to keep the rule consistent with 
the statute, RCW 18.26.340(3); and WAC 246-807- 
470 Disciplinary board conflict of interest, clarifies the 
application of the conflict of interest law. 

Effective Date of Rule: Thirty—one days after filing. 

November 13, 1991 
John W. Day, D.C. 
Board Chair 


NEW SECTION 


WAC 246-807-400 PEER REVIEW MEMBER- 
SHIP. The peer review committee is created within the 
chiropractic disciplinary board and shall be constituted 
as follows: The chair of the peer review committee shall 
be a member of the board and shall not vote except to 
break a tie; one doctor of chiropractic representing each 
congressional district from within the state; and one in- 
dependent member representative of the health insur- 
ance industry; and one representative from the depart- 
ment of labor and industries. The committee shall elect 
by a simple majority a vice-chairman from its' 
members. 
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NEW SECTION 


WAC 246-807-420 PEER REVIEW QUALIFI- 
CATIONS FOR APPOINTMENT. The members of 
the committee who are chiropractors shall be licensed in 
Washington, current residents, and have been engaged in 
the practice of chiropractic in Washington for five years. 
The members shall not have had their license revoked or 
suspended by the chiropractic disciplinary board. The 
chiropractic members shall not serve during the term of 
their appointment as insurance consultants, independent 
examiners, peer reviewers, or any other capacity to the 
health insurance industry. The doctors may serve as 
consultant examiners to the department of labor and in- 
dustries. The remaining two members must be residents 
of the state who are not and never have been, licensed as 
chiropractors or members of any health care profession. 
All members shall be appointed by a majority vote of 
the board. 


NEW SECTION 


WAC 246-807-430 PEER REVIEW CONFLICT 
OF INTEREST. Any member of the peer review com- 
mittee shall disqualify him/her self from participation in 
a case for personal and/or professional involvement or 
association with the involved doctor, patient, patient's 
representative, or the insurer or professional competition 
in the community with the involved doctor. Members 
shall also be disqualified for lack of impartiality. Upon 
offer of appointment a potential member of the peer re- 
view committee will be required to complete a conflict of 
interest pledge. Refusal to complete the pledge will re- 
sult in not being appointed. This rule shall not be con- 
strued to conflict with any provision of chapter 42.18 
RCW, the Executive Branch Conflict of Interest Act. 


NEW SECTION 


WAC 246-807-440 PEER REVIEW QUORUM. 
A simple majority of the committee members shall con- 
stitute a quorum of the committee. A quorum of the 
committee shall be required to issue final decisions set- 
ting forth the committee's findings апа 
recommendations. I 


NEW SECTION 


WAC 246-807-450 PEER REVIEW CONDUCT 
OF REVIEWS. The committee shall conduct the re- 
views as provided by RCW 18.26.340 and 18.26.350. 
The committee shall meet, complete the review, and 
submit a written report to include the committee's find- 
ings and recommendations to all parties and the board 
within ninety days of the submission of the case to the 
peer review committee, unless an extension is authorized 
by the chair of the peer review committee. 


NEW SECTION 


WAC 246-807-460 MEDIATION. The peer re- 
view committee shall maintain and provide a list of me- 
diators by geographical region available to all parties 
upon request. The mediation process shall be without 
cost except actual costs of mediation shall be paid if the 
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requesting party is a chiropractor or third-party payor. 
The mediator shall be selected by the peer review com- 
mittee by the same criteria as the peer review committee 
members. If resolution of the review is not satisfactory 
to all parties, it may be submitted to the peer review 
committee for final action. 


NEW SECTION 


WAC 246-807-470 DISCIPLINARY BOARD 
CONFLICT OF INTEREST. Members of the board 
shall not participate in deciding a case or in rule making 
where their participation presents a conflict of interest, 
creates an appearance of a conflict of interest or where 
the board determines the member's participation raises 
questions as to the impartiality of the board. 


WSR 92-01-071 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Board of Optometry) 
[Filed December 16, 1991, 10:52 a.m.] 


Original Notice. 

Title of Rule: WAC 246-851-990 Optometry fees. 

Purpose: To establish a fee for a temporary practice 
permit. To establish a fee for optometrists not licensed in 
Washington who attend the annual board continuing ed- 
ucation seminar. 

Statutory Authority for Adoption: RCW 43.24.086. 

Summary: Establishes a fee for a temporary practice 
permit. Establishes a fee for optometrists not licensed in 
Washington who attend the annual board continuing ed- 
ucation seminar. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Judy Haenke, 1300 
S.E. Quince Street, Olympia, WA 98504, 753—4614. 

Name of Proponent: Washington State Board of Op- 
tometry, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Establishes a fee for a temporary permit and es- 
tablishes a fee for optometrists not licensed in 
Washington who attend the annual board continuing ed- 
ucation seminar. The seminar is funded through the op- 
tometry budget. There is no fee for Washington 
licensees. 

Proposal Changes the Following Existing Rules: Pro- 
posed amendment will add fees for a temporary permit 
and for attendance at the board seminar for optometrists 
not licensed in Washington. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Tacoma Room, WestCoast SeaTac 
Hotel, 18220 Pacific Highway South, Seattle, WA, on 
February 14, 1992, at 9:30 a.m. 

Submit Written Comments to: Judy Haenke, Program 
Manager, 1300 S.E. Quince Street, Mailstop EY-21, 
Olympia, WA 98504, by February 13, 1992. 
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Date of Intended Adoption: February 14, 1992. 
December 13, 1991 
Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 173, filed 6/6/91, ef- 
fective 7/7/91) 


WAC 246-851-990 OPTOMETRY FEES. The following fees 
shall be charged by the professional licensing division of the depart- 
ment of health: 


Title of Fee Fee 
Application—Nonrefundable $100.00 
Examination/initial license 250.00 
Reexamination/initial license 250.00 
Temporary permit 50.00 
Out-of-state seminar 100.00 
License renewal 160.00 
Late renewal 45.00 
Duplicate license 15.00 
Certification 25.00 


WSR 92-01-072 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed December 16, 1991, 10:54 a.m.] 


Original Notice. 

Title of Rule: WAC 246-917-990 Physician and sur- 
geon fees. 

Purpose: To establish a fee for temporary permits. 

Statutory Authority for Adoption: RCW 43.70.250. 

Summary: Establishes a fee for temporary permits. 

Reasons Supporting Proposal: To implement legisla- 
tion requiring boards to issue temporary permits. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Patti Rathbun, Board 
of Medical Examiners, Olympia, 586-8934. 

Name of Proponent: Board of Medical Examiners, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Establishes a fee for temporary permits. 

Proposal Changes the Following Existing Rules: Adds 
fee for temporary permit. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Auditori- 
um, llth and Columbia, Olympia, Washington 98504, 
on January 23, 1992, at 1:30 p.m. 

Submit Written Comments to: Leslie Baldwin, 1300 
Quince Street, Р.О. Box 47902, Olympia, WA 98504— 
47902, by January 22, 1992. 

Date of Intended Adoption: January 30, 1992. 

December 13, 199] 
Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 131, filed 2/26/91, 
effective 3/29/91) 


WAC 246-917-990 PHYSICIAN AND SURGEON FEES. The 
following fees shall be charged by the professional licensing division of 
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the department of health: 
Title of Fee Fee 


Physician and surgeons: 
Application with examination or 


reexamination (both components) $600.00 
Examination or reexamination 
(component I) 295.00 
Examination or reexamination 
(component Il) 320.00 
Applicants (without full 
examination) 300.00 
Renewal 107.50 
Renewal effective April 1, 1991 100.00 
Late renewal penalty 50.00 
Disciplinary assessment 107.50 
Disciplinary assessment 
effective April 1, 1991 100.00 
Surcharge-impaired physician 25.00 
Certification 50.00 
Duplicate license 15.00 
Temporary permit 50.00 
Limited license: 
Limited license application 200.00 
Renewal 107.50 
Renewal effective April 1, 1991 100.00 
Duplicate license 15.00 
Disciplinary assessment 107.50 
Disciplinary assessment 
effective April 1, 1991 100.00 
Surcharge-impaired physician 25.00 


WSR 92-01-073 
PROPOSED RULES 
WESTERN WASHINGTON UNIVERSITY 
[Filed December 16, 1991, 1:58 p.m.] 


Original Notice. 

Title of Rule: Amending WAC 516-12-400 Defini- 
tions, 516-12—430 General regulations, and 516—13-080 
Operation; and adding new section WAC 516-13-090 
Enforcement. 

Purpose: Establish a dismount zone for bicycles to be 
walked rather than ridden on campus at specific time 
periods as posted. 

Statutory Authority for 
28B.35.120(11). 

Summary: Establish a dismount zone for bicycles to 
be walked rather than ridden in specified areas on cam- 
pus at specific time periods, and establishes an enforce- 
ment policy. 

Reasons Supporting Proposal: As early as the aca- 
demic year 1988-1989, the transportation and parking 
advisory committee, composed of faculty, staff, adminis- 
trators and students, began examining the current regu- 
lations. This early review was a result of bicycle and pe- 
destrian safety concerns expressed by various members 
of the university community, as well as the university 
central safety committee. The committee concluded that 
the current policy of allowing a mixture of pedestrian 
and bicycle riders on walkways is a safety hazard. In 
1989, the transportation and parking advisory committee 
was directed to continue this review and to make recom- 
mendations regarding this issue. The committee's intent 
was to arrive at solutions that would create the safest 
conditions possible for both pedestrians and bicyclists. 
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They developed some informal recommendations, which 
were reported in a number of articles in the Western 
Front, to generate comments and other ideas. A public 
forum was held to produce further comments. This fo- 
rum was attended by approximately 35 people and gen- 
erated bicyclists’ concerns and alternative suggestions. 
By May 1991, formal recommendations were finalized as 
a result of the work of the bicycle/pedestrian safety task 
force and the input from the student forum. The follow- 
ing is a summary of those task force recommendations: 

1. Establish bicycle dismount zones (areas on campus 
in which bicycles shall not be ridden by [but] may be 
walked). 

A. Establish permanent and temporary dismount 
zones for safety purposes as needed; 

B. Dismount zones to be in effect during the ten min- 
utes prior to each hour from 8 a.m. to 5 p.m. Monday 
through Friday; 

C. Adopt changes in the WAC rules governing bicycle 
regulations that reflect effective times of dismount zones; 

D. Recommended dismount zone areas. 

2. Establish a bicycle education committee. 

3. Motorized vehicles should be restricted from pedes- 
trian pathways unless authorized by parking services or 
when responding to an emergency situation. 

Portions of the university parking and traffic regula- 
tions governing the operation of bicycles were rewritten 
and are proposed for adoption here. 

Name of Agency Personnel Responsible for Drafting 
and Enforcement: Ann Wallace, Parking Services, 
Western Washington University, 676-3602; and Imple- 
mentation: VPB and FA George A. Pierce, Old Main 
300, Western Washington University, 676—3180. 

Name of Proponent: Western Washington University, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Reasons Supporting Proposal above. 

Proposal Changes the Following Existing Rules: See 
Reasons Supporting Proposal above. | 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Old Main 340, Western 
Washington University, Bellingham, Washington, on 
January 22, 1992, at 12 noon. 

Submit Written Comments to: Gloria McDonald, 
Rules Coordinator, Mailstop 4738, Western Washington 
University, Bellingham, Washington 98225, by January 
21, 1992. 

Date of Intended Adoption: March 1, 1992. 

December 5, 1991 
Wendy K. Bohlke 
Assistant Attorney General 


AMENDATORY SECTION (Amending Resolution No. 6—04-87, 
filed 8/20/87) 


WAC 516-12-400 DEFINITIONS. As used in this chapter, and 
chapters 516-13 and 516-14 WAC, the following words and phrases 
mean: 

(1) "Area designator": A tag affixed to a permit indicating a park- 
ing lot assignment for a vehicle. 

(2) "Automobile": Any motorized vehicle having four or more 
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wheels. 

(3) "Board": The board of trustees of Western Washington 
University. 

(4) "Campus": АП state lands devoted to the educational or research 
activities of the university. 


(5) "Dismount zone": Any area designated by signs or symbols as a 
place where bicycles shall not be ridden but may be walked. 


(6) "Employee": Any individual appointed to the faculty, staff, or 
administration of the university. 

((€6})) (7) "Habitual offender": Any vehicle license number or per- 
mit number accruing ten or more paid or unpaid parking citations. 

((€3)) (8) "Motorcycle": Any two or three wheeled motorized 
vehicle. 

((€83)) (9) "Motor vehicle" or "vehicle": Any automobile or 
motorcycle. 

((€93)) (10) "Parking appeals board": The board which hears park- 
ing citation appeals. 

((66%)) (11) "Parking manager": The person appointed parking 
manager of the university by the president or designee. 

((659)) (12) "Parking space": A parking area designated by a sign, 
wheelstop, white—painted lines, and/or white traffic buttons. 

((6+33)) (13) "Permit": Any special or temporary parking permit 
authorized by the parking manager. 

((€k3))) (14) "President": The president of Western Washington 
University. 

((€)) (15) "Public safety department": The university public 
safety department. 

((€5))) (16) "Student": Any person enrolled in the university as а 
student. 

((€&&6))) (17) "Transportation and parking department": The trans- 
portation and parking department of the university. 

((6+3)) (18) "Time-limited parking space": A space in which 
parking is allowed for a specific time period. 

((€H8))) (19) "University": Western Washington University. 

((6+3)) (20) "Valid permit": An unexpired parking permit author- 
ized by the parking manager, properly registered and displayed on the 
vehicle. 

((Є20))) (21) "Wheelstop": A cement, metal, or wood barrier ap- 
proximately eight inches high. 


AMENDATORY SECTION (Amending WSR 90-17-032, filed 
8/9/90, effective 9/9/90) 


WAC 516-12-430 GENERAL REGULATIONS. (1) The regis- 
tered owner(s) and [the] operator of a vehicle or the person to whom a 
permit is issued involved in a violation of these regulations will be 
jointly and severally responsible for the violation. 

(2) AII vehicles, attended or unattended, must display a valid West- 
ern Washington University parking permit when parked on the campus 
unless parked in a metered parking space (with meter payment), a 
time-limited space, or((;—with-approvat-[by]-Tof]-the-parking-services 
offtce;)) a visitor's space ((designated-for-visitors)) (with a visitor's 
permit). 

(3) Policy on assignments to parking lots will be established by the 
parking manager. 

(4) If a parking permit holder cannot locate a parking space in the 
assigned lot, he/she may park in the nearest visitor area and then must 
call the parking services office. Motorcycle permit holders will go to 
the next nearest motorcycle lot. 

(5) The university reserves the right to refuse parking privileges to 
anyone who has 

(a) Had a permit revoked. 

(b) Falsified a parking application or registration. 

(c) Counterfeited or altered an area designator or permit. 

(d) Failed to pay outstanding citations. 

(e) Been identified as a habitual offender. 

(f) Been found to be in possession of or using a lost or stolen permit. 

(6) The speed limit on campus is 10 mph or as posted. Vehicles 
must be operated in a careful and prudent manner at all times and 
must be operated in compliance with established speed limits. Drivers 
of vehicles must obey all regulatory signs and comply with directions 
given by members of the transportation and parking department and 
officers of the public safety department in the control and regulation of 
parking and traffic. 

(7) The operator of a vehicle must yield the right-of-way to pedes- 
trians crossing streets and roadways within the campus, and at inter- 
sections or clearly marked crosswalks or city streets which cross the 
campus. Pedestrians must not cross any street or roadway except at an 
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intersection or clearly marked crosswalk. Pedestrians must utilize side- 
walks where provided on streets and roadways. If no sidewalk is pro- 
vided, pedestrians will utilize the extreme left-hand side and move to 
their left and clear of the roadway or street upon meeting an oncoming 
vehicle. 

(8) Vehicles owned by or assigned on a permanent basis to adminis- 
trative units on campus and bearing "E," "B" or "M" license plates or 
a university insignia may be parked in "G" or "C" lots for brief peri- 
ods while the driver is on university business. Long-term parking is not 
permitted, nor is any parking allowed in reserved spaces except when a 
space is designated for that specific vehicle. University vehicles may be 
parked in metered spaces provided that meter regulations are observed. 
Violations incurred will. be the responsibility of the driver. All operat- 
ors of these or other state vehicles will abide by all traffic and parking 
regulations. 

(9) No person may utilize any vehicle parked on campus as a living 
unit without specific approval from the parking manager. Violators will 
be cited and/or towed. 

(10) Vehicles are to be maintained in operating condition at all 
times on university property. Repairs will not be made on campus un- 
less authorization has been received in advance from the parking man- 
ager. A vehicle which appears to be abandoned, with or without cur- 
rent Western Washington University registration or license plates, may 
be impounded after an attempt is made to locate and notify the owner 
of the impending action. 

(11) The university rents space to individuals who wish to park on 
campus and who are issued a parking permit. The university assumes 
no responsibility or liability under any circumstances for vehicles or 
bicycles parked on campus nor does it assume any personal liability in 
connection with its parking program. No bailment of any sort is cré- 
ated by the issuance of a permit. : 

(12) The person who obtains a permit is responsible for assuring 
that the vehicle, regardless of who drives it, is parked in conformance 
with these regulations. 


Reviser's note: The brackets and enclosed material in the text of 
the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending Order 6-02-83, Motion No. 
6-02-83, filed 6/28/83, effective 9/19/83) | 


WAC 516-13-080 OPERATION. (1) Pedestrians have the right- 
of-way on all sidewalks, pathways, and plaza areas on campus. Bicy- 
clists will use due caution when riding bicycles on campus. 


(2) It is prohibited for bicycles to be ridden in areas specifically 


designated as permanent and/or temporary dismount zones during the 


ten minutes prior to and until the hour from 8:00 a.m. to 5:00 p.m. 
during regular class days or at other times when so posted. 


NEW SECTION 


WAC 516-13-090 ENFORCEMENT. A bicycle rider who refus- 
es to abide by these regulations will be asked to leave the campus. A 
person who refuses to obey the request is subject to being cited for 
criminal trespass under the provisions of chapter 9A.52 RCW. En- 
forcement described in this chapter does not preclude other established 
university disciplinary procedures. 


WSR 92-01-074 
NOTICE OF PUBLIC MEETINGS 
UNIVERSITY OF WASHINGTON 
: [Memorandum— December 13, 1991] 


In accordance with RCW 42.30.075, the board of re- 
gents of the University of Washington established the 
following meeting schedule for 1992 at its regular meet- 
ing held December 13, 1991. 


Day Date 
Friday January 17 
Friday February 21 
Friday : March 20 
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Friday April 17 

Friday May 15 

Friday June 12 

Friday July 17 

Friday August 21 

Friday September 18 

Friday October 23 

Friday November 20 — in Spokane 
Friday December 11 


The meetings will commence at 1:00 p.m. unless public 
notice is given to the contrary. The meetings will be held 
in Room 301, Administration Building, on the Universi- 
ty of Washington main campus, Seattle, Washington, 
unless another location is established and public notice 
given. 


WSR 92-01-075 
NOTICE OF PUBLIC MEETINGS 
HUMAN RIGHTS COMMISSION 
[Memorandum— December 16, 1991] 


The Washington State Human Rights Commission has 
scheduled its meetings for 1992 as follows. A work ses- 
sion for the commissioners and required staff will be 
held the evening prior to each meeting, except for the 
February meeting. 


DATE LOCATION 
January 23 Everett 
February 20, 21 and 22 Olympia 
March 24 Longview 
April 30 Richland 
May 28 Ellensburg 
June 25 Walla Walla 
July 23 Silverdale 
August 27 Yakima 
September 24 Vancouver 
October 22 Bellingham 
November 19 Spokane 
December 17 Seattle 


WSR 92-01-076 
NOTICE OF PUBLIC MEETINGS 
HUMAN RIGHTS COMMISSION 
[Memorandum— December 16, 1991] 


This is to advise you that the Washington State Human 
Rights Commission will hold its January regular com- 
mission meeting in Everett on January 22 and 23, 1992. 
The meetings will both be held at the Everett City Hall, 
City Council Chambers, 3002 Wetmore Avenue, 
Everett. The meeting on January 22 will be a training 
and planning session and will begin at 7:00 p.m. The 
regular business meeting on January 23 will begin at 
9:30 a.m. 
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WSR 92-01-077 
RULES COORDINATOR 
DEPARTMENT OF 

RETIREMENT SYSTEMS 
[Filed December 16, 1991, 2:13 p.m.] 


This is to inform you that the Department of Retirement 

Systems, under RCW 34.05.310(3) is designating 

Hector Gonzalez, Manager of Legal/Legislative Affairs, 

as the agency's rules coordinator. My address is: De- 

partment of Retirement Systems, Capital Plaza Build- 

ing, 1025 East Union Avenue, Mailstop ES-11/8380, 
Olympia, WA 98504-2511. 

Hector Gonzalez 

Manager 

Legal/Legislative Affairs Unit 


WSR 92-01-078 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF HEALTH 
[Memorandum—December 13, 1991] 


I would like to inform you that we have had a change in 
two meeting dates for the Board of Physical Therapy. 
On November 21, 1991, I sent a memo for publishing 
that had the previous meeting dates for 1992 listed. The 
two changes are in the January and March meeting 
dates. The new dates are January 27, 1992, and March 
31, 1992. 


If you need additional information, please contact Beth 
Blakley at 753-0876. 


WSR 92-01-079 
PERMANENT RULES 
LIQUOR CONTROL BOARD 
[Filed December 16, 1991, 2:48 p.m.] 


Date of Adoption: December 11, 1991. 

Purpose: Implement chapter 192, Laws of 1991, and 
set forth a permit for the raffle of beverage alcohol by 
nonprofit organizations. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 314—38-040. 

Statutory Authority for Adoption: RCW 66.08.030. 

Pursuant to notice filed as WSR 91-22-074 on 
November 4, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 12, 1991 
Paula O'Connor 
Chairman 


NEW SECTION 


WAC 314-38-040 BEVERAGE ALCOHOL 
RAFFLE PERMIT — FEE (1) Any organization auth- 
orized to conduct a raffle under RCW 9.46.0315 may 
raffle beverage alcohol upon obtaining a raffle permit 
from the board. The fee for a raffle permit shall be ten 
dollars for a one-time raffle permit or twenty-five dol- 
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lars for an annual permit. 

(2) An application for a raffle permit shall be on a 
form prescribed by the board and filed with the board at 
the headquarters office in Olympia thirty days in ad- 
vance of the commencement of ticket sales. 

(3) An application for a raffle permit must contain the 
following information: 

(a) The full name of the bona fide charitable or bona 
fide nonprofit organization with verification of qualifica- 
tion as prescribed in RCW 9.46.0209; 

(b) name, address, and phone number of the organi- 
zation officer in charge of the raffle 

(c) the date the raffle ticket sales will commence; 

(d) the date, time and exact location of the drawing; 

(e) a description of the beverage alcohol being raffled 
including its estimated value; 

(f) and the source of the alcohol to be raffled. 

(4) An organization officer must certify that: 

(a) only organization members may purchase tickets 
or be awarded prizes; 

(b) the organization meets the qualifications of a bona 
fide charitable or bona fide nonprofit organization as 
provided in RCW 9.46.0209; 

(c) the organization will not sell more than $5,000 
dollars worth of raffle tickets in a calendar year; 

(d) the organization will not sell raffle tickets to any- 
one under twenty one years of age when alcohol is 
awarded as a prize. 

(5) Alcohol to be raffled must have all applicable 
Washington State taxes paid and may only be: 

(a) purchased at retail or 

(b) donated by a private citizen. 

(6) Upon application being filed and fee paid the 
board may issue a raffle permit. The raffle permit will 
state the: 

(a) organization name, 

(b) address, 

(c) date and time of the drawing, 

(d) effective dates of the raffle permit. 

(e) and a description of the alcohol to be raffled. 

(7) The raffle permit shall be posted at the location of 
the drawing prior to and during the drawing. The or- 
ganization or person in charge of the raffle shall; when 
requested by any representative or agent of the board 
and/or any law enforcement officer; exhibit to such per- 
son the raffle permit and shall allow such person to in- 
spect the raffle items at any time. 


WSR 92-01-080 
PERMANENT RULES 
LIQUOR CONTROL BOARD 
[Filed December 16, 1991, 2:50 p.m.] 


Date of Adoption: December 11, 1991. 

Purpose: To identify legal sources of liquor to be con- 
sumed at banquet permit functions. To explain restric- 
tions on the purchase and delivery of the liquor to the 
banquet permit function. 


WSR 92-01-081 


Citation of Existing Rules Affected by this Order: 
Amending WAC 314—18—060. 
Statutory Authority for Adoption: RCW 66.08.030. 
Pursuant to notice filed as WSR 91—22-075 on 
November 4, 1991. 
Changes Other than Editing from Proposed to Adopt- 
ed Version: Added amendatory string notation. 
Effective Date of Rule: Thirty days after filing. 
December 12, 1991 
Paula O'Connor 
Chairman 


AMENDATORY SECTION (Amending Orders 110 
and 112, Resolution Nos. 119 and 121, filed 8/4/82) 


WAC 314-18-060 LIQUOR TO BE SERVED 
AND CONSUMED—RESTRICTIONS (1) Class Н 
discount liquor ((or-mititary-discountiquor)) cannot be 
sold, served, or consumed under or by authority of a 
banquet permit. Liquor to be served will be purchased 
from an authorized retail source only. 

(2) Licensees and/or commercial caterers shall not 
pay for or advance the moneys to purchase the liquor for 
the event for which the banquet permit application has 
been made, but they may transport the prepaid liquor 
purchased by the applicant to whom the banquet permit 
was issued. 

(3) No banquet permittee may buy or accept delivery 
of liquor from any manufacturer, brewer, wholesaler, 
distiller, winery, importer, or agent thereof. 

(4) It is not necessary for à banquet permit applicant 
to purchase liquor at the time the permit is issued, and 
individuals attending a banquet function may bring their 
own liquor. 

Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The rule 


published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 


WSR 92-01-081 
WITHDRAWAL OF PROPOSED RULES 
HIGHER EDUCATION 
PERSONNEL BOARD 
[Filed December 16, 1991, 3:08 p.m.] 


The Higher Education Personnel Board hereby with- 
draws proposed WAC 251-09-025, 251—09—030, and 
251-18-180 rule amendments and proposed WAC 251— 
01-010, 251—01-155, and 251-01-320 repealers filed 
with your office on October 1, 1991, as WSR 91-20— 
140, and continued on December 6, 1991, as part of 
WSR 92-01-028. 


In addition, the Higher Education Personnel Board 

hereby withdraws proposed WAC 251-01-395 rule 

amendment filed with your office on October 23, 1991, 

as WSR 91-21-129, and continued on December 6, 
1991, as part of WSR 92-01-028. 

John A. Spitz 

Director 
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WSR 92-01-082 
PROPOSED RULES 
SUPERINTENDENT OF 
PUBLIC INSTRUCTION 
(Filed December 16, 1991, 3:48 p.m.] 


Original Notice. 

Title of Rule: Chapter 392— 196. WAC, School per- 
sonnel— Teacher assistance program. 

Purpose: To set forth policies and procedures for a 
teacher assistance program. 

Statutory Authority for Adoption: RCW 284.405.450 
and 284.415.010. 

Statute Being Implemented: RCW 28A.405.450 and 
28A.415.010. 

Summary: The proposed amendment changes two 
rules governing the teacher assistance program to be 
consistent with the legislative amendments to RCW 
28A.415.010. 

Reasons Supporting Proposal: Required by changes in 
RCWs. 

Name of Agency Personnel Responsible for Drafting: 
Richard M. Wilson, Superintendent of Public Instruc- 
tion, Old Capitol Building, (206) 753-2298; Implemen- 
tation: David Moberly, Superintendent of Public In- 
struction, Old Capitol Building, (206) 753-6742; and 
Enforcement: Ted Andrews, Superintendent of Public 
Instruction, Old Capitol Building, (206) 753-3222. 

Name of Proponent: Judith Billings, Superintendent 
of Public Instruction, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed amendments allow for the adminis- 
tration and coordination of the teacher assistance pro- 
gram through the educational service districts as re- 
quired by the amendments to RCW 284.415.010. 

Proposal Changes the Following Existing Rules: The 
teacher assistance program has been administered 
through the Office of the Superintendent of Public In- 
struction in accordance with RCW 284.405.450. The 
legislation cited above required a change. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Superintendent of Public Instruc- 
tion, Old Capitol Building, Wanamaker Conference 
Room, Olympia, Washington 98504-7200, on | February 
7, 1992, at 9:00 a.m. 

Submit Written Comments to: Richard M. Wilson, 
Superintendent of Public Instruction, Legal Services, 
Olympia, Washington 98504-7200, by February 4, 
1992. 

Date of Intended Adoption: February 14, 1992. 

December 16, 1991 
Judith A. Billings 
Superintendent of 
Public Instruction 


AMENDATORY SECTION (Amending Order 18, filed 7/19/90, ef- 
fective 8/19/90) 


WAC 392-196-005 AUTHORITY. The authority for this chap- 
ter is RCW 28А .405.450 which authorizes the superintendent of public 
instruction to adopt rules to establish and operate a teacher assistance 
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program and RCW 284.415.010 which authorizes the educational ser- 


vice district to administer, coordinate, and act as fiscal agent for the 
teacher assistance program. 


AMENDATORY SECTION (Amending Order 16, filed 7/3/90, ef- 
fective 8/3/90) 


WAC 392-196-045 — DEFINITION—SCHOOL DISTRICT 
WORKSHOPS. As used in this chapter, the term "school district 
workshops" shall mean an in-service training program sponsored or 
approved by the school district for the purpose of providing profession- 
al training for the mentors and the beginning teachers in ((one-or-more 


a ) e E . П iH - 
€23-Feacher-cffectivenessand/oTr 
istri tei )) areas of need as identi- 


fied by participating teams. This training will be in addition to regu- 


larly required school district staff development activities. 
Such workshops shall be no longer than two days in length, but need 


not be consecutive days, and shall not be held during school hours. 
School districts will be provided fifty dollars per team, per workshop to 
support the costs associated with providing two days of training. 


AMENDATORY SECTION (Amending Order 18, filed 7/19/90, ef- 
fective 8/19/90) 


WAC 392-196-080 SCHOOL DISTRICT APPLICATION TO 
((SP)) ESD FOR PARTICIPATION IN THE TEACHER AS- 
SISTANCE PROGRAM. Any district may apply to ((the-supertr- 
tendent-of-public-instruction)) its educational service district for par- 
ticipation in the teacher assistance program. The application shall re- 
quire the superintendent of the district to provide the following 
assurances: 

(1) The board of directors of the district has reviewed the require- 
ments of this chapter and has agreed to the conditions therein. , 

(2) The mentor teacher shall be paid a mentor teacher stipend. 

(3) The beginning[/experienced] teacher shall be paid a beginning[/ 
experienced] teacher stipend. 

(4) The beginning[/experienced] teacher and mentor shall be re- 
quired to attend and shall be reimbursed by the district for travel ex- 
penses for attendance at the educational service district sponsored 
workshops or training sessions. 

(5) The mentor [teacher, the] [and] beginning [teacher, and the ex- 
perienced] teacher[s] shall be released from teaching responsibilities in 
order to jointly or separately observe each other or observe colleagues 
in teaching situations. 

(6) The district shall provide for or approve two days of workshops 
as training sessions as defined in WAC 392-196-045. The mentor and 
beginning [or participating experienced] teacher[s] shall be required to 
attend together and shall be reimbursed by the district for expenses for 
attendance at the two school district sponsored or approved workshops 
or training sessions. 

(7) The total released time from classroom teaching as required by 
subsection (5) of this section shall be at least twenty-four scheduled 
instructional hours per school year but no more than twenty-four 
scheduled instructional hours shall be paid for with funds made avail- 
able under this chapter. 

(8) Mentor teachers shall not be involved in evaluations of their be- 
ginning [or experienced] teachers conducted pursuant to RCW 
28A.405.100. 

(9) The mentor [teacher,] [and] beginning teacher[,] and experi- 
enced teacher shall be required to complete and forward to the ((su- 

)) educational service district such 
evaluation reports of the teacher assistance program as requested by 
the (( t )) educational service district. 

(10) Mentor teachers shall periodically inform their principals re- 
specting the contents of training sessions and other program activities. 

(11) The superintendent of the district shall supply the ((superin= 
tendent-of-pubtic—instruction)) educational service district, at times 
specified by the (superintendent of public instruction)) educational educationał 
service district, such information as requested regarding the teacher 
assistance program, including agendas and evaluation materiał from 
each district sponsored or approved workshop or training session. 


Reviser's note: The brackets and enclosed material in the text of 
the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 
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AMENDATORY SECTION (Amending Order 37, filed 11/2/90, ef- 
fective 12/3/90) 


WAC 392-196-085 SELECTION PROCESS. ((Nominations-fer 


pteted:)) Specific numbers of nominations will be allocated to each 
ESD based upon the percentage of public school students i in each ESD. 


(( 


ERG). Each educational service district will submit to the superin- 
tendent of public instruction the procedure, including timelines, it will 
follow in selecting participants. 


AMENDATORY SECTION (Amending Order 16, filed 7/3/90, ef- 
fective 8/3/90) 


WAC 392-196-100 DISTRIBUTION OF STATE MONEYS 
FOR THE TEACHER ASSISTANCE PROGRAM. The superin- 
tendent of public instruction shall issue grant awards to the ((partici- 
pating)) educational service districts which in turn shall reimburse 
School districts according to the dollar amount per team established 
pursuant to WAC 392-196-095. 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 392-196-090 SUPERINTENDENT OF PUBLIC IN- 
STRUCTION CONSULTATION. : 


WSR 92-01-083 
PERMANENT RULES 
WILDLIFE COMMISSION 


[Order 523—Filed December 16, 1991, 3:59 p.m., effective April 16, 
1992] 


Date of Adoption: October 5, 1991. 

Purpose: To repeal existing 1990-92 game kalisz 
seasons, catch limits and regulations. 

Citation of Existing Rules Affected by this Order: 
Repealing sections shown below. 

Statutory Authority for Adoption: RCW 77.12.040. 

Pursuant to notice filed as WSR 91—12-049 on June 
5, 1991. 

Other Findings Required by Other Provisions of Law 
as Precondition to Adoption or Effectiveness of Rule: 
Rules will be effective April 16, 1992. 

Effective Date of Rule: April 16, 1992. 

December 16, 1991 
Curt Smitch 
Director 

for Dean A. Lydig 
Chair 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 232-12-618 1990-92 WASHINGTON 
GAME FISH REGULATIONS. 
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REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 232-28-61717 AMENDMENT TO THE 
1988-90 GAME FISHING REGULATIONS— 
WASHOUGAL RIVER. 

WAC 232-28-61728 AMENDMENT TO 1988-90 
GAME FISH SEASONS AND CATCH LIMITS— 
CEDAR AND SAMMAMISH RIVER SYSTEMS, 
AND IN LAKES WASHINGTON AND 
SAMMAMISH, SALMON BAY, AND LAKE 
WASHINGTON SHIP CANAL (ALSO KNOWN AS 
LAKE UNION SHIP CANAL). 

WAC 232-28-61729 AMENDMENT TO 1988-90 
GAME FISH REGULATIONS—PUYALLUP AND 
CARBON RIVERS. 

WAC 232-28-618 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS. 

WAC 232-28-61802 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
SAUK RIVER. 

WAC 232-28-61803 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
TYE RIVER. 

WAC 232-28-61804 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
TOUTLE RIVER, SOUTH FORK. 

WAC 232-28-61805 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
SPOKANE RIVER. 

WAC 232-28-61807 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
STATEWIDE. 

WAC 232-28-61808 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
WARDEN LAKE AND SOUTH WARDEN LAKE 
(GRANT COUNTY). 

WAC 232-28-61809 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
CASHMERE POND (CHELAN COUNTY). 

WAC 232-28-61812 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
GRANDE RONDE RIVER. | 

WAC 232-28-61813 WASHINGTON GAME 
FISH SEASONS AND CATCH LIMITS—SNAKE 
RIVER. 

WAC 232-28-61815 WASHINGTON GAME 
FISH SEASONS AND CATCH LIMITS—CEDAR 
AND SAMMAMISH RIVERS, LAKE 
WASHINGTON, LAKE SAMMAMISH, SALMON 
BAY AND LAKE WASHINGTON SHIP CANAL 
(ALSO KNOWN AS LAKE UNION SHIP CANAL). 

WAC 232-28-61817 1990-92 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS— 
TOLT AND SNOQUALMIE RIVERS. 
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WSR 92-01-084 
PERMANENT RULES 
WILDLIFE COMMISSION 


[Order 524— Filed December 16, 1991, 4:02 p.m., effective April 16, 
1992] 


Date of Adoption: October 5, 1991. 

Purpose: To establish the 1992-94 Washington game 
fish seasons, catch limits, and regulations. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 232-12-001. 

Statutory Authority for Adoption: RCW 77.04.055 
and 77.12.040. 

Pursuant to notice filed as WSR 91-12-048 on June 
5, 199]. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The special regulations for Dolly Varden/ 
bull trout were changed from a statewide closure to 
closing Regions 1, 2, 3, and 5 to the taking of Dolly 
Varden/bull trout and implementing a 20" minimum 
size limit in Regions 4 and 6 with existing bag limits and 
seasons. Critical spawning areas that are presently 
closed in Regions 4 and 6 will remain closed to the tak- 
ing of these species. The final regulation provides addi- 
tional protection for these populations statewide but 
modifies the original proposal consistent with the stream 
management strategy and public comment; the special 
regulations for wild sea—run cutthroat were changed 
from wild cutthroat release statewide (west regions) in 
all medium to large streams and marine areas where 
sea—run cutthroat occur to a 14" minimum size limit on 
all hatchery fish. Areas that are stocked with hatchery 
fish would be "Wild Cutthroat Release" with a 12" 
minimum size limit. The final regulation increases pro- 
tection beyond the level provided by current regulations 
for both mixed and single stock fisheries but modifies the 
original proposal to allow for harvest of fish over 14" in 
single stock fisheries. This modification is consistent with 
the stream management strategy and public comment. 
In addition, wild cutthroat release regulations were 
placed on Marine Areas 12 and 13 since there is an in- 
creased harvest on hatchery fish, the same regulations 
are appropriate for marine waters as they are on river 
systems where mixed stocks are present; the special reg- 
ulations for wild steelhead release from June 1 to Octo- 
ber 31 on streams that historically had significant native 
summer-run steelhead populations in Regions 4, 5, and 
6 were changed to wild steelhead release June 1 to 
November 30 in all streams in Regions 4, 5 and 6, to 
enhance wild summer-run steelhead; the panfish limits 
regulation for a daily catch limit of 25 crappie and/or 
bluegill in the aggregate was changed to remove the 
proposed bluegill and crappie limits statewide, including 
two-day possession limits for these species, and to 
change Potholes Reservoir to year around season, crap- 
pie and bluegill — catch limit — 25 (species combined). 
The reason for the change is to accommodate a concern 
in the Potholes area. The public felt limits were not 
needed statewide since the populations were healthy and 
in large numbers, and concerns of potential overharvest 
of bluegills and crappie in the Potholes area were ex- 
pressed; the final regulation for Moses Lake was amend- 
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ed to include, "Bluegill — catch limit — five. Only bluegill 
more than eight inches long may be kept" to allow the 
bluegill population to recover; the original proposal for 
year around lake seasons in Region 4 was removed as a 
result of public comment. Supporters of year around 
lake seasons felt that additional recreational opportunity 
would be provided and that it would alleviate some of 
the crowding problems. Those opposing the change to 
year around seasons felt strongly about the family tradi- 
tion of the "opening day" celebration, felt that year 
around fishing on lakes currently with year around fish- 
ing seasons is lousy, and did not support a reduction in 
the limit. This proposal warrants further public discus- 
sion before changes are made. In addition, to removing 
the proposal for region-wide waters, however, several 
lakes were removed from seasonal listings and placed on 
general lake seasons, April — October, to increase fishing 
opportunity without adversely impacting the resource. 
These waters are Armstrong, Cochran, Fontal, Hannan, 
Langlois, Martha (Alderwood Manor), Geneva, North, 
Pine, Shadow, Silver (Snohomish County), Storm, 
Wagner's and Wilderness. In addition, several waters 
were placed on year around seasons. They are Ballinger, 
Blackman's, Desire, Flowing, Goodwin, Haller, Martha 
(Warm Beach), Ohop, Shoecraft, and Tanwax (Region 
4 waters). Lake Sutherland (Region 6) was placed on a 
year around season with a trout catch limit of 8. These 
changes were made to increase fishing opportunity with- 
out adversely impacting the resource; new language was 
added to Amber Lake to extend the additional season 
for catch-and-release only through November 30 to in- 
crease angler opportunity; additional language was add- 
ed to the Tolt River as follows: "North Fork above Yel- 
low Creek: June 1-October 31 season. Trout — catch- 
and-release only, selective fishery regulations" to estab- 
lish the Tolt River as a demonstration of westside 
streams wild trout production capability; two-day pos- 
session limits were adopted for bass and walleye based 
on public input; the spring season on Medical Lake, 
West was extended from July 4 to July 6. Extension of 
the season to July 6 would allow the season to run 
through a three-day weekend or Saturday when the 
fourth of July falls on a Friday. No harvest effects to the 
resource are expected by this change. Some positive eco- 
nomic benefits would accrue on the named weekends. 
This change was requested by the public; Fishtrap Creek 
was modified to open June 15, rather than June 1, to be 
consistent with seasons established for the Nooksack Ri- 
ver and tributaries; the Region 4 night closure was clar- 
ified. The public asked if the department could make the 
night closure in Region IV clearer to understand. The 
closure had been listed in the pamphlet under rivers, 
streams and beaver ponds for all waters. The words "on 
all waters" were deleted; Ebey Lake was modified to a 
one trout catch limit and minimum length of 18" as a 
result of a public request at a public hearing. This will 
add Ebey Lake to "quality" trout management waters. 
Public comment supported this proposal; a small portion 
of Lake Whatcom, west of Electric Avenue, was closed 
to provide protection of the spawning area of small- 
mouth bass; wording for clarification was added to the ` 
Toutle River, South Fork, for steelhead catch-and-pos- 
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session limits; selective fishery regulations were enacted 
on Castle Lake to protect remaining native fish, espe- 
cially rainbow that apparently survived the Mt. St. 
Helen's eruption. This will protect at least a portion of 
the spawners and will also promote a quality fishery. 
With the visitor use anticipated in the Monument area, 
the additional opportunity for quality fishing should be a 
plus to the economy of the area. Anglers interviewed 
were supportive of protective regulations; Coldwater 
Lake was closed to fishing based on a recommendation 
from the United States Forest Service until the comple- 
tion of the construction of the Coldwater—Johnson facil- 
ity. Due to safety and logisticał concerns during the 
construction phase, the access on forest service lands to 
the lake is closed; language for the Wishkah River was 
corrected to allow fishing on the east and west forks; 
added a closure to the taking of all trout during the 
short migration period, April I to May 31, on the Walla 
Walla River, from the mouth to the Touchet River. This 
was requested by the public to enhance protection for 
steelhead smolts during the migration period in the 
Walla Walla River from the mouth to the Touchet Ri- 
ver; Enchantment Park Ponds was established as a juve- 
nile only fishery, requested by the City of Leavenworth 
and Trout Unlimited. This will result in a new fishing 
opportunity for local and tourist youth; a tributary clo- 
sure was added to the Kettle River. An August meeting 
with the Kettle River Fisheries Committee resulted in a 
request to further protect the native rainbow trout popu- 
lation in the Kettle River. The tributary streams are the 
primary spawning and initial rearing habitat for this 
stock of rainbow; the initial proposal to close the 
Skykomish River from the Highway 2 bridge above 
Goldbar to the forks, June 1 through July 31 was 
changed to close the area 1500' upstream and 1000' 
downstream of the outlet at Skykomish Rearing Pond to 
all fishing June 1 through 8:00 a.m. August 1. The pri- 
mary concern is to provide a sanctuary for broodstock in 
the vicinity of the rearing pond. This can be accom- 
plished by posting signs 1500' upstream and 1000' 
downstream and eliminate the need to close the entire 
area between the Highway 2 bridge and the forks; the 
regulation proposal to open Blue Creek in December and 
January on Fridays and Saturdays, daylight hours only, 
was changed to maintain the current regulations for 
Blue Creek. This change was necessary to maintain an 
orderly fishery in this area; the initial proposal for Lake 
Wenatchee was pulled. The Department of Wildlife 
plans to develop a plan for fish plants and feels imple- 
mentation of this proposal would be premature. In re- 
sponse to public comments relating to the impacts of 
planting trout in Lake Wenatchee, the department is 
evaluating alternative sites; the final regulation for the 
Yakima River allows anglers to fish from boats with 
motors from the existing (United States Bureau of Rec- 
lamation) "Roza Dam Restricted Area" signs to the 
Roza Access Area. This was requested by the United 
States Bureau of Reclamation (USBR) to clarify that 
USBR maintains a trespass closure between the dam 
and signs posted approximately 400' upriver from Roza 
Dam. This will allow easier access to catch-and-release 
trout fishing in the backwaters of Roza Dam and will 
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provide an increase in nonconsumptive recreational op- 
portunity; the special regulation for Marcel Lake for a 
catch-and-release only fishery on coastal cutthroat, 
whereby no cutthroat could be kept and bait was pro- 
hibited was changed to a year around season. The 
change was a result of public input. The lake is on pri- 
vate property and the local community group already 
restricts cutthroat fishing; the special regulation for 
Spanaway Lake which opened that portion of the outlet 
to the county park boundary was changed to open the 
lake and its outlet downstream to the dam (approxi- 
mately 800 feet) to a year around fishery. This is a re- 
sult of public input and better defines the area to be 
opened. It provides legitimate opportunity to catch 
planted rainbow trout year around; and technical revi- 
sions have been made throughout the adopted version of 
the WAC to use consistent terminology, clarify obvious 
conflicts and ambiguities, supply obvious omissions and 
to correct or provide more specific statement of dates, 
limits restricted and closed areas, and to correct typo- 
graphical errors. 

Other Findings Required by Other Provisions of Law 
as Precondition to Adoption or Effectiveness of Rule: 
These rules will become effective April 16, 1991 [1992]. 

Effective Date of Rule: April 16, 1992. 

December 16, 1991 
Curt Smitch 
Director 

for Dean A Lydig 
Chair 


AMENDATORY SECTION (Amending Order 387, 
filed 4/26/89) 


WAC 232-12-001 DEFINITION OF TERMS. 
Definitions used in rules of the commission are defined in 
RCW 77.08.010. In addition, unless the context clearly 
requires otherwise: 

(1) Snagging, gaffing, or spearing means: An effort to 
impale game fish in a part of its body other than its 
mouth by use of hooks or other devices. 

(2) A valid license, permit, tag, stamp or punchcard 
means: А license, permit, tag, stamp, or punchcard that 
was issued to the bearer for the current season by the 
commission and is required to hunt, fish or possess wild- 
life and has not been altered except as provided by rule 
of the commission. 

(3) Hook means: One single, double, or treble hook. 

(4) Barbless hook means: A single, pointed hook from 
which all barbs have been filed off, pinched down, re- 
moved or deleted when manufactured. 

(5) Falconry means: Possession, control, or use of a 
raptor for the purpose of hunting and free flight training. 

(6) Anadromous game fish means: 

(a) Steelhead trout, Oncorhynchus mykiss 

(b) Searun cutthroat, Oncorhynchus clarkii 

(c) Searun Dolly Varden, Salvelinus malma 

(7) Handgun means: Any pistol, revolver or short 
firearm with a barrel length of less than sixteen inches 
and does not have a shoulder stock. 

(8) A lure means: A manufactured article with ((one 
or)) no more than three hooks attached, utilized for at- 
traction or enticement of game fish. 
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(9) Bait means: A natural substance, fresh or pro- 
cessed, utilized for attraction or enticement of wildlife 
and game fish. 


NEW SECTION 


WAC 232-12-619 1992-94 WASHINGTON 
GAME FISH REGULATIONS. These regulations are 
effective from April 16, 1992, to April 15, 1994, both 
dates inclusive. 

Definitions. 

Boat fishing: Fishing while in or on a boat, raft, or 
any other floating device. 

Catch-and-release: A type of angling where none of 
the fish caught are retained by the angler. 

Daily catch limit: The maximum number of fish of a 
given species and size which a person may legally retain 
in a single day. When you are fishing with bait, all legal 
trout are counted as part of the daily catch limit, 
whether kept or released. Steelhead may be caught and 
released while using bait until the daily catch limit is 
retained. 

Fish in possession: Any fish retained, secure from es- 
cape, whether dead or alive. 

In waters designated as "fly fishing only" an angler 
may not fish from any floating device equipped with a 
motor, except where specifically allowed under special 
regulations for individual waters. 

Mouth of stream, river, or slough: Those waters up- 
stream of a line projected between the outermost up- 
lands at the mouth. Outermost uplands means those 
lands are not covered by water during an ordinary high 
water. 

Maximum size limit: The longest length of a fish of a 
given species that an angler may keep, measured from 
snout to tip of tail (not fork). 

Minimum size limit: The shortest length of a fish of a 
given species that an angler may keep, measured from 
snout to tip of tail (not fork). 

Night closure: On those waters where night closures 
are specified, it is unlawful to fish from one hour after 
official sunset to one hour before official sunrise. 

Fishing seasons open at 12:01 a.m. on the first day 
and close at 11:59 p.m. on the last day. 

Possession limit: The maximum number of fish al- 
lowed to be retained in the field, in transit, in the home, 
and/or in a food-storage facility. 

Selective fishery regulations: Only artificial flies or 
lures with a barbless single-pointed hook are allowed; 
bait is prohibited; fish may be released until the catch 
limit is retained. No one may fish from any floating de- 
vice equipped with a motor, except where specifically al- 
lowed under special regulations for individual waters. If 
any fish has swallowed the hook or is hooked in the gill, 
eye or tongue, it should be kept if legal to do so. 

Slough: Any swamp, marsh, bog, pond, side-channel, 
or backwater connected to a river by water. Many wa- 
ters commonly called sloughs are not connected to a ri- 
ver and, therefore, are considered lakes. 

Wild cutthroat release: Only cutthroat trout with 
missing adipose fins may be possessed. There must be a 
healed scar in the location of the missing fin. 

Wild steelhead release: Only steelhead with missing 
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adipose or ventral fins may be possessed. There must be 
a healed scar in the location of the missing fin. It is un- 
lawful to use a gaff hook to land steelhead in waters 


‘designated "wild steelhead release." 


State-wide regulations. 

Taking and possessing game fish. 

Jt is unlawful to: 

Use a gaff hook to land steelhead in waters designated 
as "wild steelhead release." 

Take bullfrogs except by angling, hand dip netting, 
spearing (gigging) or with bow and arrow. 

Feed or use any substance to attract game fish unless 
specifically authorized by special regulations. 

Fish for game fish with a bow and arrow or spear. 

Possess fish which are under the minimum size or over 
the maximum size as shown in general or special region- 
al regulations. 

Annual limit — steelhead trout only: Each angler who 
possesses a valid steelhead permit card may retain thirty 
steelhead over twenty inches in length per year (May 1 
to April 30). 

Exception for rehabilitated lakes. 

Lakes have no size, catch, or possession limits on the 
day of their rehabilitation and for ten days following. 
Dip nets are allowed for the taking of fish during this 
period. АП fishing license requirements apply. 

Licenses — requirements. 

When taking bullfrogs, a hunting or fishing license is 
required. 

Free fishing weekends: 

The weekends corresponding with National Fishing 
Week have been declared as family fishing weekends in 
Washington. On these weekends (June 6-7, 1992; June 
5—6, 1993) fishing licenses will not be required to fish for 
game fish, except steelhead trout. These free fishing days 
are valid for everyone, regardless of residency or age. All 
other regulations remain in effect. Only waters open to 
fishing may be fished; lure and/or bait restrictions and 
size and catch limits currently in place must be followed. 

1992—94 license fees. 

Military personnel, regardless of the length of time in 
the state of Washington, who are permanently stationed 
at a military installation within the state, are entitled to 
purchase a resident license. Military personnel must 
have a license to fish for game fish anywhere in the state. 
Dependents must establish a ninety-day residency. 


NEW SECTION 


WAC 232-28-619 1992-94 WASHINGTON 
GAME FISH SEASONS AND CATCH LIMITS. 
Region 1. 

Description: That area of the state contained within 
the boundaries of Asotin, Columbia, Ferry, Garfield, 
Lincoln, Pend Oreille, Spokane, Stevens, Walla Walla, 
and Whitman counties. 

All state-wide and Region I regulations (given below) 
apply to all Region I waters unless specifically exempted 
or amended by special regulations (listed for separate 
waters and categories of waters). 

When fishing or hunting within the boundaries of the 
Colville Indian Reservation, contact the office of the 
Colville Confederated Tribes to find out what tribal per- 
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mits and regulations apply. 
When fishing near Snake River dams, be aware of re- 
stricted zones upstream and downstream of the dams. 
Region I regulations. Open seasons: 


Note: All waters are closed year around to the taking of Dolly 
Varden/bull trout and grass carp. 


All waters in Lincoln and Whitman counties: Year 
around season, unless specified otherwise under special 
regulations. 

Lakes, ponds, and reservoirs in other Region I coun- 
ties: April 26, 1992, through October 31, 1992, and 
April 25, 1993, through October 31, 1993, unless speci- 
fied otherwise under special regulations. 

Rivers, streams, and beaver ponds in other Region 1 
counties: June 1 through October 31 (both, 1992 and 
1993), unless specified otherwise under special 
regulations. 

(For Columbia River reservoirs, see page  .) 

Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS , LIMITS 


Five—not more than None Ten—not more 
three over fifteen than six over 
inches fifteen inches 


Dolly Varden/ 
Bull Trout...... It is unlawful to 
fish for or retain 
Dolly Varden or bull 


trout 


Grass Carp...... It is unlawful to 
fish for or retain 
grass carp 
Trout*...... Eight, of which None One catch limit 
(Including not more than and (in addition) 
kokanee and two may be over two steelhead over 
steelhead) twelve inches twenty inches 
if taken from 
rivers, streams, 
and beaver ponds 
Walleye...... Five Eighteen Ten—not more 
inches than two over 
twenty-four 
inches 
Whitefish...... Fifteen None One catch limit 
АП other 
game fish...... No limit None No limit 
Bullfrogs...... Ten None One catch limit 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Special regulations. Region l. Basic state-wide and 
regional regulations apply to all waters except where 
modified in special regulations below. 


Amber Lake: April 26, 1992, through September 30, 
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1992, and April 25, 1993, through September 30, 1993, 
seasons. Trout — catch limit — two. Selective fishery reg- 
ulations, except ełectric motors allowed. Additional sea- 
son October 1 through November 30, catch-and-release 
only, single barbless hooks — bait prohibited. 


Alpowa Creek: April 26, 1992, through June 30, 
1992, and April 25, 1993, through June 30, 1993, 
seasons. 


Asotin Creek, from mouth upstream to SR129 Bridge: 
Year around season. Retaining steelhead over twenty 
inches in length is prohibited. 


From SR129 Bridge upstream, South Fork and North 
Fork from mouth to USFS boundary: Retaining steel- 
head over twenty inches in length is prohibited. Lawful 
to fish up to base of Headgate Dam. 


North Fork from USFS boundary upstream and all 
other tributaries: Trout (including steelhead) — catch 
limit — two, minimum length twelve inches. Retaining 
steelhead over twenty inches in length is prohibited. Bait 
prohibited. 


Badger Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. 


Bayley Lake (Stevens County) including inlet stream: 
April 26, 1992, through July 4, 1992, and April 25, 
1993, through July 4, 1993, seasons. Trout — catch limit 
— one. Only eastern brook trout between twelve inches 
and sixteen inches or rainbow over sixteen inches may be 
retained. Fly fishing only, barbless hook. Use of motors 
prohibited. 


July 5 through October 31 season. Catch-and-release, 
fly fishing only, barbless hook. Use of motors prohibited. 


Bead Lake: Year around season. 


Beaver Lake (Columbia County): March 1 through 
October 31 season. Fishing from any floating device 
prohibited. 

Bergevin Ranch Pond: June 1 through October 31 
season. Limited to juveniles (under fifteen years old) and 
holders of complimentary or free licenses. 


Big Four Lake: March 1 through October 31 season. 
Trout — catch limit — two. Fly fishing only. Fishing from 
any floating device prohibited. 


Blue Creek (Walla Walla County): April 26, 1992, 
through June 30, 1992, and April 25, 1993, through 
June 30, 1993, seasons. 


Blue Lake (Columbia County): March 1 through Oc- 
tober 31 season. Fishing from any floating device 
prohibited. 


Blue Lake (Pend Oreille County): Year around 
season. 


Bonnie Lake: Year around season. 


Browns Lake and inlet streams (Pend Oreille Coun- 
ty): Fly fishing only. 


Burbank Slough: Year around season. Fishing from 
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any floating device prohibited. 


Caldwell Lake: Trout — catch limit — two over twelve 
inches. Internal combustion engines prohibited. 


Calispell River, from mouth to Calispell Lake: Year 
around season. 


From Calispell Lake upstream to source: June | 
through October 31 season. Trout — minimum length 
eight inches; bait prohibited. 


Casey Pond (Walla Walla County): Year around 
season. 


Chapman Lake: April 26, 1992, through November 
15, 1992, and April 25, 1993, through November 15, 
1993, seasons. Trout — catch limit — sixteen, at least 
eight of which must be kokanee. Feeding (chumming) 
permitted. 


Chewelah Creek, forks and tributaries: Trout — mini- 
mum length eight inches; bait prohibited. 


Clear Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. 


Columbia River and impoundments and all connecting 
‘sloughs—see regulations page __. 

Colville River, from mouth to bridge at Town of Val- 
ley: Year around season. 


From Valley upstream and tributaries: June | through 
October 31 season. Trout — minimum length eight inch- 
es; bait prohibited. 

Cooks Lake (Pend Oreille County): Year around 
season. 


Coppei Creek: April 26, 1992, through June 30, 1992, 
and April 25, 1993, through June 30, 1993, seasons. 


Cottonwood Creek (Asotin County): Closed to the 
taking of steelhead over twenty inches. 


Cottonwood Creek (Lincoln County), outside city 
limits of Davenport: April 26, 1992, through September 
30, 1992, and April 25, 1993, through September 30, 
1993, seasons. 


Curl Lake: June 1 through October 31 season. Fishing 
from any floating device prohibited. 


Curlew Lake: Year around season. 


Curlew Pond (Walla Walla County): Year around 
season. 


Davis Lake (Pend Oreille County): Trout — catch 
limit — eight, no more than two over twenty inches. 


Dayton Pond (Columbia County): March 1 through 
October 31 season. Juveniles only (under fifteen years 
old). 


Deadman Creek (Garfield County): Year around 
season. i 


Deer Lake (Columbia County): March 1 through Oc- 
tober 31 season. Fishing from any floating device 
prohibited. 
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Deer (Deer Springs) Lake (Lincoln County): April 
26, 1992, through September 30, 1992, and April 25, 
1993, through September 30, 1993, seasons. 


Deer Lake (Stevens County): Trout — catch limit — 
eight, no more than two over twenty inches. 


Downs Lake: April 1 through September 30 season. 


Dry Creek (Walla Walla County): April 26, 1992, 
through June 30, 1992, and April 25, 1993, through 
June 30, 1993, seasons. 


Eloika Lake: Year around season. 
Evans Pond (Asotin County): Year around season. 


Fan Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. Internal combustion engines prohibited. 


Ferry Lake: Year around season. 


Fishhook Pond (Walla Walla County): Fishing from 
any floating device prohibited. 


Fish Lake (Spokane County): April 26, 1992, through 
September 30, 1992, and April 25, 1993, through Sep- 
tember 30, 1993, seasons. Internal combustion engines 
prohibited. 


Fishtrap Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. 


Fourth of July Lake: December | through March 31 
season. Trout — catch limit — five, no more than two over 
fourteen inches. Internal combustion engines prohibited. 


Garfield Juvenile Pond (Whitman County): Year 
around season. Juveniles only (under fifteen years old). 


Golf Course Pond (Asotin County): Year around 
season. 


Goose Creek (Lincoln County), within the city limits 
of Wilbur: Limited to juveniles (under fifteen years old) 
and holders of complimentary or free licenses only. 


Grande Ronde River, from mouth to County Road 
Bridge about two and one-half miles upstream: Year 
around season. Trout — catch limit — two, minimum 
length twelve inches, maximum length twenty inches. 
Retaining steelhead over twenty inches in length is pro- 
hibited. Selective fishery regulations September 1 
through May 31. 


From County Road Bridge upstream to Oregon state 
line and all tributaries: June 1 through April 15 season. 
Note: Cottonwood Creek is closed to the taking of steelhead over 

twenty inches. Trout — catch limit — two, minimum length 
twelve inches; selective fishery regulations June 1 through Au- 
gust 31. Only steelhead with missing adipose fins may be pos- 
sessed September 1, 1992, through April 15, 1993, and Sep- 
tember 1, 1993, through April 15, 1994. There must be a 
healed scar in the location of the missing fin. 


Granite Creek and tributaries (Pend Oreille County): 
Closed waters. 


Harvey Creek (tributary to Sullivan Lake), from 
mouth to Bridge 4830 on county road (about one and 
one-half miles): Closed waters. 
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From Bridge 4830 on county road upstream: Trout — 
minimum length eight inches; bait prohibited. 


Hatch Lake (Stevens County): December 1 through 
March 31 season. 


Headgate Pond: Limited to juveniles (under fifteen 
years old) and holders of complimentary or free licenses. 


Hog Canyon Lake: December 1 through March 31 
season. Trout — catch limit — five, no more than two over 
fourteen inches. 


Horseshoe Lake (Pend Oreille County): Trout — catch 
limit — sixteen, at least eight of which must be kokanee. 
Feeding (chumming) permitted. 


J-Line Pond (Walla Walla County): Year around 
season. 


Jefferson Park Pond (Walla Walla County): Juveniles 
only (under fifteen years old). 


Kalispell Creek and tributaries: April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Trout — minimum length 
eight inches; bait prohibited. 


Kettle River, from the Burlington-Northern Railroad 
bridge at Twin Bridges upstream to Napoleon Bridge: 
June 1 through March 31 season. Walleye — catch limit 
— eight, no more than one over twenty inches. Only 
walleye less than sixteen inches or over twenty inches 
may be kept. Trout — catch limit — two, minimum length 
twelve inches. 


From Napoleon Bridge upstream: All tributaries 
closed. June 1 through October 31 season. Trout — catch 
limit — two, minimum length twelve inches; bait prohib- 
ited. Only single pointed hooks may be used. Additional 
season: November 1 through May 31, catch-and-release 
only, barbless hooks, bait prohibited. Exception: Bait 
and single pointed barbed hook may be used for white- 
fish only November 1 through March 3l. 


Kings Lake and tributaries: Closed waters. 
Latah (Hangman) Creek: Year around season. 


Liberty Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. 


Little Spokane River, from mouth to SR 291 Bridge: 
Year around season. 


From SR 291 Bridge upstream to the West Branch: 
April 26, 1992, through October 31, 1992, and April 25, 
1993, through October 31, 1993, seasons. Additional 
December 1 through March 31 season for whitefish only. 


West Branch and Little Spokane River upstream: 
June 1 through October 31 season. 


Long Lake (Ferry County): Fly fishing only. 


Long Lake (Spokane River Reservoir): Year around 
season. Bass — catch-and-release only, May | through 
June 30. See also Spokane River. 


Loon Lake: Trout — catch limit — eight, no more than 
two over twenty inches. 
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Lyons Park Pond (College Place): Juveniles only (un- 
der fifteen years old). 


Marmes Pond (Franklin County): November | 
through March 31 season. Fishing from any floating de- 
vice prohibited. 


McDowell Lake (Stevens County): Catch-and-re- 
lease, fly fishing only, barbless hook. 


Medical Lake: May 1 through June 14 and September 
1 through September 30 seasons. Trout — catch limit — 
one. Selective fishery regulations. 


Medical Lake, West: April 26, 1992, through July 6, 
1992, and April 25, 1993, through July 6, 1993, and 
September 1 through September 30 seasons. 


Mill Creek (Walla Walla County), from mouth to 9th 
St. Bridge: June 1 through April 15 season. Open only 
to the taking of steelhead over twenty inches from Sep- 
tember 1 through April 15. Wild steelhead release. 


From 9th St. Bridge to Wilbur St. Bridge, within city 
limits of Walla Walla: Closed year around. 


From Wilbur St. Bridge to Oregon state line: June 1 
through October 31 season. 


Mill Creek Reservoir: Year around season. [nternal 
combustion engines prohibited. 


Mud Lake (Ferry County): Year around season. 


Negro Creek (Lincoln County): June 16 through 
March 31 season from mouth at Sprague Lake to town 
of Sprague. 


Negro Creek (Whitman County): April 26, 1992, 
through July 15, 1992, and April 25, 1993, through July 
15, 1993, seasons. 


Newman Lake: Year around season. 


Pampa Pond (Whitman County): April 26, 1992, 
through July 15, 1992, and April 25, 1993, through July 
15, 1993, seasons. Fishing from any floating device 
prohibited. 


Pataha Creek, mouth to Pomeroy city limits: Year 
around season. 


Within the city limits of Pomeroy: April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Juveniles only (under fifteen 
years old). 


Remainder of creek: June 1 through October 31 sea- 
son. Trout — minimum length eight inches; bait 
prohibited. 


Pend Oreille River: Year around season. 
Petit Lake: Internal combustion engines prohibited. 
Phalon Lake: Closed waters. 


Quarry Pond (Walla Walla County): March 1 
through October 31 season. Fishing from any floating 
device prohibited. 


Rainbow Lake (Columbia County): March | through 
October 31 season. Fishing from any floating device 
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prohibited. 
Red Lake: Year around season. 


Rigley Lake: April 26, 1992, through May 31, 1992, 
and April 25, 1993, through May 31, 1993, and Sep- 
tember 1 through October 31 seasons. Trout — catch 
limit — three over twelve inches. Selective fishery 
regulations. 


Rocky Lake (Stevens County): April 26, 1992, 
through May 31, 1992, and April 25, 1993, through 
May 31, 1993, seasons. 


Roosevelt Lake (Columbia River): Year around sea- 
son. Trout — catch limit — five, no more than two over 
twenty inches. Trout — closed March I through May 31 
in San Poil arm upstream from mouth of Manilla Creek. 
Walleye — catch limit — eight, not more than one over 
twenty inches. Only walleye less than sixteen inches or 
over twenty inches may be kept; closed April 1 through 
May 31 in Spokane arm upstream from SR25 Bridge; in 
Kettle arm upstream from Burlington-Northern Rail- 
road bridge at Twin Bridges; in San Poil arm upstream 
from mouth of Manilla Creek. 


Sherman Creek (Ferry County), from the mouth at 
Lake Roosevelt upstream to four hundred feet above the 
water diversion dam for the hatchery: Closed waters. 


Silcot Pond (Asotin County): Year around season. 


Silver Lake (Spokane County): April 26, 1992, 
through September 30, 1992, and April 25, 1993, 
through September 30, 1993, seasons. 


Silver Lake, North: April 26, 1992, through June 14, 
1992, and April 25, 1993, through June 14, 1993, 
seasons. 


Snake River: Year around season. Closed to the tak- 
ing of all trout April 1 through May 31. Trout — catch 
limit — six over ten inches, no more than two over twenty 
inches. Retaining steelhead over twenty inches in length 
is prohibited from June 1 through August 31. Wild 
steelhead release from September 1 through March 31. 
Barbless hooks required when fishing for steelhead on 
that portion of the Snake River which forms the bound- 
ary between Washington and Idaho. 


Closed waters: Within four hundred feet of the base 
of any dam and within a four hundred foot radius 
around the fish ladder entrance at Lyons Ferry Hatch- 
ery, within a two hundred foot radius upstream of the 
fish ladder exit above Lower Granite Dam, and within 
an area one thousand two hundred feet downstream 
from the base of the west lock gate at Little Goose Dam 
on the south bank of the Snake River and one hundred 
feet out into the river from said river bank. 

Note: On the mainstem Snake River between Washington and Idaho 
the license of either state is valid. The angler must be in com- 
pliance with the laws of the state issuing the license. This pro- 
vision does not allow an angler licensed in Idaho to fish on the 
Washington shore, or in the sloughs or tributaries of 


Washington. An angler fishing the Snake River is restricted to 
one daily catch limit even if licensed by both states. 


Spokane River, from the mouth at Lake Roosevelt 
upstream to the Seven Mile Bridge, including Long 
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Lake, formed by Long Lake Dam (see also Long Lake): 
Year around season. Trout — catch limit — five, no more 
than two over twenty inches. Walleye — catch limit — 
eight, no more than one over twenty inches. Only wall- 
eye less than sixteen inches or over twenty inches may be 
kept; closed April 1 through May 31. 


From Seven Mile Bridge upstream to the Monroe 
Street Dam: June 1 through December 31 season. Trout 
— catch limit — one. 


From Monroe Street Dam upstream to Greene Street 
Bridge in Spokane: Year around season. 


From Greene Street Bridge in Spokane upstream to 
the Idaho/ Washington state line: June 1 through Octo- 
ber 31 season. Trout — catch limit — one, minimum 
length 12 inches; selective fishery regulations, except 
motors allowed. 


Sprague Lake: Year around season. Trout — catch 
limit — five. Channel catfish — catch limit — five. Bass — 
only bass less than twelve inches or over seventeen inches 
may be kept. Closed waters: October 1 through May 31 
in the area southwest of Harper Island and posted 
markers on shore. Note: The inlet stream, Negro Creek, 
is closed April 1 through June 15. 


Spring Lake (Columbia County): March 1 through 
October 31 season. Fishing from any floating device 
prohibited. 


Starvation Lake: April 26, 1992, through May 31, 
1992, and April 25, 1993, through May 31, 1993, sea- 
sons. Additional season June 1 through October 31, 
catch-and-release only. Single barbless hooks — bait 
prohibited. ; 


Sullivan Creek, from Mill Pond upstream: Trout — 
minimum length eight inches; bait prohibited. 


Sullivan Lake (Pend Oreille County): Year around 
season. 


Touchet River, from mouth to Highway 12 Bridge at 
Waitsburg: June 1 through April 15 season. Open only 
to the taking of steelhead over twenty inches from Sep- 
tember 1 through April 15. Wild steelhead release. 


From Highway 12 Bridge at Waitsburg to Wolf Fork 
Bridge: June 1 through August 31 season. Wild steel- 
head release. See page__. Additional September 1 
through April 15 season. Trout (including steelhead) 
minimum length twenty inches. Wild steelhead release, 
see page__. 


From Wolf Fork Bridge upstream and all tributaries: 
June 1 through October 31 season. Trout — catch limit — 
two, minimum length twelve inches, bait prohibited. 


Tucannon River, note: All tributaries closed. Wild 
steelhead release. 


From mouth to Highway 12 Bridge: June 1 through 
August 31 season. Open only to the taking of steelhead 
over twenty inches and whitefish September I through 
April 15. 


From the Highway 12 Bridge to the Little Tucannon 
River: June 1 through October 31 season. Open only to 
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the taking of steelhead over twenty inches and whitefish 
November 1 through April 15. The Tucannon River is 
closed to fishing from the mouth of Cummings Creek 
upstream to the Tucannon Hatchery Bridge. 


From the Little Tucannon River upstream: June 1 
through October 31 season. Trout — catch limit — two, 
minimum length twelve inches; bait prohibited. 


Waitts Lake: April 26, 1992, through last day of Feb- 
ruary 1993 and April 25, 1993, through last day of Feb- 
ruary 1994 seasons. 


Walla Walla River, wild steelhead release. 


From mouth to the Touchet River: Year around sea- 
son. Closed to the taking of all trout April 1 through 
May 31, from Highway 12 Bridge at Wallula Junction 
upstream. 


From the Touchet River upstream to state line: June 1 
through August 31 season. Additional September 1 
through April 15 season; open only to the taking of 
steelhead over twenty inches. 


Watson Lake: March 1 through October 31 season. 
Fishing from any floating device prohibited. 


Williams Lake (Spokane County): April 26, 1992, 
through September 30, 1992, and April 25, 1993, 
through September 30, 1993, seasons. 


Williams Lake (Stevens County): December 1 
through March 31 season. 


Region П. 

Description:. That area of the state contained within 
the boundaries of Adams, Douglas, Franklin, Grant, and 
Okanogan counties. 

АП state-wide and Region 1l regulations (given be- 
low) apply to all Region II waters unless specifically ex- 
empted or amended by special regulations (listed for 
separate waters and categories of waters). 

When fishing or hunting within the boundaries of the 
Colville Indian Reservation, contact the office of the 
Colville Confederated Tribes to find out what tribal per- 
mits and regulations apply. 

Region II regulations. Open seasons: 


Note: All waters are closed year around to the taking of Dolly 
Varden/bull trout and grass carp. 


All waters in Adams, Franklin, and Grant counties: 
Year around season, unless specified otherwise under 
special regulations. 

Lakes, ponds, and reservoirs in Douglas and 
Okanogan counties: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
unless specified otherwise under special regulations. 

Rivers, streams, and beaver ponds in Douglas and 
Okanogan counties: June 1 through October 31 (both, 
1992 and 1993), unless specified otherwise under special 
regulations. 

Lawful to fish to base of all dams in Region 11, except 
Zosel Dam (Okanogan River). See also Columbia River 
regulations and Region 1, Snake River for other 
exceptions. 

(For Columbia River reservoirs, see page x.) 
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Catch, size and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 


eee 


None 


Bass...... Five—not more than Ten—not more 
three over fifteen than six over 
inches fifteen inches 

Dolly Varden/ 

Bull Trout...... It is unlawful to 
fish for or retain 
Dolly Varden or bull 
trout 

Grass Carp...... It is unlawful to 
fish for or retain 
grass carp 

Trout* 

(Including 

kokanee and 

steelhead): 

АП waters in Five, of which None One catch limit 

Adams, Franklin, not more than and (in addition) 

and Grant two may be over two steelhead over 

Counties twelve inches twenty inches 
if taken from 
rivers, streams, 
and beaver ponds 

OR 

АП waters in Eight, of which None One catch limit 

Douglas and not more than and (in addition) 

Okanogan two may be over. two steelhead over 

counties twelve inches twenty inches 
if taken from - — .. .. Hs s 
rivers, Streams, 
and beaver. ponds 

Walleye...... Five Eighteen Ten—not more 
inches than two over 
twenty-four 
inches 

Whitefish...... Fifteen None One catch limit 

All other 

game fish...... No limit None No limit 

Bullfrogs...... Ten None One catch limit 

*Note: When fishing with bait, all trout equal to or greater than the 


minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Special regulations. Region II. Basic state-wide and 
regional regulations apply to all waters except where 
modified in special regulations below. 


Note: АП seasons apply to inlet and outlet streams of named lakes in 


Grant and Adams counties. : 


Aeneas Lake (Okanogan County): Trout — catch limit 
— five. Fly fishing only, barbless hook. 


Alta Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. 


Banks Lake (Grant County): Trout — catch limit — 
eight. 
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Big Twin Lake (Okanogan County): Trout — catch 
limit — one; selective fishery regulations. 

Billy Clapp Lake (Grant County): Trout — catch limit 
— eight. 

Black Pine Lake (Okanogan County): Year around 
season. 

Blue Lake (Grant County): April 26, 1992, through 
September 30, 1992, and April 25, 1993, through Sep- 
tember 30, 1993, seasons. Trout — catch limit — eight. 

Blue Lake (Sinlahekin, Washington — Okanogan 
County): Trout — catch limit — one; selective fishery reg- 
ulations, except electric motors allowed. 


Blue Lake (near Wannacut Lake — Okanogan Coun- 
ty): Trout — catch limit — one; selective fishery regula- 
tions, except electric motors allowed. 


Bobcat Creek Ponds (Grant County): March 1 
through September 30 season. 


Bonaparte Lake (Okanogan County): Year around 
season. Trout — catch limit — eight, no more than one 
over twenty inches. 


Buck Lake (Okanogan County): Year around season. 


Burke Lake (Grant County): March I through July 
31 season. 


Buzzard Lake (Okanogan County): Year around 
season. 


Caliche Lake (lower) (Grant County): March 1 
through July 31 season. 


Caliche Lake (upper) (Grant County): March 1 
through July 31 season. 


Campbell Lake (Okanogan County): September 1 
through last day of February season. 


Cascade Lake (Grant County): March I through July 
31 season. 


Cattail Lake (Grant County): March 1 through July 
31 season. 


Chewuch River (Chewack River) (Okanogan Coun- 
ty), from mouth to Lake Creek: Trout — catch limit — 
two, minimum length twelve inches. Bait prohibited. 
Wild steelhead release. Additional December 1 through 
March 31 season for whitefish only. 


Chopaka Lake (Okanogan County): Trout — catch 
limit — one. Fly fishing only, barbless hook. 


Cliff Lake (Grant County): March 1 through July 31 
season. 


Columbia River and impoundments and all connecting 
sloughs — see regulations, page __. 


Coot Lake (Grant County): March 1 through July 31 
season. 


Cougar Lake (near Winthrop — Okanogan County): 
September 1 through last day of February season. 


Cow Lake (Adams County): Channel catfish — catch 
limit — five. Bass — only bass less than twelve inches or 
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over seventeen inches may be kept. 


Coyote Creek Ponds (Adams County): March 1 
through September 30 season. 


Crab Creek, from Morgan Lake Road to Goose Lake 
Road (excluding Marsh Unit II impoundments): March 
1 through July 31 season. Trout — catch limit — five. 
Fishing from any floating device prohibited. 


From Goose Lake Road to O'Sullivan Dam (exclud- 
ing Marsh Unit I off-stream impoundments): June 15 
through September 30 season. Trout — catch limit — five. 
Fishing from any floating device prohibited. 


Crumbacher Lake (Okanogan County): April 26, 


1992, through July 31, 1992, and April 25, 1993, 
through July 31, 1993, seasons. 


Crystal Lake (Grant County): March 1 through July 
3] season. 


Cup Lake (Grant County): March 1 through July 31 
season. 


Davis Lake (Okanogan County): September 1 through 
last day of February season. Trout — catch limit — five. 


Deadman Lake (Adams County): March 1 through 
September 30 season. 


Deep Lake (Grant County): April 26, 1992, through 
September 30, 1992, and April 25, 1993, through Sep- 
tember 30, 1993, seasons. Trout — catch limit — eight. 


Dibble Lake (Okanogan County): Year around 
season. 


Dollar Lake (Grant County): March 1 through July 
31 season. 


Dot Lake (Grant County): March 1 through July 31 
season. 


Dry Falls Lake: April 26, 1992, through November 
30, 1992, and April 25, 1993, through November 30, 
1993, seasons. Trout — catch limit — one. Selective fish- 
ery regulations. 


Duck Lake, including adjacent Fry Lake (Okanogan 
County): Year around season. 


Dusty Lake (Grant County): March | through Sep- | 
tember 30 season. 


Ell Lake (Okanogan County): Trout — catch limit — 
one. Selective fishery regulations. 


Finnel Lake (Adams County): Channel catfish — catch 
limit — five. Bass — only bass less than twelve inches or 
over seventeen inches may be kept. 


Fish Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. 


Fourth of July Lake (Adams County): December 1 
through March 31 season. Trout — catch limit — five, no 
more than two over fourteen inches. Internal combustion 
engines prohibited. 


Gadwall Lake (Grant County): March 1 through July 
31 season. 
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George Lake (Grant County): March 1 through July 
31 season. 


Gold Creek (Okanogan County), from mouth to Fog- 
gy Dew Creek: Trout — minimum length eight inches. 
Bait prohibited. 


Green Lake (Okanogan County): October 1 through 
April 30 season. Trout — catch limit — five. 


Green Lake, lower (Okanogan County): October 1 
through April 30 season. Trout — catch limit — five. 


Grimes Lake: June 1 through August 31 season. 
Trout — catch limit — one. Selective fishery regulations, 
except electric motors allowed. 


Hallin Lake (Adams County): Channel catfish — catch 
limit — five. Bass — only bass less than twelve inches or 
over seventeen inches may be kept. 


Hampton Lake, lower (Grant County): March 1 
through July 31 season. Internal combustion engines 
prohibited. 


Hampton Lake, upper (Grant County): March 1 
through July 31 season. Internal combustion engines 
prohibited. 


Hays Creek and Ponds (Adams County): March 1 
through September 30 season. 


Hourglass Lake (Grant County): March 1 through 
July 31 season. 


Hutchinson Lake (Adams County): March 1 through 
September 30 season. Internal combustion engines 
prohibited. 


Indian Dan Pond: July I through October 31 season. 


Jameson Lake (Douglas County): April 26, 1992, 
through July 4, 1992, and April 25, 1993, through July 
4, 1993, and October 1 through October 31 seasons. 


Jasmine Creek: Juveniles only (under fifteen years 
old). 


Lake Creek, upstream from Pasayten Wilderness 
boundary: June I through August 31 season. Trout — 
minimum length eight inches. Bait prohibited. 


Lemna Lake (Grant County): March 1 through July 
3] season. 


Lenice Lake: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Trout — catch limit — one. Selective fishery 
regulations. 


Lenore Lake (Grant County): Closed: December 1 
through last day of February. March 1 through May 31 
season. Catch-and-release only, selective fishery regula- 
tions, except electric motors allowed. June 1 through 
November 30 season. Trout — catch limit — one. Selec- 
tive fishery regulations, except electric motors allowed. 
Closed waters: Area within two hundred yard radius of 
trash rack leading to the irrigation pumping station 
(south end of lake) and area approximately one hundred 
yards beyond the mouth of inlet stream to State High- 
way 17. 
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Little Twin Lake: December 1 through May 31 sea- 
son. Trout — catch limit — five. 


Long Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. Trout — catch limit — five. 


Lost River (Okanogan County): From one-quarter 
mile above bridge to Pasayten Wilderness boundary: 
Trout — catch limit — two, minimum length twelve inch- 
es. Bait prohibited. 


Lyman Lake (Okanogan County): Year around 
season. 


Marie Lake (Hampton Sloughs) (Grant County): 
March 1 through July 31 season. 


Martha Lake (Grant County): March 1 through July 
31 season. 


Merry Lake: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Trout — catch limit — one. Selective fishery 
regulations. 


Methow River, from mouth (railroad bridge) up- 
stream to second powerline crossing (approximately one 
mile): June I through March 31 season. Trout — catch 
limit — two, minimum length twelve inches. Wild steel- 
head release. 


From second powerline crossing above railroad bridge 
(approximately one mile) upstream to mouth of Lost 
River: June | through March 31 season. Trout — catch 
limit — two, minimum length twelve inches; bait prohib- 
ited June 1 through September 30. Wild steelhead 
release. 


Migraine Lake (Grant County): March 1 through 
July 31 season. 


Mirror Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. Trout — catch limit — eight. 


Moccasin Lake (Okanogan County): Trout — catch 
limit — five. Fly fishing only, barbless hook. 


Molson Lake (Okanogan County): Year around 
season. 


Moran Slough (including inlet and outlet streams): 
Closed water. 


Moses Lake: Crappie — catch limit — five. Only crap- 
pie more than ten inches long may be kept. Bluegill — 
catch limit — five. Only bluegill more than eight inches 
long may be kept. 


North Potholes Reserve Ponds (Grant County): Feb- 
ruary 1 through October 10 season. Fishing from any 
floating device prohibited, except float tubes permitted. 


Nunnally Lake: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Trout — catch limit — one. Selective fishery reg- 
ulations. Closed waters: Outlet stream of Nunnally 
Lake. 


Okanogan River (Okanogan County): Year around 
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season. Wild steelhead release. Closed waters: From 
Zosel Dam downstream one-quarter mile below the 
railroad trestle. 


Osoyoos Lake (Okanogan County): Year around 
season. 


Palmer Lake (Okanogan County): Year around sea- 
son. Bass — only bass less than twelve inches or over sev- 
enteen inches may be kept. Set lines may be used for 
burbot. An angler may use no more than one set line 
having attached thereto any number of hooks. Set lines 
must be clearly identified with the angler's name and 
address. 


Para-Juvenile Lake: March 1 through July 31 season. 
Trout — catch limit — five. Juveniles only (under fifteen 
years old). 


Park Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. Trout — catch limit — eight. Additional season 
October 1 through October 31, catch-and-release only, 
single barbless hook-bait prohibited. 


Pearrygin Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. 


Perch Lake: April 26, 1992, through September 30, 
1992, and April 25, 1993, through September 30, 1993, 
seasons. Trout — catch limit — eight. 


. Pillar Lake (Grant County): March I through July 31 
season. 


Poacher Lake (Grant County): March 1 through July 
31 season. 


Potholes Reservoir: Year around season. Crappie and 
bluegill — catch limit — twenty-five (species combined). 


Quail Lake: March 1 through September 30 season. 
Catch-and-release only, fly fishing only, barbless hook. 


Quincy Lake (Grant County): March 1 through July 
31 season. 


Rat Lake (Okanogan County): November 1 through 
May 31 season. 


Ringold Springs Creek (Hatchery Creek): Closed 
waters. 


Rock Island Ponds (Douglas County): Year around 
season. 


Rocky Ford Creek and Ponds (Grant County): Trout 
— catch limit — one. Fly fishing only, barbless hook. 
Fishing from bank only (no wading). 


Roosevelt Lake (Columbia River) (Grant County): 
See Region I. 


Round Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. Trout — catch limit — five. 


Royal Lake (Adams County): April 26, 1992, through 
September 30, 1992, and April 25, 1993, through Sep- 
tember 30, 1993, seasons. Internal combustion engines 
prohibited. 
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Royal Slough (including Marsh Unit IV impound- 
ments): Closed waters. 


Rufus Woods Lake (Douglas County): Year around 
season. Trout (including kokanee) - catch limit — two. 


Saddle Mountain Lake: Closed waters. 


Sago Lake (Grant County): March | through July 31 
season. 


Salmon Creek, North Fork: Trout — minimum length 
eight inches. Bait prohibited. 


Salmon Creek, West Fork, from mouth to South 
Fork: Trout — minimum length eight inches. Bait 
prohibited. 


Scabrock Lake (Grant County): March 1 through 
July 31 season. 


Shiner Lake (Adams County): March 1 through Sep- 
tember 30 season. Internal combustion engines 
prohibited. 


Shoveler Lake: March | through July 31 season. 


Sidley Lake: Year around season. Trout — catch limit 
— three. 


Similkameen River (Okanogan County) from mouth 
to Enloe Dam: June 1 through March 31 season. Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited June 1 through September 30. Wild steelhead 
release. | | | | 


From Enloe Dam to Canadian border: Additional 
December 1 through March 31 season for whitefish only. 


Sinlahekin Creek (Okanogan County), from Palmer 
Lake to Cecile Creek bridge: June 1 through August 31 
season. Trout — minimum length eight inches. Bait pro- 
hibited. Additional December 1 through March 31 sea- 
son for whitefish only. 


Snake River: See Region I. 


Snipe Lake (Grant County): March 1 through July 31 
season. 


Spectacle Lake (Okanogan County): April 26, 1992, 
through July 31, 1992, and April 25, 1993, through July 
31, 1993, seasons. Possession of fish other than trout is 
prohibited. 


Sprague Lake: Year around season. Trout — catch 
limit — five. Channel catfish — catch limit — five. Bass — 
only bass less than twelve inches or over seventeen inches 
may be kept. Closed waters: October 1 through May 31 
in the area southwest of Harper Island and posted 
markers on shore. Note: The inlet stream, Negro Creek, 
is closed April 1 through June 15. 


Spring Lakes (Quincy, Washington — Grant County): 
March 1 through July 31 season. 


Sullivan Pond (Okanogan County): Year around 
season. 


Summit Lake (Okanogan County): Year around 
season. 


Twisp River (Okanogan County), from mouth to War 
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Creek: Trout — catch limit — two, minimum length 
twelve inches. Bait prohibited. Wild steelhead release. 


Vic Meyers (Rainbow) Lake: April 26, 1992, through 
September 30, 1992, and April 25, 1993, through Sep- 
tember 30, 1993, seasons. Trout — catch limit — eight. 


Warden Lake (Grant County): March 1 through July 
31 season. 


Warden Lake, South (Grant County): March 1 
through July 31 season. 


Washburn Island Pond (Okanogan County): April 1 
through September 30 season. Bass — only bass less than 
12 inches or over seventeen inches may be kept. Internal 
combustion engines prohibited. 


Wells Ponds (Okanogan County): Year around 
season. 


Whitestone Lake (Okanogan County): Year around 
season. Bass — only bass less than twelve inches or over 
seventeen inches may be kept. 


Widgeon Lake (Grant County): March 1 through 
July 31 season. 


Region III. 

Description: That area of the state contained within 
the boundaries of Benton, Chelan, Kittitas, and Yakima 
counties. 

All state-wide and Region Ill regulations (given be- 
low) apply to all Region III waters unless specifically 
exempted or amended by special regulations (listed for 
separate waters and categories of waters). 

When fishing or hunting within the boundaries of the 
Yakima Indian Reservation contact the Office of the 
Confederated Tribes and Bands of the Yakima Indian 
Nation. Phone to find out what tribal permits and regu- 
lations apply. Waters open under tribal regulations are 
also open under state regulations. 

Region III regulations. Open seasons: 


Note: All waters are cłosed year around to the taking of Dolly 
Varden/bull trout and grass carp. 


Lakes, ponds, and reservoirs: April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, unless specified otherwise under special regu- 
lations and except: In Benton County: Year around, and 
all waters lying within the following boundaries: Roza 
Canal starting at Terrace Heights Drive, easterly to the 
Yakima /Benton County line, south along that line to the 
Yakima River, westerly along the Yakima River to Ter- 
race Heights Drive: Year around. 

Rivers, streams, and beaver ponds: June 1 through 
October 31 (both 1992 and 1993), unless specified 
otherwise under special regulations and except: In 
Benton County: Year around. (See special regulations 
for Yakima and Columbia rivers.) 

Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 
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DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 


Five—not more than None Ten—not more 
three over fifteen than six over 
inches fifteen inches 


Dolly Varden/ 


Bull Trout...... It is unlawful to 

fish for or retain 

Dolly Varden or bull 

trout 
Grass Carp...... It is unlawful to 

fish for or retain 

grass carp 
Kokanee*...... Eight None One catch limit 
Trout*...... Eight, of which None One catch limit 
(Including not more than and (in addition) 
steelhead) two may be over two steelhead over 

twelve inches twenty inches 

if taken from 

rivers, streams, 

and beaver ponds 
Walleye...... Five Eighteen Ten-—not more 

inches than two over 
twenty-four 
inches 

Whitefish...... Fifteen None One catch limit 
All other 
game fish...... No limit None No limit 
Bullfrogs...... Ten None One catch limit 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by speciał regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Special regulations. Region IIl. Basic state-wide and 


regional regulations apply to all waters except where 
modified in special regulations below. 


American River, from mouth to Rainier Fork: Trout — 
minimum length eight inches; bait prohibited. 


Bachelor Creek: Year around season. 


` Beehive (Lake) Reservoir: April 26, 1992, through 
July 4, 1992, and April 25, 1993, through July 4, 1993, 
seasons. 


Berglund Lake: Year around season. 


Black Lake (Lower Wheeler Reservoir): April 26, 
1992, through July 4, 1992, and April 25, 1993, through 
July 4, 1993, seasons. 


Box Canyon Creek, from mouth to bridge on USFS 
Road No. 4930 (approximately four miles): Closed 
waters. 


Buckskin Creek and Tributaries (Yakima County), 
from the west boundary of Suntides Golf Course to its 
mouth: Closed waters. 


Bumping Lake (Reservoir): Year around season. Ko- 
kanee catch limit — thirty-three. Feeding (chumming) 
permitted. 


Bumping River, from mouth to American River: 
Trout — minimum length eight inches; bait prohibited. 
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Additional December 1 through March 31 season for 
whitefish only. 


From mouth of American River to Bumping Reser- 
voir: Lawful to fish to base of Bumping Dam. Additional 
December 1 through March 31 season for whitefish only. 


Byron Pond: August | through October 31 season. 


Cashmere Pond: Juveniles only (under fifteen years 
old). 


Chelan Hatchery Creek: Year around season. Juven- 
iles only (under fifteen years old). 


Chelan Lake: Year around season. Trout — catch limit 
— two, minimum length fifteen inches. Except closed 
season April 1 through June 30, north (uplake) of a line 
between Purple Point (at Stehekin) and Painted Rocks, 
and within four hundred feet of the mouths of all other 
tributaries uplake from Fields Point. An angler may use 
one set line with any number of hooks for burbot. Set 
lines must be clearly identified with the angler's name 
and address. Except east (downlake) of Fields Point 
from May 15 through September 30: Trout — catch limit 
— eight, minimum length eight inches, not more than two 
over fifteen inches. 


Chelan Lake Tributaries from mouths upstream one 
mile except Stehekin River: July 1 through October 31 
season. Trout — minimum length eight inches; bait 
prohibited. 


Chelan River: Year around season. Trout — catch 
limit — two, minimum length twelve inches. 


Chiwaukum Creek, from mouth to South Fork: Trout 
— minimum length eight inches; bait prohibited. 


Chiwawa River, from mouth to Rock Creek: Trout — 
minimum length eight inches; bait prohibited. 


Clear Lake (Chelan County): April 26, 1992, through 
July 4, 1992, and April 25, 1993, through July 4, 1993, 
seasons. 


Cle Elum Lake (Reservoir): Year around season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Kokanee catch limit — sixteen. An angler may use 
one set line with any number of hooks for burbot. Set 
lines must be clearly identified with the angler's name 
and address. ` 


Cle Elum River, from mouth to Cle Elum Dam: Law- 
ful to fish to base of Cle Elum Dam. Additional 
December 1 through March 31 season for whitefish only. 


Columbia Park Pond: Year around season. Juveniles 
only (under fifteen years old). 


Columbia River and impoundments and all connecting 
sloughs — see Columbia River regulations page  . 


Dry Lake (near Roses Lake): Year around season. 


Eightmile Lake: Trout — catch limit — five, not more 
than two mackinaw. 


Elton Ponds: Year around season. Internal combustion 
engines prohibited. 


Enchantment Park Ponds: Juveniles only (under fif- 
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teen years old). 


Entiat River, from mouth to Fox Creek: June 1 
through March 31 season. Trout — catch limit — two, 
minimum length twelve inches; bait prohibited June 1 
through November 30. Wild steelhead release. 


Fiorito Lakes: Internal combustion engines prohibited. 


Fish Lake (Chelan County): Year around season. 
Trout — catch limit — five, no more than two over fifteen 
inches. 


Freeway Lake: See Rotary Lake. 


Gold Creek, from mouth to Wilderness Boundary: 
Closed waters. 


1-82 Ponds (1-7): Internal combustion engines 
prohibited. 


Icicle Creek (River), from mouth to four hundred feet 
below Leavenworth National Fish Hatchery rack: June 1 
through March 31 season. Trout — catch limit — two, 
minimum length twelve inches. Wild steelhead release. 


From Rock Island Bridge upstream to Leland Creek: 
Trout — minimum length eight inches; bait prohibited. 


Indian Creek (Yakima County): Closed waters. 


Kachess Lake (Reservoir): Year around season. Trout 
— catch limit — two, minimum length twelve inches. Ko- 
kanee catch limit — sixteen. Feeding (chumming) per- 
mitted. An angler may use one set line with any number 
of hooks for burbot. Set lines must be clearly identified 
with the angler's name and address. 


Kachess River: Lawful to fish to base of Kachess 
Dam. From Kachess Lake (Reservoir) upstream to 
Mineral Creek: Closed waters. 


Keechelus Lake (Reservoir): Year around season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Kokanee catch limit — sixteen. Feeding (chumming) 
permitted. An angler may use one set line with any 
number of hooks for burbot. Set lines must be clearly 
identified with the angler's name and address. 


Leech Lake (White Pass area): Trout — catch limit — 
eight, no more than two over twelve inches, fly fishing 
only. 


Lilly Lake (Chelan County): April 26, 1992, through 
July 4, 1992, and April 25, 1993, through July 4, 1993, 
seasons. 


Little Naches River, Pileup Creek to Road 1913 
Bridge: Trout — minimum length eight inches; bait 
prohibited. 


Little Wenatchee River, from Lake Wenatchee to the 
falls below U.S. Forest Service Road 6700 Bridge at 
Riverside Campground: Trout — minimum length eight 
inches; bait prohibited. 


Mad River, from Pine Flat Campground upstream to 
Jimmy Creek: Trout — minimum length eight inches; 
bait prohibited. 


McCabe Pond: Eight fish catch limit for all species 
combined. Fishing from any floating device prohibited. 
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Mercer Creek, that portion within Ellensburg city 
limits: Juveniles only (under fifteen years old). Trout — 
catch limit — five. 


Merritt Lake: Trout — catch limit — sixteen. 


Mineral Creek (tributary to upper Kachess River) 
from mouth to Wilderness Boundary: Closed waters. 


Mud Lake: Trout — catch limit — two. Selective fishery 
regulations. 


Myron Lake: Year around season. Trout — catch limit 
— two. Selective fishery regulations. 


Naches River, from the mouth to Rattlesnake Creek: 
June ] through March 31 season. Trout (including 
steelhead) — catch limit — two, minimum length twelve 
inches, no more than one over twenty inches. Wild steel- 
head release. 


From Rattlesnake Creek to Little Naches River: June 
1 through November 30 season. Wild steelhead release. 
Steelhead over twenty inches — catch limit — one. Addi- 
tional December 1 through March 31 season for white- 
fish only. 


Naneum Pond: Juveniles only (under fifteen years 
old). 


Nason Creek, from the Kahler Creek Bridge (near 
Coles Corner) upstream to Stevens Creek: Trout — mini- 
mum length eight inches; bait prohibited. 


Nason Creek Fish Pond: Juveniles (under fifteen years 
old) and handicapped persons only. 


Panther Creek (Chelan County): Closed waters. 


Rattlesnake Creek: Catch-and-release only, selective 
fishery regulations. 


Rimrock Lake (Reservoir): Year around season. Ko- 
kanee — catch limit — sixteen. Feeding (chumming) 
permitted. 


Roses Lake: December | through March 31 season. 
Rotary Lake (Freeway Lake): Year around season. 
Schaefer Lake: Trout — catch limit — sixteen. 


Sorenson Pond: May 15 through September 1 season. 
Trout — catch limit — two. Fishing from any floating de- 
vice prohibited. 


Spectacle Lake (Kittitas County): Trout — catch limit 
— sixteen. 


Stehekin River, from the mouth to Agnes Creek: July 
1 through October 31 season. Trout — catch limit — two, 
minimum length fifteen inches; bait prohibited. Addi- 
tional March 1 through June 30 season: Catch-and-re- 
lease only, selective fishery regulations. 


Swauk Creek, from mouth to Iron Creek: Trout — 
minimum length eight inches; bait prohibited. 


Taneum Creek: Trout — minimum length eight inches; 
bait prohibited. 


Three Lake: Year around season. 
Tieton River: Lawful to fish to bases of Clear Lake 
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Dam and Tieton (Rimrock) Dam. Additional December 
1 through March 31 season for whitefish only. 


Trapper Lake: Trout — catch limit — two, minimum 
length twelve inches. Selective fishery regulations. 


Twin Lakes (Chelan County) and tributaries and out- 
let stream to junction with the Napeequa River: Closed 
waters. 


Upper Wheeler Reservoir (Chelan County): Closed 
waters. 


Wapato Lake: April 26, 1992, through July 31, 1992, 
and April 25, 1993, through July 31, 1993, seasons. Ad- 
ditional season August 1 through October 31, single 
barbless hooks — bait prohibited, and all trout must be 
released August 1 through October 31. 


Wenas Lake: Year around season. Trout - catch limit 
— eight, of which not more than two may be brown trout. 


Wenatchee Lake: Year around season. Trout — catch 
limit — two, minimum length twelve inches. Kokanee 
catch limit — sixteen. Feeding (chumming) permitted. 
Kokanee/sockeye under sixteen inches will be considered 
kokanee and under the jurisdiction of the department of 
wildlife while those sixteen inches and over will be con- 
sidered sockeye salmon and under the jurisdiction of de- 
partment of fisheries. 


Wenatchee River, from mouth to Icicle River Road 
Bridge at Leavenworth: June 1 through March 31 sea- 
son. Trout — catch limit — two, minimum length twelve 
inches. Wild steelhead release. Selective fishery regula- 
tions June 1 through November 30. 


From Icicle River Road Bridge at Leavenworth to 
Lake Wenatchee: June 1 through November 30 season. 
Selective fishery regulations. Trout — catch limit — two, 
minimum length twelve inches, maximum length twenty 
inches. Retaining steelhead over twenty inches in length 
is prohibited. 


White River, from mouth of Napeequa River up- 
stream to White River Falls: Trout — minimum length 
eight inches; bait prohibited. 


Wilson Creek (two branches within Ellensburg city 
limits): Juveniles only (under fifteen years old). Trout — 
catch limit — five. 


Yakima River, from mouth to four hundred feet be- 
low Wapato Dam: Year around season. Closed: April 1 
through May 31 for trout and steelhead. Trout — catch 
limit — two, minimum length twelve inches; steelhead 
catch limit — one. Wild steelhead release. 


From Wapato Dam to four hundred feet below Roza 
Dam: June 1 through March 31 season. Trout — catch 
limit — two, minimum length twelve inches; steelhead 
catch limit — one. Wild steelhead release. 


From Roza Dam to four hundred feet below Easton 
Dam: Year around season. Trout (including steelhead): 
Catch-and-release only, selective fishery regulations. 
Exception: Bait and single-pointed, barbed hooks may 
be used for whitefish only December 1 through last day 
of February. Anglers may fish from boats equipped with 
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motors from the U.S. Bureau of Reclamation restricted 
area signs at Roza Dam upstream to the boat launch 
ramp on the Roza Access Area (approximately one-half 
mile). 


From Lake Easton to Keechelus Dam: Trout — mini- 
mum length eight inches; bait prohibited. 


Yakima Sportsmen's Park Ponds: Year around season. 
Juveniles only (under fifteen years old). 


Region IV. 

Description: That area of the state contained within 
the boundaries of Island, King, San Juan, Skagit, 
Snohomish, and Whatcom counties, and that portion of 
Pierce County east of a line from the mouth of the 
Nisqually River through Drayton Passage, Pitt Passage, 
Carr Inlet, and the Tacoma Narrows. 

All state-wide and Region IV regulations (given be- 
low) apply to all Region IV waters unless specifically 
exempted or amended by special regulations (listed for 
separate waters and categories of waters). 

Region IV regulations. Open seasons: 

Lakes, ponds, and reservoirs: April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, unless specified otherwise under special 
regulations. 

Rivers, streams, and beaver ponds: June 1 through 
October 31 (both, 1992 and 1993), unless specified 
otherwise under special regulations. Night closure: Au- 
gust 1 through October 31. 


*Note: See wild steelhead release requirement under "trout daily 
catch limit" below. 


Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 


DAILY А MINIMUM 

GAME FISH CATCH SIZE POSSESSION 

SPECIES LIMITS LIMITS LIMITS 

Bass...... No limit until Less than twelve — Five—not more 
possession inches or over than two over 
limit retained fifteen inches fifteen inches. 

š Only bass less 
than twelve inches 
or over fifteen 
inches may be 
kept 

Dolly Varden/ 

Bull Trout...... Counts as part: ` Twenty Counts as part of - 
of trout catch inches trout possession 
limit ` | limit 

Grass Carp...... It is unlawful to 
fish for or retain 
grass carp 

Trout*...... Eight, of which None in lakes, One catch limit 

(Including no more than ` ponds, and and (in addition) 

kokanee, land- two may be reservoirs. two steelhead over 

locked Atlantic Over twelve Eight inches in twenty inches 
salmon, and inches if taken rivers, streams, 

steelhead) from rivers, and beaver ponds 
Streams, and ` 
beaver ponds. 


*Wild steelhead 
release June 1 
through November 
30 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 
Grayling...... Catch-and-release 
only 
Walleye...... Five Eighteen Ten—not more 
inches than two over 
twenty-four 
inches 
Whitefish...... Fifteen None One catch limit 
All other 
game fish...... No limit None No limit 
Bullfrogs...... Ten None One catch limit 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Special regulations. Region IV. Basic state-wide and 
regional regulations apply to all waters except where 
modified in special regulations below. 


Alder Lake (Reservoir): Year around season. 


American Lake: Year around season. Feeding 
(chumming) permitted. 


Angle Lake: Year around season. 


Baker Lake: Trout — no more than three over fourteen 
inches. Feeding (chumming) permitted. An area .two 
hundred feet in radius around the pump discharge, at 
the south end of the lake is closed. 


Ballinger Lake: Year around season. 
Barnaby Slough: Closed waters. 
Bass Lake: Year around season. 


Bearpaw Lake (Whatcom County): Trout — catch and 
possession limit — one, minimum length eighteen inches. 
Selective fishery regulations. 


Beaver Lake (Skagit County): Year around season. 


Big Bear Creek (tributary of Sammamish River): 
Closed waters. 


Big Beaver Creek, from closed water markers on Ross 
Lake upstream one-quarter mile: Closed waters. Up- 
stream from one-quarter mile markers, including tribu- 
tary streams, and beaver ponds that are tributary to Big 
Beaver Creek: July 1 through October 31 season; catch- 
and-release only, selective fishery regulations. 


Big Lake: Year around season. 
Bitter Lake: Year around season. 


Blackman's Lake: Year around season. Trout — catch 
limit — five. 


Boundary Lake: Year around season. 
Bow Lake: Year around season. 


Boxley Creek (North Bend), from its mouth to the 
falls located at approximately rivermile 0.9: Closed 
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waters. 


Boyle Lake (the inlet and outlet are closed waters): 
Trout — catch limit — two, minimum length fourteen 
inches. Selective fishery regulations. 


Bridges Lake (the inlet and outlet are closed waters): 
Trout — catch limit — two, minimum length fourteen 
inches. Selective fishery regulations. 


Bryant Lake: Year around season. 
Bug Lake: Year around season. 


Calligan Lake: June 1 through October 31 season. All 
tributary streams, and the upper third of the outlet are 
closed waters. 


Campbell Lake: Year around season. 


Canyon Creek, (S.F. Stillaguamish River) mouth to 
forks: June 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 


Carbon River, from its mouth to the Highway 162 
Bridge: June | through January 31 season. Trout — 
catch limit — two, minimum length fourteen inches. Ad- 
ditional February 1 through March 31 season: Selective 
fishery regulations. Wild steelhead release. 


Cascade River: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Note: The area from the Rockport-Cascade Road Bridge to the 
mouth is closed June I through September 30. 


Cassidy Lake: Year around season. 
Cavanaugh Lake: Feeding (chumming) permitted. 


Cedar River, from its mouth to the Landsburg diver- 
sion dam: June 15 through September 1 season. Trout — 
catch limit — two, minimum length fourteen inches. Bait 
prohibited. 


From its mouth to the Landsburg Highway Bridge: 
Additional December 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. Fishing from any floating device pro- 
hibited. Fishing unlawful between 7:00 p.m. and 5:00 
a.m. Wild steelhead release. | 


From Landsburg diversion dam upstream to Chester 
. Morse Reservoir: Closed waters. 


Chambers Bay and that portion of Marine Area 13 
inside a line from Gordan Point to the dock at Pioneer 
gravel pit (second gravel pit approximately 1.2 miles 
north of Chambers Bay): June 1 through October 31 
season. 


Chambers Lake (within Ft. Lewis Military Reserva- 
tion): Trout — catch-and-release only. Selective Fishery 
regulations, except electric motors allowed. Contact Ft. 
Lewis for a land use permit. 


Chaplain Lake: Closed waters. 
Clay Pit Pond: Year around season. 


Clear Lake (Pierce County): September 1 through 
June 30 season. (Closed July 1 through August 31.) 
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Feeding (chumming) permitted. 
Clear Lake (Skagit County): Year around season. 
Clough Creek (North Bend): Closed waters. 


Clover Creek, within the boundaries of McChord Air 
Force Base: Trout — catch limit — one, minimum length 
twelve inches. Selective fishery regulations. 


Coal Creek (tributary of Lake Washington): Closed 
waters. 


Coal Creek, (near Snoqualmie) from Highway 10 
downstream: April 26, 1992, through October 31, 1992, 
and April 25, 1993, through October 31, 1993, seasons. 
Trout — no minimum length. Juveniles only (under fif- 
teen years old). 


County Line Ponds: Closed Waters. 
Cranberry Lake (Island County): Year around season. 


Dakota Creek: June | through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Day Creek, mouth to Day Lake: Trout — catch limit — 
two, minimum length fourteen inches. ' 


De Coursey Pond: Juveniles only (under fifteen years 
old). 


Deer Creek and Little Deer Creek (tributaries to 
North Fork Stillaguamish): Closed waters. 


Desire, Lake: Year around season. 
Diablo Lake: Year around season. 


Doloff Lake: April 26, 1992, through November 30, 
1992, and April 25, 1993, through November 30, 1993, 
seasons. 


Dugualla Bay (Lake): Year around season. 
Eagle Lakes (Big and Little): Closed waters. 


Ebey Lake: Fly fishing only. Trout — catch limit — one, 
minimum length eighteen inches. . 


Echo Glen Pond: Year around season. 
Note: No public access. (State corrections facility.) 


Echo Lake (Snohomish County, near Maltby): Sep- 
tember 1 through June 30 season. (Closed July 1 
through August 31.) 


Egg Lake (San Juan County): Year around season. 


Fazon Lake: February 1 through October 31 season. 
Channel catfish — possession limit — two. 


Fenwick Lake (King County): Year around season. 
Findley Lake: Closed waters. 


Finney Creek (Skagit River), from its mouth to falls: 
Trout — catch limit — two, minimum length fourteen 
inches. 


Fisher Słough: From mouth to Highway 530 Bridge: 
Year around season. Trout — catch limit — two, mini- 
mum length fourteen inches entire season. Upstream 
from Highway 530 Bridge: June 1 through October 31 
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season. Trout — catch limit — two, minimum length 
fourteen inches. 


Fishtrap Creek (Whatcom County): From Kok Road 
to Bender Road: June 15 through October 31 season. 
Juveniles only (under fifteen years old). 


Flowing Lake: Year around season. 


Fortson Mill Pond #2: Juveniles only (under fifteen 
years old). 


Gissberg Ponds: Year around season. 


Goodwin Lake: Year around season. Feeding 
(chumming) permitted. 


Green Lake (King County): Year around season. 
Green Lake (Whatcom County): Year around season. 


Green (Duwamish) River, from its mouth to the First 
Avenue Bridge: Year around season. Trout — catch limit 
— two, minimum length fourteen inches. It is unlawful to 
fish with more than one single hook on sinking artificial 
lures; or with leads, weights, or sinkers less than twelve 
inches above or below the lure or bait. 


From the First Avenue Bridge to Tacoma Headworks 
Dam: June 15 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Fishing from any floating device prohibited 
November | through last day of February season. Note: 
Area from the Auburn-Black Diamond Bridge down- 
stream to the 8th St. N.E. Bridge in Auburn is closed 
September 1 through October 15 and area from the Au- 
burn-Black Diamond Bridge downstream to the High- 
way 18 Bridge is closed September 1 through October 
31. 


From the First Avenue Bridge to the Tacoma Head- 
works Dam: Additional March | through March 31 sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release. Fishing from any floating 
device prohibited. 


Greenwater River, from mouth to Greenwater Lakes: 
Trout — catch limit — two, minimum length twelve inch- 
es. Bait prohibited. 


Haller Lake: Year around season. 


Hancock Lake: June 1 through October 31 season. All 
tributary streams and the upper third of the outlet are 
closed waters. 


Harrison Pond: Closed waters. 
Hart Lake (Pierce County): Year around season. 


Heart Lake (Skagit County, near Anacortes): April 
26, 1992, through July 31, 1992, and April 25, 1993, 
through July 31, 1993, seasons. 


Hozomeen Lake (Whatcom County): June 1 through 
October 31 season. 


Hummel Lake: Year around season.. 
Issaquah Creek: Closed waters. 


Jennings Park Pond: Juveniles only (under fifteen 
years old). 
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Johnson Creek (Whatcom County), from Northern 
Pacific Railroad tracks to the Lawson Street footbridge 
in Sumas: Juveniles only (under fifteen years old). 


K-Mart Lake: Year around season. 
Kapowsin Lake: Year around season. 
Keevies Lake: Year around season. 


Kelsey Creek (tributary of Lake Washington): Closed 
waters. 


Killarney Lake: Year around season. 


Kimball Creek (near Snoqualmie): April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Trout — no minimum length. 
Juveniles only (under fifteen years old). 


Kings Lake (King County): Closed waters. 


Klaus Lake (the inlet and outlet to first Weyerhaeuser 
spur are closed waters): Trout — catch limit — two, mini- 
mum length fourteen inches. Selective fishery 
regulations. 


Lake Washington Ship Canal: See Washington, Lake; 
Union, Lake; Portage Bay and Salmon Bay. 


Little Bear Creek (tributary of Sammamish River): 
Closed waters. | 


Little Cranberry Lake: Year around season. 
Lone Lake: Year around season. 


Lost Lake (Snohomish County): September | through 
June 30 season. (Closed July | through August 31.) 


Lucas Slough: Closed waters. 

Marcel Lake: Year around season. 

Marine areas: (See page  ). 

Martha Lake (Warm Beach): Year around season. 


May Creek (tributary of Lake Washington): Closed 
waters. 


Mercer Slough (tributary of Lake Washington): 
Closed waters. 


Mill Pond (Auburn): Juveniles only (under fifteen 
years old). 


Minkler Lake (Skagit County): Year around season. 


Morton Lake: September 1 through June 30 season. 
(Closed July I through August 31.) 


Muck Creek and tributaries (within Ft. Lewis Mili- 
tary Reservation): Trout — catch-and-release only. Se- 
lective fishery regulations. Contact Ft. Lewis for a land 
use permit. 


Mud Lake (Skagit County): Year around season. 


Mud Lake (Whatcom County, near Deming): Year 
around season. 


Mudd Lake (Island County): Year around season. 


New Mire Creek (tributary of Lake Sawyer): April 
26, 1992, through October 31, 1992, and April 25, 1993, 
through October 31, 1993, seasons. Juveniles only (un- 
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der fifteen years old). 
Newhalem Ponds: Closed waters. 
Nisqually River: See Region VI. 


Nooksack River, all tributary streams to the Nook- 
sack River system: June 15 through October 31 season. 


Nooksack River mouth to forks, Middle Fork to Dam. 
North Fork to Nooksack Falls: June 15 through March 
31 season. Trout — catch limit — two, minimum length 
fourteen inches. Wild steelhead release. Fishing from 
boats equipped with motors prohibited on the North and 
Middle Forks November 1 through March 31. 


South Fork, from its mouth to source: June 15 
through October 31 season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release, 
and selective fishery regulations. 


From its mouth to Skookum Creek: Additional 
November 1 through March 31 season. Trout — catch 
limit — two, minimum length fourteen inches. Wild 
steelhead release. Fishing from boats equipped with mo- 
tors prohibited. 


North Creek (tributary of Lake Sammamish River): 
Closed waters. 


Northern State Hospital Pond: Juveniles only (under 
fifteen years old). 


Ohop Lake: Year around season. 


Old Fishing Hole Pond (Kent): Juveniles only (under 
fifteen years old). 


Padden Lake: Internal combustion engines prohibited. 


Pass Lake: Year around season. Trout — catch limit — 
one, minimum length eighteen inches. Fly fishing only, 
barbless hook. 


Peterson Lake: Year around season. 


Philippa Creek (tributary to N.F. Snoqualmie River): 
Closed waters. 


Pilchuck Creek, mouth to Highway 9 Bridge: June 1 
through November 30 season. Trout - catch limit — two, 
minimum length fourteen inches. Bait prohibited. Addi- 
tional December 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Pilchuck River, its entire length: Closed March 1 
through November 30. 


From its mouth to five hundred feet downstream from 
the Snohomish City diversion dam: December 1 through 
last day of February season. Trout — catch limit — two, 
minimum length fourteen inches. Fishing from any 
floating device prohibited. 


Pipers Creek (Carkeek Creek), from its mouth to 
concrete culvert adjacent the Metro plant (including 
Venema Creek): Closed waters. 


From concrete culvert adjacent the Metro plant to 
source: April 26, 1992, through October 31, 1992, and 
April 25, 1993, through October 31, 1993, seasons. 
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Trout — no minimum length. Juveniles only (under fif- 
teen years old). 


Pondilla Pond: Year around season. 


Portage Bay: Year around season. Feeding 


(chumming) permitted. 


Pratt River (tributary to Middle Fork Snoqualmie): 
Catch-and-release only, and selective fishery 
regulations. 


Puyallup River, from its mouth to the Electron power 
plant outlet: June I through January 31 season. Trout — 
catch limit — two, minimum length fourteen inches. 


From its mouth to the Soldier's Home Bridge in 
Orting: Additional February | through March 31 sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release. 


Raging River, from its mouth to the Highway 18 
Bridge (three miles upstream from Preston): June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. 


Rattlesnake Lake: Selective fishery regulations, except 
electric motors allowed. 


Ravensdale Lake: Trout — catch limit — two, minimum 
length twelve inches. Selective fishery regulations. 


Ridley Lake (Whatcom County): July 1 through Oc- 
tober 31 season. Trout — catch and possession limit — 
one, minimum length eighteen inches. Selective fishery 
regulations. 


Rock Creek (below Landsburg): Closed waters. 
Roesiger Lake: Year around season. 


Ross Lake (Reservoir): July 1 through October 31 
season. Trout — catch limit — three, possession limit — 
six, minimum length thirteen inches. Bait prohibited. 
Note: The following tributaries to Ross Lake are closed from the 

closed water markers near their mouths upstream the distance 
indicated. Big Beaver Creek (see special regulation for Big 
Beaver Creek), Ruby Creek, entire stream. All other tributar- 
ies — one mile. 

Ross Lake Tributary Streams not listed as closed: 
July 1 through October 31 season. 


Salmon Bay, all waters from the Chittenden Locks (in 
Ballard) upstream (east) to the Fremont Bridge: July ! 
through last day of February season. Trout — no more 
than two over twenty inches. Wild steelhead release. 


Salmon Bay, from the east end of the north wing wall 
of the Chittenden Locks to a line approximately one 
hundred seventy-five feet seaward of, and parallel to the 
railroad bridge, and which runs through the wooden 
tower structure near the south shore: December 1 
through last day of February season. Trout — catch limit 
— two, minimum length twelve inches. Wild steelhead 
release. It is unlawful to fish with more than one hook on 
sinking artificial lures; or with leads, weights, or sinkers 
less than twelve inches above or below the lure or bait. 
Fishing from any floating device prohibited. This area is 
closed March 1 through November 30. See also depart- 
ment of fisheries' regulations. 
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Samish, Lake: Year around season. 


(chumming) permitted. 


Samish River, from its mouth to the old Highway 99 
Bridge and from the department of fisheries' rack to the 
Hickson Bridge: June 1 through March 31 season. Trout 
— catch limit — two, minimum length fourteen inches. 
December 1 through March 31 wild steelhead release. 
Note: Closed from Highway 99 Bridge to department of 
fisheries' salmon rack. 


Feeding 


Sammamish Lake: Year around season. Trout — no 
more than three over fourteen inches or two over twenty 
inches. Kokanee may not be kept. Bass — daily catch 
limit — five, not more than three over fifteen inches, no 
minimum size limit, and possession limit — ten, not more 
than six over fifteen inches. 


Sammamish River (Slough), from the 68th Avenue 
N.E. Bridge to Lake Sammamish: June 1 through Au- 
gust 31 and December 1 through last day of February 
seasons. Trout — catch limit — two, minimum length 
twenty inches. Wild steelhead release. All tributaries are 
closed. 


Sauk River, from its mouth to the mouth of the White 
Chuck River: June 15 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. June 15 through October 31 wild steelhead 
release. 


From the:mouth of the White Chuck River to head- 
waters, including North and South Forks: Trout — catch 
limit — two, minimum length fourteen inches. Bait 
prohibited. 


From its mouth to the Darrington Bridge: Additional 
March 1 through April 30 season. Catch-and-release 
only, and selective fishery regulations. 


Sawyer, Lake: Year around 
(chumming) permitted. 


season. Feeding 


Sequallitchew Lake: June 1 through October 31 sea- 
son. Contact Ft. Lewis for land use permit. 


Serene, Lake: September 1 through June 30 season. 
(Closed July 1 through August 31.) 


Shady Lake: June 1 through July 4 and September 1 
through October 31 seasons. Trout — catch limit — four, 
no more than one over twelve inches. 


Shannon, Lake: Trout — no more than three over six- 
teen inches. Feeding (chumming) permitted. 


Shoecraft Lake: Year around season. 
Silver Lake (Island County): Year around season. 


Skagit River, from its mouth to the Memorial High- 
way Bridge (Highway 536 at Mt. Vernon): Year around 
season. Trout — catch limit — two, minimum length 
fourteen inches. Retaining steelhead over twenty inches 
in length is prohibited from April 1 through May 31. 
(See Fisher Slough.) 


From Memorial Highway Bridge (Highway 536 at 
Mt. Vernon) upstream to Gorge Powerhouse at Newha- 
lem: June 1 through last day of February season. Trout 
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— catch limit — two, minimum length fourteen inches. 


From the Gorge Powerhouse to Gorge Dam: Closed 
waters. 


From Memorial Highway Bridge (Highway 536 at 
Mt. Vernon) to pipeline crossing at Sedro Woolley: Ad- 
ditional March 1 through March 31 season. Trout — 
catch limit — two, minimum length fourteen inches. 


From pipeline crossing at Sedro Woolley to mouth of 
Bacon Creek: Additional March 1 through March 15 
season. Trout — catch limit — two, minimum length 
fourteen inches. Note: Closed waters from the pipeline 
crossing at Sedro Woolley to the Dalles Bridge at Con- 
crete March 16 through May 31. 


From the Dalles Bridge at Concrete to the mouth of 
Bacon Creek: Additional March 16 through April 30 
season. Catch-and-release only, and selective fishery 
regulations, except lawful to fish from a boat with motor 
but not while under power. 


Skykomish River, from its mouth to mouth of Sultan 
River: June 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Fishing from any floating device prohibited 
November 1 through last day of February from the boat 
ramp below Lewis Street Bridge at Monroe downstream 
two thousand five hundred feet. Additional March 1 
through April 30 season: Trout — catch-and-release 
only, and selective fishery regulations. Fishing from any 
floating device prohibited from the boat ramp below 
Lewis Street Bridge at Monroe downstream two thou- 
sand five hundred feet. 


From the mouth of the Sultan River to the forks: June 
1 through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release. 
March 1 through March 31. Fishing from any floating 
device prohibited in the area one thousand five hundred 
feet upstream and one thousand feet downstream of the 
outlet at Skykomish Rearing Ponds and that same area 
is closed to fishing June 1 to 8:00 a.m. August 1. 


Skykomish River, North Fork, from its mouth to one 
thousand feet downstream from Bear Creek Falls: June 
1 through last day of February season. Trout — catch 
limit — two, minimum length fourteen inches. Wild 
steelhead release. Closed waters from one thousand feet 
below Bear Creek Falls to one thousand feet above Bear 
Creek Falls. 


From one thousand feet upstream of Bear Creek Falls 
to headwaters: Trout — catch limit — two, minimum 
length fourteen inches. Bait prohibited. 


Skykomish River, South Fork, from its mouth to six 
hundred feet downstream from the Sunset Falls Fish- 
way: June 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
Wild steelhead release. Closed waters from Sunset Falls 
Fishway to a point six hundred feet downstream of the 
fishway. 


From Sunset Falls to source: Trout — catch limit — 
two, minimum length fourteen inches. Bait prohibited. 
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Additional November 1 through last day of February 
season for whitefish only. 


Snohomish River, all channels, sloughs, and intercon- 
nected waterways (excluding all tributaries) From Puget 
Sound to Highway 529: Year around season. Trout — 
catch limit — two, minimum length fourteen inches. 


From Highway 529 upstream (all channels): June 1 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. 


Snoqualmie River, from its mouth to the falls: June 1 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. June 1 through 
November 30 bait prohibited. Fishing from any floating 
device prohibited November 1 through March 31 from 
the mouth of Tokul Creek downstream to boat ramp at 
Plumb access, about one-quarter mile. Note: Waters 
within the Puget Power tunnel at the falls are closed. 


From Snoqualmie Falls, including the North and 
South Forks: Trout — catch limit — two, minimum length 
ten inches. Bait prohibited. Additional November 1 
through last day of February season for whitefish only. 


Middle Fork Snoqualmie from mouth to source in- 
cluding all tributaries: Catch-and-release only, and se- 
lective fishery regulations. 


Soos Creek, from mouth to salmon hatchery rack: 
. June 1 through August 31 season. Trout — catch limit — 
two, minimum length fourteen inches. 


South Prairie Creek, closed downstream from Page 
Creek to its mouth. 


Spada Lake (Reservoir): Trout — catch limit — five, 
minimum length twelve inches. Bait prohibited. Internal 
combustion engines prohibited. Note: All tributaries to 
lake are closed to fishing. 


Spanaway Lake, and its outlet downstream to the dam 
(approximately 800 feet): Year around season. 


Sportsman's Lake: Year around season. 


Squalicum Creek, mouth to outlet of Bug Lake: Ad- 
ditional November 1 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Squalicum Lake: Year around season. Trout — catch 
limit — two. Fly fishing only. ` 


Steilacoom Lake: Year around season. 


Stetattle Creek, from its mouth for one and one-half 
miles upstream, to mouth of Bucket Creek: Closed 
waters. 


Stevens, Lake: Year around season. Feeding 
(chumming) permitted. Bass — possession limit — one 
over eighteen inches. 


Stillaguamish River, and all sloughs, downstream of 
Warm Beach-Stanwood Highway: Year around season. 
Trout — catch limit — two, minimum length fourteen 
inches. | 


Stillaguamish River, upstream from the Warm 
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Beach-Stanwood Highway to the forks (except Harvey 
Creek, Pioneer Ponds, and Portage Creek are closed): 
June 1 through March 31 season. Trout — catch limit — 
two, minimum length fourteen inches. Closed waters 
from the barrier dam (downstream of 1—5) downstream 
two hundred feet. 


Stillaguamish River, North Fork, from its mouth to 
Swede Heaven Bridge: Year around season. Trout — 
catch limit — two, minimum length fourteen inches. 
Fishing from any floating device prohibited upstream of 
the Highway 530 Bridge at mile post 28.8 (Cicero 
Bridge). March 1 through November 30 wild steelhead 
release. Fly fishing only April 16 through November 30. 


Stillaguamish River, South Fork, from its mouth to 
four hundred feet downstream of the outlet to fishway at 
Granite Falls: June 1 through last of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Note: Closed from Mt. Loop Highway bridge 
above Granite Falls downstream to a point four hundred 
feet below the outlet of the end of the fishway. 


Stitch Lake: Year around season. 
Stuck River: See White River. 


Sultan River, from its mouth to a point four hundred 
feet downstream from the diversion dam at river mile 
16: June I through last day of February season. Trout — 
catch limit — two, minimum length fourteen inches. 
Note: North and South Forks are closed to fishing. 


Sunday Creek (tributary to N.F. Snoqualmie River): 
Closed waters. 


Sunday Lake (Snohomish County): Year around 
season. 


Swamp Creek (tributary to Sammamish River): 
Closed waters. 


Tanwax Lake: Year around season. 


Tapps Lake (Reservoir) and intake canal—Open area 
includes intake canal to within four hundred feet of the 
screen at Dingle Basin: Year around season. 


Tate Creek (tributary to N.F. Snoqualmie River): 
Closed waters. 


Taylor River (tributary to the Middle Fork 
Snoqualmie): Catch-and-release only, and selective 
fishery regulations. 


Tennant Lake: Year around season. Fishing from any 
floating device prohibited from October 13 through Jan- 
uary 15. 


Terrell, Lake: Year around season. Fishing from any 
floating device prohibited from October 13 through Jan- 
uary 15 except fishing from floating dock permitted. 


Thornton Creek (tributary to Lake Washington): 
Closed waters. 


Tibbetts Creek (tributary to Lake Sammamish): 
Closed waters. 


Tokul Creek, from its mouth to the posted cable 
boundary marker located approximately seven hundred 
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feet upstream of the mouth: December 1 through March 
31 season. Trout — catch limit — two, minimum length 
fourteen inches. This area is closed daily from 5:00 p.m. 
to 7:00 a.m. 


From the posted cable boundary marker located ap- 
proximately seven hundred feet upstream of the mouth 
to the railroad trestle: Closed to all fishing. 


Tolt River, from its mouth to the USGS trolley cable 
at the confluence of the North and South Forks: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. June 1 through 
November 30 bait prohibited. 


From the USGS trolley cable to the mouth of Yellow 
Creek on the North Fork, and to the dam on the South 
Fork: Closed waters. 


North Fork above Yellow Creek: Trout — catch-and— 
release only, selective fishery regulations. 


South Fork above the dam: Trout - catch limit — two, 
minimum length ten inches. Bait prohibited. 


Туе River: Trout — catch limit — two, minimum length 
fourteen inches. Bait prohibited. Additional November 1 
through last day of February season for whitefish only. 


Union, Lake: Year 
(chumming) permitted. 


around season. Feeding 


Voight's Creek: Closed waters from mouth to High- 
way 162 Bridge. 


Wallace River, from its mouth to the first Burlington— 
Northern Railroad bridge downstream of the Highway 2 
Bridge: June 1 through September 1 season. Trout — 
catch limit — two, minimum length fourteen inches. 
Note: Closed waters from the first Burlington- Northern 
Railroad bridge (below Highway 2) to a point two hun- 
dred feet upstream of the water intake of the salmon 
hatchery. 


From the mouth to mouth of Olney Creek: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
Fishing from any floating device prohibited. 


Wapato Lake: Year around season. Juveniles only 
(under fifteen years old). 


Washington, Lake, including that portion of the 
Sammamish River from the 68th Avenue N.E. Bridge 
downstream: Year around season. Trout — no more than 
two over twenty inches. Wild steelhead release 
December | through May 31. May 1 through June 30 
season: Trout — catch limit — eight, minimum length 
twelve inches. Closed to boat fishing one hundred yards 
either side of the floating bridges. Feeding (chumming) 
permitted year around. Kokanee/sockeye under twenty 
inches will be considered kokanee and under the juris- 
diction of the department of wildlife while those twenty 
inches and over will be considered sockeye salmon and 
under the jurisdiction of the department of fisheries. 
Bass — daily catch limit — five, not more than three over 
fifteen inches, no minimum size limit, and possession 
limit — ten, not more than six over fifteen inches. 
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Whatcom Creek, mouth to stone bridge at Whatcom 


Falls Park: June 1 through last day of February season. 


Trout — catch limit — two, minimum length fourteen 
inches. 


From stone bridge at Whatcom Falls Park upstream 
to Lake Whatcom: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Trout — no minimum length. Juveniles only 
(under fifteen years old). 


Whatcom, Lake: Trout — no more than one over four- 
teen inches. Feeding (chumming) permitted. (All tribu- 
taries are closed to fishing, and, in addition, that portion 
of Lake Whatcom between the Electric Avenue Bridge 
and the outlet dam.) 


Whistle Lake (Skagit County): Year around. season. 


White (Stuck) River, from mouth to Highway 410 
Bridge at Buckley: Trout — catch limit — two, minimum 
length twelve inches. Note: Puget Power canal, including 
the screen bypass channel, is closed to fishing above the 
screen at Dingle Basin. 


From the Weyerhaeuser 6000 Road Bridge (Bridge 
Camp) to its source: Additional November 1 through 
January 31 season for whitefish and Dolly Varden (bull 
trout) only. 


Willow Lake (Whatcom County): July 1 through Oc- 
tober 31 season. Trout — catch and possession limit — 
one, minimum length eighteen inches. Selective fishery 
regulations. 


Winter's Lake: Year around season. 
Wiser Lake: Year around season. 


Region IV. 

Description: That area of the state contained within 
the boundaries of Island, King, San Juan, Skagit, 
Snohomish, and Whatcom counties, and that portion of 
Pierce County east of a line from the mouth of the 
Nisqually River through Drayton Passage, Pitt Passage, 
Carr Inlet, and the Tacoma Narrows. 

All state-wide and Region IV regulations (given be- 
low) apply to all Region IV waters unless specifically 
exempted or amended by special regulations (listed for 
separate waters and categories of waters). 

Region IV regulations. Open seasons: 

Lakes, ponds, and reservoirs: April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, unless specified otherwise under special 
regulations. 

Rivers, streams, and beaver ponds: June 1 through 
October 31 (both, 1992 and 1993), unless specified 
otherwise under special regulations. Night closure: Au- 
gust 1 through October 31. 


*Note: See wild steelhead release requirement under "trout daily 
catch limit" below. 


Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 


[142] 


Washington State Register, Issue 92-01 WSR 92-01-084 


special regulations for exceptions): Selective fishery regulations. 
RAIEN MINIMUM Beaver Lake (Skagit County): Year around season. 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS EMITE Big Bear Creek (tributary of Sammamish River): 
БУ) , Closed waters. 
Bass...... No limit until Less than twelve — Five—not more 
possession inches or over than two over Big Beaver Creek, from closed water markers on Ross 
limit retained fifteen inches fifteen inches. н 
Only bass less Lake upstream one-quarter mile: Closed waters. Up- 
than ere inches stream from one-quarter mile markers, including tribu- 
over ee . " 
inches hay be tary streams, and beaver ponds that are tributary to Big 
kept Beaver Creek: July 1 through October 31 season; catch— 
Dolly Varden/ and-release only, selective fishery regulations. 
Bull Trout...... Counts as part Twenty Counts as part of ; 
of trout catch inches trout possession Big Lake: Year around season. 
limit limit 
. Bitter Lake: Year around season. 
Grass Carp...... It is unlawful to 
fish for or retain Blackman's Lake: Year around season. Trout — catch 
grass carp . < 
. 5 limit — five. 
Trout*...... Eight, of which None in lakes, One catch limit 
(Including no more than ponds, and and (in addition) Boundary Lake: Year around season. 
kokanee, land-- two may be reservoirs. two steelhead over 
locked Atlantic over twelve Eight inches in twenty inches Bow Lake: Year around season 
salmon, and inches if taken rivers, streams, " ў 
steelhead) From rivers, and beaver ponds Boxley Creek (North Bend), from its mouth to the 
beaver ponds. falls located at approximately rivermile 0.9: Closed 
*Wild steelhead waters. 
release June 1 
шер November Boyle Lake (the inlet and outlet are closed waters): 
av д Trout — catch limit — two, minimum length fourteen 
RARE ШУ бышышын inches. Selective fishery regulations. 
Walleye...... Five Eighteen Ten—not more Bridges Lake (the inlet and outlet are closed waters): 
inches ao” Trout — catch limit — two, minimum length fourteen 
inches inches. Selective fishery regulations. 
Whitefish...... Fifteen None One catch limit Bryant Lake: Year around season. 
АП other 
game fish...... No limit None No limit Bug Lake: Year around season. 
Bullfrogs...... Ten None One catch limit Calligan Lake: June 1 through October 31 season. All 
*Note: When fishing with bait, all trout equal to or greater than the tributary streams, and the upper third of the outlet are 
minimum size are counted as part of the daily catch limit closed waters. 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. Campbell Lake: Year around season. 
Where use of bait is prohibited by special regulations, or А s N 
where artificial lures or flies are used voluntarily, fish may be Canyon Creek, (S.F. Stillaguamish River) mouth to 
released until the daily catch limit is retained. If any fish has forks: June 1 through last day of February season. Trout 
swallowed the hook or is hooked in the gill, eye or tongue, it — catch limit — two, minimum length fourteen inches. 


should be kept if legal to do so. š | . 
Carbon River, from its mouth to the Highway 162 


Special regulations. Region IV. Basic state-wide and Bridge: June 1 through January 31 season. Trout — 
regional regulations apply to all waters except where catch limit — two, minimum length fourteen inches. Ad- 
modified in special regulations below. ditional February 1 through March 31 season: Selective 

Alder Lake (Reservoir): Year around season. fishery regulations. Wild steelhead release. 

American Lake: Year around season. Feeding Cascade River: June 1 through last day of February 
(chumming) permitted. season. Trout — catch limit — two, minimum length 


fourteen inches. 
Angle Lake: Year around season. 
Note: The area from the Rockport-Cascade Road Bridge to the 


Baker Lake: Trout — no more than three over fourteen mouth is closed June 1 through September 30. 
inches. Feeding (chumming) permitted. An area two 


hundred feet in radius around the pump discharge, at 
the south end of the lake is closed. Cavanaugh Lake: Feeding (chumming) permitted. 


Cassidy Lake: Year around season. 


Ballinger Lake: Year around season. Cedar River, from its mouth to the Landsburg diver- 
sion dam: June 15 through September 1 season. Trout — 


: Closed waters. RAE) hs ; ; 
Barnaby Slough: Closed waters catch limit — two, minimum length fourteen inches. Bait 


Bass Lake: Year around season. prohibited. 
Bearpaw Lake (Whatcom County): Trout — catch and From its mouth to the Landsburg Highway Bridge: 
possession limit — one, minimum length eighteen inches. Additional December 1 through last day of February 
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season. Trout — catch limit — two, minimum length 
fourteen inches. Fishing from any floating device pro- 
hibited. Fishing unlawful between 7:00 p.m. and 5:00 
a.m. Wild steelhead release. 


From Landsburg diversion dam upstream to Chester 
Morse Reservoir: Closed waters. 


Chambers Bay and that portion of Marine Area 13 
inside a line from Gordan Point to the dock at Pioneer 
gravel pit (second gravel pit approximately 1.2 miles 
north of Chambers Bay): June | through October 31 
season. 


Chambers Lake (within Ft. Lewis Military Reserva- 
tion): Trout — catch-and-release only. Selective Fishery 
regulations, except electric motors allowed. Contact Ft. 
Lewis for a land use permit. 


Chaplain Lake: Closed waters. 
Clay Pit Pond: Year around season. 


Clear Lake (Pierce County): September 1 through 
June 30 season. (Closed July 1 through August 31.) 
Feeding (chumming) permitted. 


Clear Lake (Skagit County): Year around season. 
Clough Creek (North Bend): Closed waters. 


Clover Creek, within the boundaries of McChord Air 
Force Base: Trout — catch limit — one, minimum length 
twelve inches. Selective fishery regulations. 


Coal Creek (tributary of Lake Washington): Closed 
waters. 


Coal Creek, (near Snoqualmie) from Highway 10 
downstream: April 26, 1992, through October 31, 1992, 
and April 25, 1993, through October 31, 1993, seasons. 
Trout — no minimum length. Juveniles only (under fif- 
teen years old). 


County Line Ponds: Closed Waters. 
Cranberry Lake (Island County): Year around season. 


Dakota Creek: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Day Creek, mouth to Day Lake: Trout — catch limit — 
two, minimum length fourteen inches. 


De Coursey Pond: Juveniles only (under fifteen years 
old). 


Deer Creek and Little Deer Creek (tributaries to 
North Fork Stillaguamish): Closed waters. 


Desire, Lake: Year around season. 
Diablo Lake: Year around season. 


Doloff Lake: April 26, 1992, through November 30, 
1992, and April 25, 1993, through November 30, 1993, 
seasons. 


Dugualla Bay (Lake): Year around season. 
Eagle Lakes (Big and Little): Closed waters. 
Ebey Lake: Fly fishing only. Trout — catch limit — one, 
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minimum length eighteen inches. 


Echo Glen Pond: Year around season. 


Note: No public access. (State corrections facility.) 


Echo Lake (Snohomish County, near Maltby): Sep- 
tember 1 through June 30 season. (Closed July 1 
through August 31.) 


Egg Lake (San Juan County): Year around season. 


Fazon Lake: February | through October 31 season. 
Channel catfish — possession limit — two. 


Fenwick Lake (King County): Year around season. 
Findley Lake: Closed waters. 


Finney Creek (Skagit River), from its mouth to falls: 
Trout — catch limit — two, minimum length fourteen 
inches. 


Fisher Slough: From mouth to Highway 530 Bridge: 
Year around season. Trout — catch limit — two, mini- 
mum length fourteen inches entire season. Upstream 
from Highway 530 Bridge: June | through October 31 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Fishtrap Creek (Whatcom County): From Kok Road 
to Bender Road: June 15 through October 31 season. 
Juveniles only (under fifteen years old). 


Flowing Lake: Year around season. 


Fortson Mill Pond #2: Juveniles only (under fifteen 
years old). 


Gissberg Ponds: Year around season. 


Goodwin Lake: Year around season. Feeding 
(chumming) permitted. 


Green Lake (King County): Year around season. 
Green Lake (Whatcom County): Year around season. 


Green (Duwamish) River, from its mouth to the First 
Avenue Bridge: Year around season. Trout — catch limit 
— two, minimum length fourteen inches. It is unlawful to 
fish with more than one single hook on sinking artificial 
lures; or with leads, weights, or sinkers less than twelve 
inches above or below the lure or bait. 


From the First Avenue Bridge to Tacoma Headworks 
Dam: June 15 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Fishing from any floating device prohibited 
November 1 through last day of February season. Note: 
Area from the Auburn-Black Diamond Bridge down- 
stream to the 8th St. N.E. Bridge in Auburn is closed 
September 1 through October 15 and area from the Au- 
burn-Black Diamond Bridge downstream to the High- 
way 18 Bridge is closed September 1 through October 
31. 


From the First Avenue Bridge to the Tacoma Head- 
works Dam: Additional March 1 through March 31 sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release. Fishing from any floating 
device prohibited. 
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Greenwater River, from mouth to Greenwater Lakes: 
Trout — catch limit — two, minimum length twelve inch- 
es. Bait prohibited. 


Haller Lake: Year around season. 


Hancock Lake: June 1 through October 31 season. All 
tributary streams and the upper third of the outlet are 
closed waters. 


Harrison Pond: Closed waters. 
Hart Lake (Pierce County): Year around season. 


Heart Lake (Skagit County, near Anacortes): April 
26, 1992, through July 31, 1992, and April 25, 1993, 
through July 31, 1993, seasons. 


Hozomeen Lake (Whatcom County): June 1 through 
October 31: season. 


Hummel Lake: Year around season. 
Issaquah Creek: Closed waters. 


Jennings Park Pond: Juveniles only (under fifteen 
years old). 


Johnson Creek (Whatcom County), from Northern 


Pacific Railroad tracks to the Lawson Street footbridge 
in Sumas: Juveniles only (under fifteen years old). 


K-Mart Lake: Year around season. 
Kapowsin Lake: Year around season. 
Keevies Lake: Year around season. 


Kelsey Creek (tributary of Lake Washington): Closed 
waters. 


Killarney Lake: Year around season. 


Kimball Creek (near Snoqualmie): April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Trout — no minimum length. 
Juveniles only (under fifteen years old). 


Kings Lake (King County): Closed waters. 


Klaus Lake (the inlet and outlet to first Weyerhaeuser 
spur are closed waters): Trout — catch limit — two, mini- 
mum length fourteen inches. Selective fishery 
regulations. 


Lake Washington Ship Canal: See Washington, Lake; 
Union, Lake; Portage Bay and Salmon Bay. 


Little Bear Creek (tributary of Sammamish River): 
Closed waters. 


Little Cranberry Lake: Year around season. 
Lone Lake: Year around season. 


Lost Lake (Snohomish County): September 1 through 
June 30 season. (Closed July 1 through August 31.) 


Lucas Slough: Closed waters. 
Marcel Lake: Year around season. 

Marine areas: (See page — ). 

Martha Lake (Warm Beach): Year around season. 


May Creek (tributary of Lake Washington): Closed 
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waters. 


Mercer Slough (tributary of Lake Washington): 
Closed waters. 


Mill Pond (Auburn): Juveniles only (under fifteen 
years old). . 


Minkler Lake (Skagit County): Year around season. 


Morton Lake: September 1 through June 30 season. 
(Closed July 1 through August 31.) 


Muck Creek and tributaries (within Ft. Lewis Mili- 
tary Reservation): Trout — catch-and-release only. Se- 
lective fishery regulations. Contact Ft. Lewis for a land 
use permit. 


Mud Lake (Skagit County): Year around season. 


Mud Lake (Whatcom County, near Deming): Year 
around season. 


Mudd Lake (Island County): Year around season. 


New Mire Creek (tributary of Lake Sawyer): April 
26, 1992, through October 31, 1992, and April 25, 1993, 
through October 31, 1993, seasons. Juveniles only (un- 
der fifteen years old). 


Newhalem Ponds: Closed waters. 
Nisqually River: See Region VI. 


Nooksack River, all tributary streams to the Nook- 
sack River system: June 15 through October 31 season. 


Nóoksack River mouth to forks, Middle Fork to Dam. 
North Fork to Nooksack Falls: June 15 through March 
31 season. Trout — catch limit — two, minimum length 
fourteen inches. Wild steelhead release. Fishing from 
boats equipped with motors prohibited on the North and 
Middle Forks November 1 through March 31. 


South Fork, from its mouth to source: June 15 
through October 31 season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release, 
and selective fishery regulations. 


From its mouth to Skookum Creek: Additional 
November 1 through March 31 season. Trout — catch 
limit — two, minimum length fourteen inches. Wild 
steelhead release. Fishing from boats equipped with mo- 
tors prohibited. 


North Creek (tributary of Lake Sammamish River): 
Closed waters. 


Northern State Hospital Pond: Juveniles only (under 
fifteen years old). 


Ohop Lake: Year around season. 


Old Fishing Hole Pond (Kent): Juveniles only (under 
fifteen years old). 


Padden Lake: Internal combustion engines prohibited. 


Pass Lake: Year around season. Trout — catch limit — 
one, minimum length eighteen inches. Fly fishing only, 
barbless hook. 


Peterson Lake: Year around season. 
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Philippa Creek (tributary to N.F. Snoqualmie River): 
Closed waters. 


Pilchuck Creek, mouth to Highway 9 Bridge: June 1 
through November 30 season. Trout — catch limit — two, 
minimum length fourteen inches. Bait prohibited. Addi- 
tional December 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Pilchuck River, its entire length: Closed March 1 
through November 30. 


From its mouth to five hundred feet downstream from 
the Snohomish City diversion dam: December 1 through 
last day of February season. Trout — catch limit — two, 
minimum length fourteen inches. Fishing from any 
floating device prohibited. 


Pipers Creek (Carkeek Creek), from its mouth to 
concrete culvert adjacent the Metro plant (including 
Venema Creek): Closed waters. 


From concrete culvert adjacent the Metro plant to 
source: April 26, 1992, through October 31, 1992, and 
April 25, 1993, through October 31, 1993, seasons. 
Trout — no minimum length. Juveniles only (under fif- 
teen years old). 


Pondilla Pond: Year around season. 


Portage Bay: Year around season. Feeding 


(chumming) permitted. 


Pratt River (tributary to Middle Fork Snoqualmie): 
Catch-and-release only, and selective fishery 
regulations. 


Puyallup River, from its mouth to the Electron power 
plant outlet: June 1 through January 31 season. Trout — 
catch limit — two, minimum length fourteen inches. 


From its mouth to the Soldier's Home Bridge in 
Orting: Additional February 1 through March 31 sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release. | 


Raging River, from its mouth to the Highway 18 
Bridge (three miles upstream from Preston): June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. 


Rattlesnake Lake: Selective fishery regulations, except 
electric motors allowed. 


Ravensdale Lake: Trout — catch limit — two, minimum 
length twelve inches. Selective fishery regulations. 


Ridley Lake (Whatcom County): July 1 through Oc- 
tober 31 season. Trout — catch and possession limit — 
one, minimum length eighteen inches. Selective fishery 
regulations. 


Rock Creek (below Landsburg): Closed waters. 
Roesiger Lake: Year around season. 


Ross Lake (Reservoir): July 1 through October 31 
season. Trout — catch limit — three, possession limit — 
six, minimum length thirteen inches. Bait prohibited. 


Note: The following tributaries to Ross Lake are closed from the 
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closed water markers near their mouths upstream the distance 
indicated. Big Beaver Creek (see special regulation for Big 
Beaver Creek), Ruby Creek, entire stream. All other tributar- 
ies — one mile. ` 


Ross Lake Tributary Streams not listed as closed: 
July I through October 31 season. 


Salmon Bay, all waters from the Chittenden Locks (in 
Ballard) upstream (east) to the Fremont Bridge: July 1 
through last day of February season. Trout — no more 
than two over twenty inches. Wild steelhead release. 


Salmon Bay, from the east end of the north wing wall 
of the Chittenden Locks to a line approximately one 
hundred seventy-five feet seaward of, and parallel to the 
railroad bridge, and which runs through the wooden 
tower structure near the south shore: December 1 
through last day of February season. Trout — catch limit 
— two, minimum length twelve inches. Wild steelhead 
release. It is unlawful to fish with more than one hook on 
sinking artificial lures; or with leads, weights, or sinkers 
less than twelve inches above or below the lure or bait. 
Fishing from any floating device prohibited. This area is 
closed March 1 through November 30. See also depart- 
ment of fisheries' regulations. 


Samish, Lake: Year around season. 


(chumming) permitted. 


Feeding 


Samish River, from its mouth to the old Highway 99 
Bridge and from the department of fisheries' rack to the 
Hickson Bridge: June 1 through March 31 season. Trout 
— catch limit — two, minimum length fourteen inches. 
December 1 through March 31 wild steelhead release. 
Note: Closed from Highway 99 Bridge to department of 
fisheries' salmon rack. 


Sammamish Lake: Year around season. Trout — no 
more than three over fourteen inches or two over twenty 
inches. Kokanee may not be kept. Bass — daily catch 
limit — five, not more than three over fifteen inches, no 
minimum size limit, and possession limit — ten, not more 
than six over fifteen inches. 


Sammamish River (Slough), from the 68th Avenue 
N.E. Bridge to Lake Sammamish: June 1 through Au- 
gust 31 and December 1 through last day of February 
seasons. Trout — catch limit — two, minimum length 
twenty inches. Wild steelhead release. All tributaries are 
closed. 


Sauk River, from its mouth to the mouth of the White 
Chuck River: June 15 through last day of February sea- 
son. Trout — catch limit — two, minimum length.fourteen 
inches. June 15 through October 31 wild steelhead 
release. 


From the mouth of the White Chuck River to head- 
waters, including North and South Forks: Trout — catch 
limit — two, minimum length fourteen inches. Bait 
prohibited. 


From its mouth to the Darrington Bridge: Additional 
March | through April 30 season. Catch-and-release 
only, and selective fishery regulations. 


Sawyer, Lake: Year 
(chumming) permitted. 


around season. Feeding 
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Sequallitchew Lake: June 1 through October 31 sea- 
son. Contact Ft. Lewis for land use permit. 


Serene, Lake: September | through June 30 season. 
(Closed July 1 through August 31.) 


Shady Lake: June 1 through July 4 and September 1 
through October 31 seasons. Trout — catch limit — four, 
no more than one over twelve inches. 


Shannon, Lake: Trout — no more than three over six- 
teen inches. Feeding (chumming) permitted. 


Shoecraft Lake: Year around season. 
Silver Lake (Island County): Year around season. 


Skagit River, from its mouth to the Memorial High- 
way Bridge (Highway 536 at Mt. Vernon): Year around 
season. Trout — catch limit — two, minimum length 
fourteen inches. Retaining steelhead over twenty inches 
in length is prohibited from April 1 through May 31. 
(See Fisher Slough.) 


From Memorial Highway Bridge (Highway 536 at 
Mt. Vernon) upstream to Gorge Powerhouse at Newha- 
lem: June 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 


From the Gorge Powerhouse to Gorge Dam: Closed 
waters. 


From Memorial Highway Bridge (Highway 536 at 
Mt. Vernon) to pipeline crossing at Sedro Woolley: Ad- 
ditional March 1 through March 31 season. Trout — 
catch limit — two, minimum length fourteen inches. 


From pipeline crossing at Sedro Woolley to mouth of 
Bacon Creek: Additional March 1 through March 15 
season. Trout — catch limit — two, minimum length 
fourteen inches. Note: Closed waters from the pipeline 
crossing at Sedro Woolley to the Dalles Bridge at Con- 
crete March 16 through May 3l. 


From the Dalles Bridge at Concrete to the mouth of 
Bacon Creek: Additional March 16 through April 30 
season. Catch-and-release only, and selective fishery 
regulations, except lawful to fish from a boat with motor 
but not while under power. 


Skykomish River, from its mouth to mouth of Sultan 
River: June 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Fishing from any floating device prohibited 
November 1 through last day of February from the boat 
ramp below Lewis Street Bridge at Monroe downstream 
two thousand five hundred feet. Additional March 1 
through April 30 season: Trout — catch-and-release 
only, and selective fishery regulations. Fishing from any 
floating device prohibited from the boat ramp below 
Lewis Street Bridge at Monroe downstream two thou- 
sand five hundred feet. 


From the mouth of the Sultan River to the forks: June 
] through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release. 
March 1 through March 31. Fishing from any floating 
device prohibited in the area one thousand five hundred 
feet upstream and one thousand feet downstream of the 
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outlet at Skykomish Rearing Ponds and that same area 
is closed to fishing June I to 8:00 a.m. August 1. 


Skykomish River, North Fork, from its mouth to one 
thousand feet downstream from Bear Creek Falls: June 
1 through last day of February season. Trout — catch 
limit — two, minimum length fourteen inches. Wild 
steelhead release. Closed waters from one thousand feet 
below Bear Creek Falls to one thousand feet above Bear 
Creek Falls. 


From one thousand feet upstream of Bear Creek Falls 
to headwaters: Trout — catch limit — two, minimum 
length fourteen inches. Bait prohibited. 


Skykomish River, South Fork, from its mouth to six 
hundred feet downstream from the Sunset Falls Fish- 
way: June | through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
Wild steelhead release. Closed waters from Sunset Falls 
Fishway to a point six hundred feet downstream of the 
fishway. 


From Sunset Falls to source: Trout — catch limit — 
two, minimum length fourteen inches. Bait prohibited. 
Additional November 1 through last day of February 
season for whitefish only. 


Snohomish River, all channels, sloughs, and intercon- 
nected waterways (excluding all tributaries) From Puget 
Sound to Highway 529: Year around season. Trout — 
catch limit — two, minimum length fourteen inches. 


From Highway 529 upstream (all channels): June 1 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. 


Snoqualmie River, from its mouth to the falls: June 1 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. June 1 through 
November 30 bait prohibited. Fishing from any floating 
device prohibited November | through March 31 from 
the mouth of Tokul Creek downstream to boat ramp at 
Plumb access, about one-quarter mile. Note: Waters 
within the Puget Power tunnel at the falls are closed. 


From Snoqualmie Falls, including the North and 
South Forks: Trout — catch limit — two, minimum length 
ten inches. Bait prohibited. Additional November 1 
through last day of February season for whitefish only. 


Middle Fork Snoqualmie from mouth to source in- 
cluding all tributaries: Catch-and-release only, and se- 
lective fishery regulations. 


Soos Creek, from mouth to salmon hatchery rack: 
June 1 through August 31 season. Trout — catch limit — 
two, minimum length fourteen inches. 


South Prairie Creek, closed downstream from Page 
Creek to its mouth. 


Spada Lake (Reservoir): Trout — catch limit — five, 
minimum length twelve inches. Bait prohibited. Internal 
combustion engines prohibited. Note: All tributaries to 
lake are closed to fishing. 


Spanaway Lake, and its outlet downstream to the dam 
(approximately 800 feet): Year around season. 
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Sportsman's Lake: Year around season. 


Squalicum Creek, mouth to outlet of Bug Lake: Ad- 
ditional November I through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Squalicum Lake: Year around season. Trout — catch 
limit — two. Fly fishing only. 


Steilacoom Lake: Year around season. 


Stetattle Creek, from its mouth for one and one-half 
miles upstream, to mouth of Bucket Creek: Closed 
waters. 


Stevens, Lake: Year around season. Feeding 
(chumming) permitted. Bass — possession limit — one 
over eighteen inches. 


Stillaguamish River, and all sloughs, downstream of 
Warm Beach-Stanwood Highway: Year around season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Stillaguamish River, upstream from the Warm 
Beach-Stanwood Highway to the forks (except Harvey 
Creek, Pioneer Ponds, and Portage Creek are closed): 
June | through March 31 season. Trout — catch limit — 
two, minimum length fourteen inches. Closed waters 
from the barrier dam (downstream of 1—5) downstream 
two hundred feet. 


Stillaguamish River, North Fork, from its mouth to 
Swede Heaven Bridge: Year around season. Trout — 
catch limit — two, minimum length fourteen inches. 
Fishing from any floating device prohibited upstream of 
the Highway 530 Bridge at mile post 28.8 (Cicero 
Bridge). March 1 through November 30 wild steelhead 
release. Fly fishing only April 16 through November 30. 


Stillaguamish River, South Fork, from its mouth to 
four hundred feet downstream of the outlet to fishway at 
Granite Falls: June 1 through last of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. Note: Closed from Mt. Loop Highway bridge 
above Granite Falls downstream to a point four hundred 
feet below the outlet of the end of the fishway. 


Stitch Lake: Year around season. 
Stuck River: See White River. 


Sultan River, from its mouth to a point four hundred 
feet downstream from the diversion dam at river mile 
16: June 1 through last day of February season. Trout — 
catch limit — two, minimum length fourteen inches. 
Note: North and South Forks are closed to fishing. 


Sunday Creek (tributary to N.F. Snoqualmie River): 
Closed waters. 


Sunday Lake (Snohomish County): Year around 
season. 


Swamp Creek (tributary to Sammamish River): 
Closed waters. | | 


Tanwax Lake: Year around season. 


Tapps Lake (Reservoir) and intake canal—Open area 
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includes intake canal to within four hundred feet of the 
screen at Dingle Basin: Year around season. 


Tate Creek (tributary to N.F. Snoqualmie River): 
Closed waters. : 


Taylor River (tributary to the Middle Fork 
Snoqualmie): Catch-and-release only, and selective 
fishery regulations. 


Tennant Lake: Year around season. Fishing from any 
floating device prohibited from October 13 through Jan- 
uary 15. 


Terrell, Lake: Year around season. Fishing from any 
floating device prohibited from October 13 through Jan- 
uary 15 except fishing from floating dock permitted. 


Thornton Creek (tributary to Lake Washington): 
Closed waters. 


Tibbetts Creek (tributary to Lake Sammamish): 
Closed waters. 


Tokul Creek, from its mouth to the posted cable 
boundary marker located approximately seven hundred 
feet upstream of the mouth: December 1 through March 
31 season. Trout — catch limit — two, minimum length 
fourteen inches. This area is closed daily from 5:00 p.m. 
to 7:00 a.m. 


From the posted cable boundary marker located ap- 
proximately seven hundred feet upstream of the mouth 
to the railroad trestle: Closed to all fishing. 


Tolt River, from its mouth to the USGS trolley cable 
at the confluence of the North and South Forks: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. June 1 through 
November 30 bait prohibited. 


From the USGS trolley cable to the mouth of Yellow 
Creek on the North Fork, and to the dam on the South 
Fork: Closed waters. 


North Fork above Yellow Creek: Trout — catch-and- 
release only, selective fishery regulations. 


South Fork above the dam: Trout — catch limit — two, 
minimum length ten inches. Bait prohibited. 


Tye River: Trout - catch limit — two, minimum length 
fourteen inches. Bait prohibited. Additional November 1 
through last day of February season for whitefish only. 


Union, Lake: Year 
(chumming) permitted. 


around season. Feeding 


Voight's Creek: Closed waters from mouth to High- 
way 162 Bridge. 


Wallace River, from its mouth to the first Burlington— 
Northern Railroad bridge downstream of the Highway 2 
Bridge: June 1 through September | season. Trout — 
catch limit — two, minimum length fourteen inches. 
Note: Closed waters from the first Burlington-Northern 
Railroad bridge (below Highway 2) to a point two hun- 
dred feet upstream of the water intake of the salmon 
hatchery. 


From the mouth to mouth of Olney Creek: Additional 
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November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
Fishing from any fłoating device prohibited. 


Wapato Lake: Year around season. Juveniles only 
(under fifteen years old). 


Washington, Lake, including that portion of the 
Sammamish River from the 68th Avenue N.E. Bridge 
downstream: Year around season. Trout — no more than 
two over twenty inches. Wild steelhead release 
December 1 through May 31. May I through June 30 
season: Trout — catch limit — eight, minimum length 
twelve inches. Closed to boat fishing one hundred yards 
either side of the floating bridges. Feeding (chumming) 
permitted year around. Kokanee/sockeye under twenty 
inches will be considered kokanee and under the juris- 
diction of the department of wildlife while those twenty 
inches and over will be considered sockeye salmon and 
under the jurisdiction of the department of fisheries. 
Bass — daily catch limit — five, not more than three over 
fifteen inches, no minimum size limit, and possession 
limit — ten, not more than six over fifteen inches. 


Whatcom Creek, mouth to stone bridge at Whatcom 
Falls Park: June 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. | 


From stone bridge at Whatcom Falls Park upstream 
to Lake Whatcom: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Trout — no minimum length. Juveniles only 
(under fifteen years old). 


Whatcom, Lake: Trout — no more than one over four- 
teen inches. Feeding (chumming) permitted. (АП tribu- 
taries are closed to fishing, and, in addition, that portion 
of Lake Whatcom between the Electric Avenue Bridge 
and the outlet dam.) 


Whistle Lake (Skagit County): Year around season. 


White (Stuck) River, from mouth to Highway 410 
Bridge at Buckley: Trout — catch limit — two, minimum 
length twelve inches. Note: Puget Power canal, including 
the screen bypass channel, is closed to fishing above the 
screen at Dingle Basin. 


From the Weyerhaeuser 6000 Road Bridge (Bridge 
Camp) to its source: Additional November 1 through 
January 31 season for whitefish and Dolly Varden (bull 
trout) only. 


Willow Lake (Whatcom County): July 1 through Oc- 
tober 31 season. Trout — catch and possession limit — 
one, minimum length eighteen inches. Selective fishery 
regulations. 


Winter's Lake: Year around season. 
Wiser Lake: Year around season. 


Region V. 

Description: That area of the state contained within 
the boundaries of Clark, Cowlitz, Klickitat, Lewis, 
Skamania, and Wahkiakum counties. 

All state-wide and Region V regulations (given be- 
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low) apply to all Region V waters unless specifically ex- 
empted or amended by special regulations (listed for 
separate waters and categories of waters). 

Region V regulations. Open seasons: 


Note: All waters are closed year around to the taking of Dolly 
Varden/bull trout and grass carp. 


Lakes, ponds, and reservoirs: April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, unless specified otherwise under special 
regulations. 

Rivers, streams, and beaver ponds: June | through 
October 31 (both, 1992 and 1993), unless specified 
otherwise under special regulations. 


*Note: See wild steelhead release requirement under "trout daily 
catch limit" below. 


(For Columbia River reservoirs, see page x.) 

Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 
Bass...... Five—not more than None Ten—not more 

three over fifteen than six over 

inches fifteen inches 
Dolly Varden/ 
Bull Trout...... It is unlawful to 

fish for or retain 

Dolly Varden or bull 

trout 
Grass Carp...... It is unlawful to 

fish for or retain 

grass carp 
Trout*...... Eight, of which None in One catch limit 
(Including not more than lakes, and (in addition) 
kokanee and two may be over ponds, and two steelhead over 
steelhead) twelve inches reservoirs. twenty inches 

if taken from Eight inches 

rivers, streams, ` in rivers, 

and beaver ponds. streams, and 

*Wild steelhead beaver ponds 

release June 1 

through November 

30 
Walleye...... Five Eighteen Ten—not more 

inches than two over 
twenty-four 
inches .... 

Whitefish...... Fifteen None One catch limit 
All other 
game fish...... No limit None No limit 
Bulifrogs...... Ten None One catch limit 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 

: should be kept if legal to do so. 


Special regulations. Region V. Basic state-wide and 
regional regulations apply to all waters except where 
modified in special regulations below. 


WSR 92-01-084 


Abernathy Creek, from Abernathy Falls to posted 
markers five hundred feet downstream from salmon 
hatchery: Closed waters. 


From mouth to a point five hundred feet downstream 
from salmon hatchery: June 1 through March 31 season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild steelhead release and wild cutthroat release. 


Alder Creek: Closed waters. 
Alder Lake (Reservoir): Year around season. 


Battle Ground Lake: Internal combustion engines 
prohibited. š 


Beaver Creek (tributary to Elochoman River): Closed 
waters. 


Berry Creek (tributary to Nisqually River): Trout — 
catch limit — two, minimum length eight inches. Bait 
prohibited. 


Big White Salmon River, from mouth to within four 
hundred feet of Northwestern Dam: Year around season. 
Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release May 16 through October 
31. 


From gas pipeline crossing above Northwestern Lake 
to Gilmer Creek: Trout — catch limit — two, minimum 
length twelve inches. Bait prohibited. 


Blue Creek, from mouth to Spencer Road: Closed 
waters. 


Blue Lake (Cowlitz County): Catch-and-release only. 


Butter Creek: Trout — catch limit — two, minimum 
length ten inches. Bait prohibited. 


Carlisle Lake: April 26, 1992, through last day of 
February 1993 and April 25, 1993, through last day of 
February 1994 seasons. Internal combustion engines 
prohibited. Bass — minimum length fourteen inches. 


Carp Lake: Year around season. 


Castle Lake: Trout — catch limit — two, minimum 
length fourteen inches. Selective fishery regulations. 


Cedar Creek (tributary of N.F. Lewis) from mouth to 
junction of Chelatchie Creek: June 1 through March 31 
season. Trout — catch limit — two, minimum length 
twelve inches. 


Chamberlain Lake: Year around season. 
Chehalis River: See Region VI, page __. 


Chehalis River, South Fork from mouth to highway 
bridge at Boistfort: June 1 through March 31 season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Cispus River, North Fork: Trout — catch limit — eight, 
no more than one over twelve inches. 


Clear Creek (tributary to Muddy River, Skamania 
County): Trout — catch limit — two, minimum length 
twelve inches. Bait prohibited. š 


Clearwater Creek (tributary to Muddy River, 
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Skamania County): Trout — catch limit — two, minimum 
length twelve inches. Bait prohibited. 


Coal Creek (Cowlitz County), from mouth to four 
hundred feet below falls: June 1 through last day of 
February season. Trout — catch limit — two, minimum 
length fourteen inches. 


Coldwater Lake: Closed waters. 


Columbia River and impoundments and all connecting 
sloughs — see regulations page __. 


Connelly Creek and tributaries, from four hundred 
feet below the city of Morton Dam to its source: Closed 
waters. 


Cougar Creek (tributary to Yale Reservoir): June I 
through August 31 season. 


Coweeman River, from mouth to Mulholland Creek: 
June 1 through March 31 season. Trout — catch limit — 
two, minimum length twelve inches. Wild steelhead re- 
lease and wild cutthroat release. 


Cowlitz River, from mouth to Mayfield Dam: Year 
around season. Trout — catch limit — eight, minimum 
length twelve inches, no more than two over twenty 
inches. Wild cutthroat release. Lawful to fish up to four 
hundred feet or the posted deadline at barrier dam. 
From Mill Creek to the barrier dam, it is unlawful to 
(1) fish from any floating device; (2) fish during night 
closure, April I through September 30; and (3) fish with 
nonbuoyant artificial lures having more than one single- 
pointed hook. 


From Mayfield Dam to mouth of Muddy Fork: Year 
around season. 


Cowlitz River, Clear Fork and Muddy Fork: Trout — 
catch limit — eight, no more than one over twelve inches. 


Davis Lake: April 26, 1992, through last day of Feb- 
ruary 1993 and April 25, 1993, through last day of Feb- 
ruary 1994 seasons. 


Deep River: Year around season. Trout — catch limit 
- two, minimum length fourteen inches. 


Drano Lake: See Columbia River regulations, page 


Elochoman River, from mouth to West Fork: June 1 
through March 31 season. Trout — catch limit — eight, 
minimum length twelve inches, no more than two over 
twenty inches. Wild steelhead release and wild cutthroat 
release. 


From Beaver Creek Road Bridge to two hundred feet 
below weir at Beaver Creek hatchery: Closed waters. 


From West Fork to source: Closed waters. 


Fort Borst Park Lake: April 26, 1992, through last 
day of February 1993 and April 25, 1993, through last 
day of February 1994 seasons. Trout — catch limit — five. 
Juveniles only (under fifteen years old). 


Franz Lake: Year around season. 


Germany Creek, from mouth to end of Germany 
Creek Road (approximately five miles): June 1 through 
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March 31 season. Trout — catch limit — two, minimum 
length twelve inches. Wild steelhead release and wild 
cutthroat release. 


Gobar Creek (tributary to Kalama River): June 1 
through March 31 season. Trout — catch limit — two, 
minimum length twelve inches. Wild steelhead release 
and wild cutthroat release. 


Grant Lake: Year around season. 


Grays River, from mouth to mouth of South Fork: 
June | through March 31 season. Trout — catch limit — 
two, minimum length fourteen inches. Wild steelhead 
release. 


Grays River, East Fork: Trout — catch limit — two, 
minimum length fourteen inches. Bait prohibited. 


Green River, from mouth to 2800 Bridge: June 15 
through November 30 season. Open only to steelhead 
fishing, catch limit — two, minimum length twenty 
inches. 


Note: All tributaries closed. 


From 2800 Bridge to source, including all tributaries: 
Closed waters. 


Grizzly Lake: Closed waters. 


Hamilton Creek: June 1 through March 31 season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild steelhead release and wild cutthroat release. 


Hemlock Lake (Trout Creek Reservoir): June 1 
through October 31 season. 


Hewitt Lake: Year around season. 


Horseshoe Lake: April 26, 1992, through last day of 
February 1993 and April 25, 1993, through last day of 
February 1994 seasons. 


Jewitt Creek: Trout — no minimum length. Juveniles 
only (under fifteen years old). 


Johnson Creek (tributary to Cowlitz River): Trout — 
catch limit — two, minimum length ten inches. Bait 
prohibited. 


Kalama River, for all sections from mouth to Kalama 
Falls that are open to fishing the following regulations 
apply: (1) Trout — catch limit — two, minimum length 
twelve inches; and (2) wild cutthroat release; and (3) 
wild steelhead release. 


From mouth upstream to one thousand feet below 
fishway at upper salmon hatchery: (1) Year around sea- 
son; (2) night closure, April 1 through October 31; (3) 
fly fishing only, from September 1 through October 31 
from the pipeline crossing to the posted deadline at the 
intake to the lower salmon hatchery; (4) from two hun- 
dred feet above to one thousand five hundred feet below 
the temporary rack is closed during the period the fish 
rack is installed; and (5) motors prohibited upstream of 
Modrow Bridge. 


One thousand feet below fishway to one thousand feet 
above the fishway at upper salmon hatchery: Closed 
waters. 
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From one thousand feet above the fishway at the up- 
per salmon hatchery to Summers Creek: Year around 
season. 


From Summers Creek upstream to the 6420 Road at 
about one mile above the gate at the end of the county 
road: June | through March 31 season. Fly fishing only. 


From 6420 Road (about one mile above the gate at 
the end of the county road) to Kalama Falls: Closed 
waters. 


Klickitat River, from mouth to Fisher Hill Bridge: 
June 1 through November 30 season. Trout — catch limit 
— two, minimum length twelve inches. 


From Fisher Hill Bridge to four hundred feet above 
45 fishway: Closed waters. 


From four hundred feet above #5 fishway to the 
Yakima Indian Reservation boundary: June 1 through 
November 30 season. Trout — catch limit — two, mini- 
mum length twelve inches. Additional December 1 
through March 31 season for whitefish only. 


From the Yakima Indian Reservation boundary up- 
stream to source, including all tributaries: Closed waters. 


Kress Lake: April 26, 1992, through last day of Feb- 
ruary 1993 and April 25, 1993, through last day of Feb- 
ruary 1994 seasons. Bass — only bass less than twelve 
inches or over seventeen inches may be kept. Internal 
combustion engines prohibited. 


Lacamas Creek (Clark County): Lawful to fish up- 
stream to the base of Lacamas Lake Dam. 


Lacamas Creek, tributary of Cowlitz River (Lewis 
County): June 1 through last day of February season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Lacamas Lake: April 26, 1992, through March 31, 
1993, and April 25, 1993, through March 31, 1994, 
seasons. 


Lewis River, from mouth to forks: Year around sea- 
son. Trout — catch limit — two, minimum length twelve 
inches. Wild steelhead release and wild cutthroat 
release. 


Lewis River, North Fork, from mouth to overhead 
powerlines below Merwin Dam: Year around season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild steelhead release and wild cutthroat release. 
Closed waters: Shoreward of the cable buoy and corkline 
at the mouth of the Lewis River Salmon Hatchery fish 
ladder. 


From lower Cedar Creek concrete boat ramp to 
Colvin Creek: Night closure April 1 through October 31. 


From mouth of Colvin Creek to overhead powerlines 
at Merwin Dam: Trout — catch limit — two, minimum 
through 


December 15 to fishing. 


From overhead powerlines to Merwin Dam: Closed 
waters. 


From Yale Dam downstream one thousand three 
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hundred feet to the cable crossing: Closed waters. 


Lewis River Power Canal and old Lewis River 
streambed between Swift No. 1 powerhouse and Swift 
No. 2 powerhouse: April 26, 1992, through October 31, 
1992, and April 25, 1993, through October 31, 1993, 
seasons. Fishing from any floating device prohibited. 


From Eagle Cliff Bridge to lower falls: Trout — catch 
limit — two, minimum length twelve inches. Bait 
prohibited. 


Lewis River, East Fork (south), the following are 
closed waters: (1) From the posted markers below to one 
hundred feet above Lucia Falls; (2) from four hundred 
feet below to four hundred feet above Molton Falls; and 
(3) from four hundred feet below Horseshoe Falls to one 
hundred feet above Sunset Falls. 


From mouth to four hundred feet below Horseshoe 
Falls: Year around season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release. 
Night closure April I through October 31. 


From one hundred feet above Sunset Falls to source: 
June 1 through December 31 season. Trout — catch limit 
— two, minimum length fourteen inches. Wild steelhead 
release. 


Little Klickitat River, within Goldendale city limits: 
April 26, 1992, through October 31, 1992, and April 25, 
1993, through October 31, 1993, seasons. Trout — no 
minimum length. Juveniles only (under fifteen years 
old). 


Little Nisqually River: Trout — catch limit — two, 
minimum length ten inches. Bait prohibited. 


Little White Salmon River, from fishway downstream 
to markers at federal fish hatchery a distance of one 
thousand five hundred feet: Closed waters. 


Locke Lake: Year around season. 


Long-Bell Pond (Cowlitz County): Year around 
season. 


Love Lake: Closed waters. 


Mayfield Lake (Reservoir): Year around season. Tiger 
musky — catch limit — one, minimum length thirty 
inches. 


Merrill Lake: Trout — catch limit — two, maximum 
length twelve inches. Fly fishing only, except motors 
allowed. 


Merwin (Lake) Reservoir: Year around season. Trout 
— minimum length six inches. 


Mill Creek (Cowlitz County), from mouth to forks 
(approximately one mile): June 1 through March 31 
season. Trout — catch limit — two, minimum length 
twelve inches. Wild steelhead release and wild cutthroat 
release. 


Mineral Creek (tributary to Nisqually River): Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Mineral Creek, North Fork: Trout — catch limit — 
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two, minimum length twelve inches. Bait prohibited. 


Mineral Lake: April 26, 1992, through September 10, 
1992, and April 25, 1993, through September 10, 1993, 
seasons. 


Muddy River (tributary to N.F. Lewis River): Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Newaukum River, main river, Middle Fork and South 
Fork: June 1 through March 31 season. Trout — catch 
limit — two, minimum length fourteen inches. Wild 
steelhead release. 


Newaukum River, North Fork, from mouth to four 
hundred feet below Chehalis city water intake: June | 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. Wild steelhead release. 


From Chehalis city water intake upstream: Closed 
waters. 


Ohanapecosh Creek (tributary to Cowlitz River): 
Trout — catch limit — two, minimum length twelve inch- 
es. Bait prohibited. 


Olequa Creek: June ! through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Packwood Lake: АП inlet streams and outlet from log 
boom to dam: Closed waters. Trout — catch limit — five, 
minimum length ten inches. Bait prohibited. 


Panther Creek (tributary to Wind River): Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Pine Creek (tributary to N.F. Lewis River): Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Plummer Lake: April 26, 1992, through last day of 
February, 1993, and April 25, 1993, through last day of 
February 1994 seasons. 


Railroad Island Pond: Year around season. 


Riffe (Lake) Reservoir: Year around season. Lawful 
to fish up to the base of Swofford Pond Dam. 


Rock Creek (Skamania County): June 1 through 
March 31 season. Trout — catch limit — two, minimum 
length twelve inches. Wild steelhead release and wild 
cutthroat release. 


Round Lake: April 26, 1992, through March 31, 
1993, and April 25, 1993, through March 31, 1994, 
seasons. 


Rowland Lakes: April 26, 1992, through last day of 
February 1993 and April 25, 1993, through last day of 
February 1994 seasons. 


Sacajawea Lake: Year around season. 


Salmon Creek (Clark County), from mouth to 72nd 
Avenue N.E.: June 1 through March 31 season. Trout — 
catch limit — two, minimum length twelve inches. Wild 
steelhead release and wild cutthroat release. 
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Silver Creek (tributary to Cowlitz River), mouth to 
USFS Road 4778: Trout — catch limit — two, minimum 
length twelve inches. Bait prohibited. 


Silver Lake: Year around season. Bass — minimum 
length fourteen inches. Use of water dogs or 
salamanders for fishing prohibited. 


Skamokawa Creek, mouth to forks just below Oatfield 
and Middle Valley Road: June 1 through March 31 sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. Wild steelhead release. 


Skate Creek (tributary to Cowlitz River): Trout — 
catch limit — eight, no more than one over twelve inches. 


Skookumchuck River: See Region VI. 


Skookumchuck Slough (Hayse Lake): Year around 
season. 


Sundale Pond: Year around season. 


Swofford Pond: Year around season. Bass — possession 
limit — two. Only bass less than twelve inches or over 
seventeen inches may be kept. Channel catfish — mini- 
mum length twenty inches. Internal combustion engines 
prohibited. 


Tilton River, from mouth to West Fork: June 1 
through March 31 season. Trout — catch limit — eight, 
no more than one over twelve inches. 


Tilton River, South Fork and East Fork: Trout — 
catch limit — two, minimum length ten inches. Bait 
prohibited. 


Tilton River, North Fork and West Fork: Trout — 
catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Toutle River, mouth to forks: June 15 through 
November 30 season. Open only to the taking of steel- 
head over twenty inches. 


Toutle River, North Fork, from mouth to the posted 
deadline below the fish collection facility: June 15 
through November 30 season. Wild steelhead release. 
Open only to the taking of steelhead over twenty inches. 


From the mouth of the Green River to the posted 
deadline below the fish collection facility: June 15 
through November 30 season. It is unlawful to (1) fish 
during night closure; and (2) fish with nonbuoyant arti- 
ficial lures having more than one. single-pointed hook. 


From the posted deadline below the fish collection fa- 
cility upstream to the headwaters, including all tributar- 
ies: Closed waters. (Note: Castle Lake, open water.) 


Toutle River, South Fork, mouth to 4100 Road 
Bridge (note: All tributaries closed): June 15 through 
January 31 season. Open only to the taking of steelhead 
over twenty inches. Wild steelhead release. Catch and 
possession limit — two, minimum length twenty inches. 
Additional February 1 through March 31 season, open 
on Fridays and Saturdays only. Steelhead — catch and 
possession limit — one, minimum length twenty inches. 
Open only to steelhead fishing. 


From 4100 Road Bridge to source, including all trib- 
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utaries: Closed waters. 


Trout Creek (tributary to Wind River): Trout — catch 
limit — two, minimum length fourteen inches. Bait 
prohibited. 


Trout Lake, tributary to Big White Salmon River: 
June 1 through October 31 season. 


Vancouver Lake and all other waters west of 
Burlington-Northern Railroad from Columbia River 
drawbridge near Vancouver downstream to Lewis River: 
Year around season. Trout — catch limit — two, mini- 
mum length twelve inches. 


Walupt Lake: АП inlet streams closed. Trout — catch 
limit — five, minimum length ten inches. Bait prohibited. 


Washougal River, from mouth to bridge at Salmon 
Falls: Year around season. Trout — catch limit — two, 
minimum length twelve inches. Wild steelhead release 
and wild cutthroat release. Night closure April 1 
through October 31. 


From bridge at Salmon Falls to its source: Closed 
waters. 


Washougal River, West (North Fork), from mouth to 
the water intake at the department of wildlife hatchery: 
Closed waters. 


From intake at department of wildlife hatchery to 
source: Year around season. Trout — catch limit — two, 
minimum length twelve inches. Wild steelhead release 
and wild cutthroat release. 


Willame Lake: Trout — catch limit — two, minimum 
length fifteen inches. Bait prohibited. 


Wind River, Burlington-Northern Railroad bridge to 
four hundred feet below Shipherd Falls (note: Waters 
south of the Burlington-Northern Railroad bridge are 
considered part of the Columbia River): June 1 through 
March 31 season. Trout — catch limit — two, minimum 
length fourteen inches. Wild steelhead release. 


From four hundred feet below to one hundred feet 
above Shipherd Falls fish ladder: Closed waters. 


Tyee Springs: Closed waters. 


From one hundred feet above Shipherd Falls fish lad- 
der to source, including all tributaries: June 1 through 
November 30 season. Trout — catch limit — two, mini- 
mum length fourteen inches. 


Winston Creek (tributary to Cowlitz River): Trout — 
catch limit — two, minimum length ten inches. Bait 
prohibited. 


Wishram Pond: Year around season. 


Yellowjacket Creek (tributary to Cispus River): Trout 
— catch limit — two, minimum length twelve inches. Bait 
prohibited. 


Yellowjacket Ponds: Trout — catch limit — eight, no 
more than one over twelve inches. 


Region VI. 
Description: That area of the state contained within 
the boundaries of Clallam, Grays Harbor, Jefferson, 
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Kitsap, Mason, Pacific, and Thurston counties and that 
portion of Pierce County on the Kitsap Peninsula and 
Fox Island. 

All state-wide and Region VI regulations (given be- 
low) apply to all Region VI waters unless specifically 
exempted or amended by special regulations (listed for 
separate waters and categories of waters). 

Region VI regulations. Open seasons: 

Lakes, ponds, and reservoirs: April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, unless specified otherwise under special 
regulations. 

Rivers, streams, and beaver ponds: June 1 through 
October 31 (both, 1992 and 1993), unless specified 
otherwise under special regulations. 


*Note: See wild steelhead release requirement under "trout daily 
catch limit" below. 


Catch, size, and possession limits: The catch limit for 
trout caught in either lakes or streams is an aggregate 
total and must not exceed eight. The following repre- 
sents general catch, size, and possession limits for game 
fish (before fishing, check individual waters listed under 
special regulations for exceptions): 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 


Five—not more than None Ten—not more 
three over fifteen than six over 
inches fifteen inches 


Dolly Varden/ 


Bull Trout...... Counts as part Twenty Counts as part 

of trout catch inches of trout 

limit possession limit 
Grass Carp...... It is unlawful 

to fish for or 

retain grass carp 
Trout*...... Eight, of which None in One catch limit 
(Including not more than lakes, and (in addition) 
kokanee and two may be over ponds, and two steelhead over 
locked Atlantic twelve inches reservoirs. twenty inches 
salmon and if taken from Eight inches 
steelhead) rivers, streams, in rivers, 

and beaver ponds. streams, and 

*Wild steelhead beaver ponds 

release June 1 

through November 

30 
Walleye...... Five Eighteen Ten—not more 

inches than two over 
twenty-four 
inches 

Whitefish...... Fifteen None One catch limit 
АП other 
game fish...... No limit None No limit 
Bullfrogs...... Ten None One catch limit 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
Should be kept if legal to do so. 


Special regulations. Region VI. Basic state-wide and 
regional regulations apply to all waters except where 
modified in special regulations below. For regulations 
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within Olympic National Park, call (206) 452-4501. 
Alder Reservoir: Year around season. 


Aldwell Lake: Trout — catch limit — two, minimum 
length twelve inches. Selective fishery regulations, except 
lawful to fish from any floating device equipped with a 
motor. 


Alexander Lake (Kitsap County): Closed waters. 


Anderson Lake (Jefferson County): Internal combus- 
tion engines prohibited. April 26, 1992, through August 
31, 1992, and April 25, 1993, through August 31, 1993, 
seasons. 


Additional season September 1 through October 31. 
Catch-and-release only, single barbless hooks. Bait 
prohibited. 


Bay Lake: April 26, 1992, through July 5, 1992, and 
April 25, 1993, through July 5, 1993, and September 1 
through September 30 seasons. 


Bear River: June 1 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Beaver Creek (Thurston County): See Black River. 


Beaver Ponds, àll ponds in Kitsap County, and those 
ponds in Mason County on Tahuya Peninsula west of 
Belfair-Bremerton Highway (S.R. 3): April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Trout — no minimum length. 


Big Beef Creek: June 1 through October 31 season. 
Closed to the taking of cutthroat trout. 


Big River: June 1 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Black Lake (Thurston County): Year around season: 


Black River, from mouth to Black Lake and all tribu- 
taries west of Interstate Highway 5 including Waddell 
Creek, Mima Creek, Beaver Creek, Salmon Creek, 
Dempsey Creek, and Blooms Ditch: Trout — catch limit 
— two, minimum length twelve inches. Bait prohibited. 
Wild cutthroat release. 


Blooms Ditch: See Black River. 


Bogachiel River, from mouth to National Park 
boundary: June 1 through April 30 season. Trout — catch 
limit — two, minimum length fourteen inches. 


Burley Creek: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. | 


Cady Lake: Trout — catch limit — two. Fly fishing 
only. Internal combustion engines prohibited. 


Calawah River, from mouth to forks: June 1 through 
April 30 season. Trout — catch limit — two, minimum 
length fourteen inches. 


South Fork from mouth to National Park boundary: 
June 1 through last day of February season. Trout — 
catch limit — two, minimum length fourteen inches. 
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Campbell Creek (Mason County): Closed waters. 
Canyon Creek (Mason County): Closed waters. 


Capitol Lake, from its outlet to a point four hundred 
feet below the lowest Tumwater Falls (Deschutes River) 
fish ladder: June 1 through March 31 season. Trout — 
(including steelhead) catch limit — two over fourteen 
inches. Possession limit of steelhead is four fish. Closed 
waters: Percival Cove, west of a set of markers on the 
western shoreline of the south basin of Capitol Lake. 
WAC 236-16-020 Motorboats—Prohibitions. The oper- 
ation of all motorboats is prohibited in the area of Capi- 
tol Lake north of the railroad trestle crossing said lake 
unless prior written authorization is first obtained from 
the director of general administration. 


Carney Lake: April 26, 1992, through June 30, 1992, 
and April 25, 1993, through June 30, 1993, and Sep- 
tember 1 through October 31 seasons. Internal combus- 
tion engines prohibited. 


Cases Pond: Juveniles only (under fifteen years old). 


Cattail Lake (on the Bangor Military Base): Year 
around season. 


Cedar Creek (Jefferson County): June 1 through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Chambers Lake: Year around season. 


Chehalis River, from Union Pacific Railroad Bridge in 
Aberdeen to high bridge on Weyerhaeuser logging road 
#17 (approximately seven miles south of Pe Ell): June 1 
through April 15 season. Trout — catch limit — two, 
minimum length twelve inches. Wild cutthroat release. 


Chehalis River Potholes (adjacent to the Chehalis Ri- 
ver south of Highway 12 in Grays Harbor County, this 
does not include sloughs or beaver ponds): Basic lake 
regulations apply. 


Chimacum Creek, from mouth to Ness's Corner 
Road: June 1 through August 31 season. Trout — catch 
limit — two, minimum length fourteen inches. 


From Ness's Corner Road to headwaters: Trout — 
catch limit — two, minimum length fourteen inches. 


Chinook River: June 1 through August 31 and 
November 1 through last day of February seasons. Trout 
— catch limit — two, minimum length fourteen inches. 


Clallam River: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Clearwater River, from mouth to Snahapish River: 
June 1 through April 15 season. Trout — catch limit — 
two, minimum length fourteen inches. 


From Snahapish River upstream: Trout — catch limit 
— two, minimum length fourteen inches. 


Cloquallam Creek, from mouth to second bridge on 
Cloquallum Road: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
twelve inches. Wild cutthroat release. 
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From mouth to Highway 8 Bridge: Additional March 
! through March 31 season. Trout — catch limit — two, 
minimum length twelve inches. Wild cutthroat release. 


Columbia River and impoundments and all connecting 
sloughs—See regulations page __. 


Copalis River: June I through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Coulter Creek: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Cranberry Creek, mouth to Lake Limerick: Closed 
waters. 


Crocker Lake: Year around season. 


Curley Creek: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Cushman Reservoir: Closed to the taking of Dolly 
Varden (bull trout). 


Deep Creek: June I through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Deer Creek (Mason County): Closed waters. 
Dempsey Creek: See Black River. 


Deschutes River, from old U.S. Highway 99 Bridge 
near Tumwater to Vail Road Bridge one mile southwest 
of Lawrence Lake: June 1 through March 31 season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


From Old Highway 99 Bridge to four hundred feet 
below lowest Tumwater Fails fish ladder: Closed waters. 


Dewatto River: Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release. 


From mouth to bridge on Bear Creek-Dewatto Road: 
Additional November | through January 31 season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild cutthroat release. 


From mouth to bridge on Dewatto Bay Road: Addi- 
tional February | through last day of February season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild cutthroat release and wild steelhead release. 


Dickey River (includes all forks): June 1 through 
April 30 season. Trout — catch limit — two, minimum 
length fourteen inches. 


Dosewallips River, from mouth to Olympic National 
Park boundary about three-quarters mile downstream of 
falls: June 1 through last day of February season. Trout 
— catch limit — two, minimum length twelve inches. Wild 
cutthroat release. 


From mouth to U.S. Forest Service Six Mile Bridge: 
Additional March I through March 31 season. Trout — 
catch limit — two, minimum length twelve inches. Wild 
cutthroat release. 
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Duck Lake: Year around season. 


Duckabush River, from mouth to the Forest Service 
Bridge just beyond the Six-Mile Marker: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length twelve inches. Wild cutthroat 
release. 


From mouth to falls at the Ranger Hole (access at 
Interorrem Guard Station): Additional March 1 through 
March 31 season. Trout - catch limit — two, minimum 
length twelve inches. Wild cutthroat release. 


Dungeness River, from mouth to junction of Gray 
Wolf and Dungeness River: June 1 through last day of 
February season. Trout — catch limit — two, minimum 
length fourteen inches. Wild cutthroat release. 


From junction of Gray Wolf River upstream to head- 
waters: Trout — catch limit — two, minimum length 
fourteen inches. 


East Twin River: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Elbow Lake: Year around season. 


Elk River, from the Highway 105 Bridge upstream: 
June 1 through last day of February season. Trout — 
catch limit — two, minimum length twelve inches. Wild 
cutthroat release. 


Elwha River, from mouth to two hundred feet below 
the south spillway on the Aldwell Lake Dam: June 1 
through April 15 season. Trout — catch limit — two, 
minimum length fourteen inches. Fishing from any 
floating device prohibited. Closed waters: From south 
spillway on Aldwell Lake Dam downstream two hundred 
feet and from approximately fifty yards upstream to fifty 
yards downstream of Elwha Tribal Hatchery outfall as 
posted. 


From Lake Aldwell upstream to four hundred feet 
below spillway at Lake Mills Dam, including all tribu- 
taries except Indian Creek (see below): Trout — catch 
limit — two, minimum length twelve inches; selective 
fishery regulations. 


Fort Columbia Pond: Year around season. 


Goldsborough Creek: June 1 through March 31 sea- 
son. Trout — catch limit — two, minimum length twelve 
inches. Wild cutthroat release. 


Goodman Creek (Jefferson County) outside Olympic 
National Park: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Gorst Creek (Kitsap County), from lower bridge on 
the old Belfair Highway upstream to source (including 
tributaries): Closed waters. 


From mouth upstream to lower bridge: Trout — catch 
limit — two, minimum length fourteen inches. 


Gosnell Creek and all its tributaries (tributary to 
Lake Isabella, Mason County): Trout — catch limit — 
two, minimum length fourteen inches. 
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Grays River: See Region V. 


Gray Wolf River: Trout — catch limit — two, minimum 
length fourteen inches. Bait prohibited. 


Hamma Hamma River, from mouth to four hundred 
feet below falls: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


From falls to mouth of Boulder Creek: Trout — no 
minimum length. 


Hammersley Inlet Freshwater Tributaries (except 
Mill Creek): Closed waters. 


Heins Lake (Kitsap County): Closed waters. 
Hewitt Lake: Year around season. 


Hoh River, from mouth to National Park boundary 
and in South Fork outside National Park boundary: 
June 1 through April 15 season. Trout — catch limit — 
two, minimum length fourteen inches. 


Hoko River: Trout — catch limit — two, minimum 
length fourteen inches. 


From mouth to cement bridge on Lake Ozette High- 
way (upper Hoko Bridge): Additional November 1 
through March 15 season. Trout — catch limit — two, 
minimum length fourteen inches. 


From upper Hoko Bridge to Ellis Creek Bridge (river 
mile 18.5): Additional November 1 through March 31 
season. Catch-and-release only, and fly fishing only. 


Holiday Lake: Year around season. 


Hoquiam River (includes all forks): June 1 through 
March 31 season. Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release. 


Humptulips River (mainstem), from mouth to forks: 
June 1 through April 30 season. Trout — catch limit — 
two, minimum length fourteen inches. 


East Fork, from mouth to concrete bridge on Forest 
Service Road between Humptulips Guard Station and 
Grisdale: June I through April 30 season. Trout — catch 
limit — two, minimum length fourteen inches. 


West Fork, from mouth to bridge on Forest Service 
Road #2302 (about one-half mile above the mouth of 
Chester Creek): June 1 through April 30 season. Trout — 
catch limit — two, minimum length fourteen inches. 


Indian Creek (tributary to Elwha River), from mouth 
upstream to first Highway 101 crossing: Trout — catch 
limit — two, minimum length twelve inches. Selective 
fishery regulations. 


Isabella Lake: Year around season. 

Island Lake (Mason County): Year around season. 
Jackson Lake: Year around season. 

John's Creek (Mason County): Closed waters. 


Johns River (includes North, South forks): June 1 
through last day of February season. Trout — catch limit 
— two, minimum length twelve inches. Wild cutthroat 
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release. 


Kalaloch Creek, outside Olympic National Park: June 
| through last day of February season. Trout — catch 
limit — two, minimum length fourteen inches. 


Kennedy Creek, from mouth to four hundred feet be- 
low falls: June 1 through March 31 season. Trout — 
catch limit — two, minimum length fourteen inches. 


Kitsap Lake: Year around season. 


Koeneman Lake (formerly Fern Lake) (Kitsap Coun- 
ty): Trout — catch limit — two, maximum length twelve 
inches. Selective fishery regulations. 


Lincoln Pond (Clallam County): Juveniles only (under 
fifteen years old). 


Little Quilcene River, from mouth to the Little 
Quilcene River Bridge on Penny Creek Road: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. 


Long Beach Peninsula, all lakes, ponds, and sloughs 
(Pacific County): Year around season. Does not include 
Loomis Lake. 


Long Lake (Kitsap County): Year around season. 


Lower Lena Lake, inlet stream from mouth upstream 
to footbridge (about one hundred feet): Closed waters. 


Lyre River, from mouth to falls near river mile 3: 
June | through last day of February season. Trout — 
catch limit — two, minimum length fourteen inches. 


Remainder of river: Trout — catch limit — two, mini- 
mum length twelve inches. 


Mason Lake: Year around season. 
Marine Areas: See page __. 


McAllister Creek: Trout — catch limit — two, mini- 
mum length fourteen inches. 


McDonald Creek (Clallam County): Trout — catch 
limit — two, minimum length fourteen inches. 


From mouth to Highway 101 Bridge: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 


McIntosh Lake: Trout — catch limit — four, no more 
than two over fourteen inches. 


McLane Creek, from the south bridge on Highway 
101 upstream: Trout — catch limit — two, minimum 
length fourteen inches. 


Melaney Creek: Closed waters. 


Middle Nemah Pond (Pacific County): June 1 
through October 31 season. 


Mill Creek (Clallam County): April 26, 1992, through 
October 31, 1992, and April 25, 1993, through October 
31, 1993, seasons. Juveniles only (under fifteen years 
old). Trout — no minimum length. 


Mill Creek (Mason County): June 1 through last day 
of February season. Trout — catch limit — two, minimum 
length fourteen inches. 
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Mills Lake: Check Olympic National Park regula- 
tions, call (206) 452-4501. 


Mima Creek: See Black River. 


Minter Creek: Trout — catch limit — two, minimum 
length fourteen inches. Area from department of fisher- 
ies intake dam downstream to mouth: Closed waters. 


Moclips River, from mouth to outside the Quinault 
Indian Reservation: June I through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Mooses Pond (Pacific County): June | through Octo- 
ber 31 season. 


Morse Creek, from mouth to Port Angeles Dam: June 
| through last day of February season. Trout — catch 
limit — two, minimum length fourteen inches. 


Mosquito Creek (Jefferson County) outside Olympic 
National Park: June 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Naselle River, from Highway 101 Bridge upstream 
(includes all forks): Trout — catch limit — two, minimum 
length fourteen inches. 

Note: Waters within four hundred feet both upstream and down- 


stream of the entrance to the Naselle Salmon Hatchery are 
closed during the period September 1 through January 31. 


That area from falls in Sec. 6, TION, R8W, 
(Wahkiakum County) downstream four hundred feet: 
Closed waters. 


From Highway 101 Bridge to mouth of North Fork: 
Additional November 1 through March 31 season. Trout 
— catch limit — two, minimum length fourteen inches. 


South Fork, from mouth to Bean Creek: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 


Nemah River (North, Middle, South): June 1 through 
last day of February season. Trout — catch limit — two, 
minimum length fourteen inches. 


Nisqually River, from mouth to four hundred feet be- 
low LaGrande Powerhouse: June 1 through last day of 
February season. Trout — catch limit — two, minimum 
length fourteen inches. 


From mouth to highway bridge at McKenna: Addi- 
tional March 1 through April 30 season. Trout — catch 
limit — two, minimum length fourteen inches. 


From the McKenna Highway Bridge to four hundred 
feet below the LaGrande Powerhouse: Additional March 
| through April 15 season. Catch-and-release only. Se- 
lective fishery regulations. 


North River, from Highway 105 Bridge upstream: 
Trout — catch limit — two, minimum length fourteen 
inches. 


From Highway 105 Bridge to Falls River: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
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Oakland Bay freshwater tributaries (except 
Goldsborough Creek) (including Shelton Creek, Canyon 
Creek, Uncle John Creek, Campbell Creek, Melaney 
Creek, Deer Creek, John's Creek, and Cranberry Creek 
to Lake Limerick): Closed waters. 


Owens Pond (Pacific County): June 1 through Octo- 
ber 31 season. 


Ozette Lake: 
regulations. 


Check Olympic National Park 


Ozette River, outside Olympic National Park: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. 


Palix River (includes all forks): June 1 through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Peabody Creek (Clallam County): April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Juveniles only (under fifteen 
years old). Trout — minimum length eight inches. 


Percival Creek: Trout — catch limit — two, minimum 
length fourteen inches. 


Pleasant Lake: Year around season. Kokanee — mini- 
mum length eight inches, maximum length twenty 
inches. 


Prices Lake: Selective fishery regulations, catch—and— 
release only. 


Puget Sound: See marine area regulations, page __. 


Purdy Creek (Mason County): June 1 through August 
15 season. Trout — catch limit — two, minimum length 
fourteen inches. 


Pysht River: June 1 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Queets River: Check Olympic National Park regula- 
tions, (206) 452-4501. 


Quilcene River, from mouth to Highway 101 Bridge: 
June | through March 31 season. Trout — catch limit — 
two, minimum length fourteen inches. 


From Highway 101 Bridge upstream to the electric 
weir at the Quilcene National Fish Hatchery: Closed 
waters. 


From electric weir at the Quilcene National Fish 
Hatchery to the water diversion at the mouth of Tunne: 
Creek: June | through March 31 season. Trout — no 
minimum length. 


Quillayute River: June 1 through April 30 season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Quinault Lake and Lower Quinault River: When fish- 
ing within the boundaries of the Quinault Indian Reser- 
vation, contact the Quinault Indian Tribe to find out 
what tribal permits and regulations apply (206) 276- 
8211. 


Quinault River, Upper, from mouth at upper end of 
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Quinault Lake to the National Park boundary: June 1 
through March 31 season. Trout — catch limit — two, 
minimum length fourteen inches. 


Raft River: June 1 through last day of February sea- 
son. Trout — catch limit — two, minimum length fourteen 
inches. 


Salmon Creek (Jefferson County, includes all forks): 
Closed waters. 


Salmon Creek (Pacific County): June 1 through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Salmon Creek (Thurston County): See Black River. 


Salmon River (Jefferson County): June 1 through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Salt Creek: Trout — catch limit — two, minimum 
length fourteen inches. 


From mouth to bridge on Highway 112: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 


Satsop River (includes all forks): Trout — catch limit 
— two, minimum length twelve inches. Wild cutthroat 
release. Bait prohibited .on East Fork upstream from 
mouth of Bingham Creek. 


From mouth to bridge at Schafer Park: Additional 
November 1 through March 31 season. Trout — catch 
limit — two, minimum length twelve inches. Wild cut- 
throat release. 


Turnow Branch, from mouth to posted deadline at 
bridge on Matlock Grisdale Road: Additional November 
1 through January 31 season. Trout — catch limit — two, 
minimum length twelve inches. Wild cutthroat release. 


West Fork, from mouth to bridge on Matlock 
Grisdale Road: Additional November 1 through January 
31 season. Trout — catch limit — two, minimum length 
twelve inches. Wild cutthroat release. 


Scott Lake: Year around season. 


Sekiu River: Trout — catch limit — two, minimum 
length fourteen inches. 


From mouth to forks: Additional November 1 through 
last day of February season. Trout — catch limit — two, 
minimum length fourteen inches. 


Shelton Creek: Closed waters. 


Sherwood Creek: June | through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Sherwood Creek Mill Pond (Mason County): June 1 
through October 31 season. 


Siebert Creek: Trout — catch limit — two, minimum 
length fourteen inches. 


From mouth to Highway 101 Bridge: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length fourteen inches. 
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Skokomish River, mouth to forks: June 1 through 
March 31 season. Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release. February 1 
through March 31 wild steelhead release. 


Skokomish River, South Fork, mouth to mouth of 
Church Creek: Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release. 


Mouth of Church Creek to headwaters: Trout — catch 
limit — two, minimum length twelve inches. Bait prohib- 
ited. Wild cutthroat release. 


Mouth to cement bridge at Browns Creek: Additional 
November 1 through last day of February season. Trout 
— catch limit — two, minimum length twelve inches. Wild 
cutthroat release. February | through last day of Febru- 
ary wild steelhead release. 


Mouth to Vance Creek: Additional March 1 through 
March 31 season. Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release and wild 
steelhead release. 


Skokomish River, North Fork, mouth to Lake Cush- 
man: Trout — catch limit — two, minimum length twelve 
inches. Wild cutthroat release. 


North Fork above Lake Cushman mouth to Olympic 
National Park boundary: June ! through August 31 
season. Trout — catch limit — two, minimum length 
twelve inches. Bait prohibited. Closed to the taking of 
Dolly Varden (bull trout). 


Mouth to lower dam: Additional November 1 through 
last day of February season. Trout — catch limit — two, 
minimum length twelve inches. Wild cutthroat release. 
February 1 through last day of February wild steelhead 
release. 


Skookum Creek (Mason County): June | through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Skookumchuck Reservoir: June 1 through October 31 
season. Trout — catch limit — two, minimum length 
twelve inches. 


Skookumchuck River, from Skookumchuck Reservoir 
upstream and all tributaries: Trout — catch limit — two, 
minimum length twelve inches. Bait prohibited. 


From mouth to four hundred feet below the outlet of 
the PP&L/WDW steelhead rearing pond located at the 
base of the Skookumchuck Dam: June 1 through April 
30 season. Trout — catch limit — two, minimum length 
twelve inches. Wild cutthroat release. 


Smith Creek (Pacific County near North River): June 
I through last day of February season. Trout — catch 
limit — two, minimum length fourteen inches. 


Snow Creek (includes all tributaries except Crocker 
Lake): Closed waters. 


Soleduck River, from mouth to National Park bound- 
ary: Trout — catch limit — two, minimum length fourteen 
inches. 


From mouth to Highway 101 Bridge downstream 
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from Snider Creek: Additional November 1 through 
April 30 season. Trout — catch limit — two, minimum 
length fourteen inches. 


South Bend Mill Pond (Pacific County): Juveniles 
only (under fifteen years old). 


Square Lake: Year around season. 
St. Clair Lake: Year around season. 


Stevens Creek, mouth to Highway 101 Bridge: June 1 
through last day of February season. Trout — catch limit 
— two, minimum length fourteen inches. 


Suez River (Sooes River): June | through last day of 
February season. Trout — catch limit — two, minimum 
length fourteen inches. 


Sutherland Lake: Year around season. Trout — catch 
limit — eight. Feeding (chumming) permitted. 


Tahuya River: Trout — catch limit — two, minimum 
length twelve inches. Wild cutthroat release. 


From mouth to the Bear Creek-Dewatto Road cross- 
ing: Additional November | through January 31 season. 
Trout — catch limit — two, minimum length twelve inch- 
es. Wild cutthroat release. 


From mouth to bridge on the Haven Lake Road: Ad- 
ditional February | through last day of February season. 
Trout — catch limit — two, minimum length twelve inch- . 
es. Wild cutthroat release and wild steelhead release. 


Uncle John Creek: Closed waters. 


Union River (main river and tributaries upstream 
from watershed boundary to source): Closed waters. 


From mouth to watershed boundary: Trout — catch 
limit — two, minimum length fourteen inches. 


From mouth to lower bridge on the Old Belfair High- 
way: Additional November 1 through March 31 season. 
Trout — catch limit — two, minimum length fourteen 
inches. 


Valley Creek (Clallam County): April 26, 1992, 
through October 31, 1992, and April 25, 1993, through 
October 31, 1993, seasons. Juveniles only (under fifteen 
years old). Trout — minimum length eight inches. 


Vance Creek (Mason County): Trout — catch limit — 
two, minimum length fourteen inches. Bait prohibited. 


Additional November 1 through last day of February 
season. Trout — catch limit — two, minimum length 
fourteen inches. 


Waddell Creek: See Black River. 


West Twin River: June 1 through last day of Febru- 
ary season. Trout — catch limit — two, minimum length 
fourteen inches. 


Willapa River (includes all forks) upstream from de- 
partment of wildlife boat launch in South Bend: Trout — 
catch limit — two, minimum length fourteen inches. 


From department of wildlife boat launch in South 
Bend to Forks Creek: Additional November 1 through 
March 31 season. Trout — catch limit — two, minimum 
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length fourteen inches. Fishing from any floating device 
prohibited from the bridge on Willapa Road (Camp One 
Bridge) to Forks Creek. 


South Fork: Additional November 1 through last day 
of February season. Trout — catch limit — two, minimum 
length fourteen inches. 


Falls on South Fork downstream four hundred feet: 
Closed waters. 


Williams Creek (Pacific County): June 1 through last 
day of February season. Trout — catch limit — two, min- 
imum length fourteen inches. 


Wishkah River (includes all forks): Trout — catch 
limit — two, minimum length twelve inches. 


Mainstem from dam at Wishkah Rearing Ponds (for- 
merly Mayr Bros.) downstream to four hundred feet be- 
low the outlet: Closed waters. 


From the mouth to Cedar Creek: Additional 
November 1 through March 31 season. Trout — catch 
limit — two, minimum length twelve inches. Wild cut- 
throat release. East and West forks: Closed waters. 


Woodland Creek: Trout — catch limit — two, minimum 
length fourteen inches. 


Wynoochee River, areas four hundred feet down- 
stream from the bases of Wynoochee Dam and the bar- 
rier dam near Grisdale: Closed waters. 


Remainder of river: Trout — catch limit — two, mini- 
mum length fourteen inches. 


From mouth to road access approximately one-quar- 
ter mile above mouth of Schafer Creek: Additional 
November 1 through March 31 season. Trout — catch 
limit — two, minimum length fourteen inches. 


Wynoochee Reservoir: June 1 through October 31 
season. Trout — catch limit — two, minimum length 
twelve inches. 


Marine waters regulations. 


These regulations apply to all marine waters con- 
tained within the boundaries of Washington state, within 
Puget Sound, Hood Canal, the Strait of Juan de Fuca, 
the San Juan Islands, the Strait of Georgia, and the Pa- 
cific Ocean, including estuaries (river mouths) from salt 
water upstream to a line between the outermost head- 
lands measured at the highest high tide (usually the de- 
bris line furthest inshore on surrounding beaches), unless 
otherwise described under area regulations (see individ- 
ual areas, below). 

Note: The above described waters lying within the boundaries of 
Clallam, Jefferson, Grays Harbor, Kitsap, Mason, Pacific, and 
Thurston counties and that portion of Pierce County on the 
Kitsap Peninsula and Fox Island are administered from the 
Region VI office in Aberdeen, telephone (206) 533-9335. The 
above described waters lying within the boundaries of Island, 
King, Pierce, San Juan, Skagit, Snohomish, and Whatcom 


counties are administered from the Region IV office in Mill 
Creek, telephone (206) 775-1311. 


Fishing hours: Twenty-four hours per day year 
around. 
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License requirements: A valid current Washington 
state department of wildlife fishing license is required to 
fish for game fish in marine waters. 

Note: The Washington state department of fisheries (WDF) requires 
persons taking Pacific salmon, food fish, shrimp, and razor 


clams to possess separate licenses for these species. See WDF 
regulations pamphlet or call (206) 753-6600. 


Permit requirements: A valid current steelhead fishing 
permit is required of persons fishing for steelhead in 
marine waters. All steelhead taken from the above de- 
scribed marine areas shall be entered on the steelhead 
permit using the words Marine Area and followed by the 
appropriate marine area code number, see page  . 


Underwater spearfishing: Game fish may be taken by 
means of legal angling gear only. Spearing, gaffing, 
clubbing, netting, or trapping game fish is unlawful. 


MARINE WATERS REGULATIONS 
CATCH AND POSSESSIONS LIMITS: 


DAILY MINIMUM 
GAME FISH CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 
Trout*...... Two, wild Fourteen inches One catch limit 
(Including cutthroat and (in addition) 
steelhead) release in two steelhead over 
Marine Areas 12— twenty inches 
(Hood Canal) and 
13- (South 
Puget Sound) 
Dolly 
Varden...... Counts as part Twenty inches Counts as part of 


of trout catch trout possession 
limit limit. 


*Note: When fishing with bait, all trout equal to or greater than the 
minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
leased while using bait until the daily catch limit is retained. 
Where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Marine area codes and boundaries. 


(1) Ilwaco—West of the Megler-Astoria Bridge— 
North to Leadbetter Point. 

(2) Westport-Ocean Shores—From Leadbetter Point 
north to the Queets River. 

(3) LaPush—From the Queets River north to Cape 
Alava. 

(4) Neah Bay—From Cape Alava north and inside 
Juan de Fuca Strait to the Sekiu River. 

(5) Sekiu and Pillar Point—From mouth of the Sekiu 
River east to Low Point, mouth of the Lyre River. 

(6) East Juan de Fuca Strait—From Low Point east 
to the Partridge Point-Point Wilson Line north to the 
line from Trial Island (near Victoria, B.C.)—Navigation 
Buoy BW "R'—Smith Island—The most northeasterly 
of the Lawson Reef lighted buoys (RB! QK FI Bell)— 
Northwest Island— The Initiative 77 marker on Fidalgo 
Island. 

(7) San Juan Islands—All marine waters north of the 
Trial Island Line described under Area 6 to the United 
States-Canadian boundary. 

(8) Deception Pass, Hope, and Camano Islands—A 
line projected from West Point on Whidbey Island to 
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Reservation Head on Fidalgo Island east through De- 
ception Pass, including all waters east of Whidbey Island 
to the Possession Point — Shipwreck Line. 

(9) Admiralty Inlet—All waters inside and south of 
the Partridge Point-Point Wilson Line and a line pro- 
jected from the southerly tip of Possession Point one 
hundred ten degrees true to a shipwreck on the opposite 
shore and northerly of the Hood Canal Bridge and the 
Apple Cove Point-Edwards Point Line. 

(10) Seattle-Bremerton area—From the Apple Cove 
Point-Edwards Point Line to the north tip of Vashon 
Island (east-west). 

(11) Tacoma-Vashon Island— From the north tip of 
Vashon Island to the Tacoma Narrows Bridge. 

(12) Hood Canal—All waters south of the Hood Ca- 
nal Bridge. 

(13) South Puget Sound—All waters south of the 
Tacoma Narrows Bridge. 


COLUMBIA RIVER REGULATIONS 


Catch, size, and possession limits: Unless specified 
otherwise by special regulations, for waters or categories 
of waters listed individually, the daily catch limits, mini- 
mum size limits, and possession limits, for game fish are 
as follows: 


DAILY MINIMUM 
GAME FISH ' CATCH SIZE POSSESSION 
SPECIES LIMITS LIMITS LIMITS 
Bass...... Five—not more than None Ten— not more 


three over fifteen than six over 
inches fifteen inches 


Dolly Varden/ 


Bull Trout...... It is unlawful to 
fish for or retain 
Dolly Varden or bull 
trout 
Grass Carp...... It is unlawful to 
fish for or retain 
grass carp 
Trout*...... Two Twelve One catch limit 
(Including inches and (in addition) 
kokanee and two steelhead over 
steelhead) twenty inches 
Walleye...... Five Eighteen Ten—not more 
inches than two over 
twenty-four 
inches 
Whitefish...... Fifteen None One catch limit 
All other 
game fish...... No limit None No limit 
Bullfrogs...... Ten None One catch limit 


In the Columbia River between Washington and 
Oregon, the license of either state is valid. Anglers must 
comply with the fishing regulations of the state in which 
they are fishing. This provision does not allow an angler 
licensed in Oregon to fish on the Washington shore, or in 
the sloughs or tributaries in Washington. 


Anglers fishing the Columbia River are restricted to 
one daily catch limit, as defined by the laws of the state 
in which they are fishing, even if they are licensed by 
both states. 

*Note: When fishing with bait, all trout equal to or greater than the 


minimum size are counted as part of the daily catch limit 
whether kept or released. Steelhead may be caught and re- 
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leased while using bait until the daily catch limit is retained. 
Where use of bait is prohibited by special regulations, or 
where artificial lures or flies are used voluntarily, fish may be 
released until the daily catch limit is retained. If any fish has 
swallowed the hook or is hooked in the gill, eye or tongue, it 
should be kept if legal to do so. 


Including ‘the Columbia River and impoundments and 
all connecting sloughs, except Wells Ponds in Region II. 


Columbia River, from the Megler—Astoria Bridge to 
the 1—5 Bridge: Year around season. Wild cutthroat re- 
lease see page __. Closed to the taking of steelhead April 
1 through May 15. Wild steelhead release May 16 
through October 31. (Open to the taking of both hatch- 
ery and wild steelhead November | through March 31.) 


From the 1—5 Bridge to the Highway 395 Bridge at 
Pasco; including Drano Lake, 100: Year around season. 
Closed to the taking of steelhead April 1 through June 
15. Wild steelhead release June 16 through December 
31, from the 1—5 Bridge to boundary markers located six 
hundred feet below the fish ladder at Bonneville Dam 
and June 16 through March 31 from Bonneville Dam to 
the Highway 395 Bridge at Pasco. (Open to the taking 
of both hatchery and wild steelhead January 1 through 
March 31 from the 1—5 Bridge to the boundary markers 
located six hundred feet below the fish ladder at 
Bonneville Dam.) 


Closed waters: (1) From the upstream line of 
Bonneville Dam to boundary markers located six hun- 
dred feet below the fish ladder. (2) Waters from the up- 
stream side of the Interstate Bridge at The Dalles to up- 
per line of The Dalles Dam except that bank fishing is 
permitted up to four hundred feet below the fishway en- 
trance on the Washington shore. (3) From John Day 
Dam downstream about three thousand feet except that 
bank fishing is permitted up to four hundred feet below 
the fishway entrance on the Washington shore. (4) From 
McNary Dam downstream to a line across the river 
from the red and white marker on the Oregon shore on a 
line that intersects the downstream end of the wingwall 
of the boat lock near the Washington shore. 


From the Highway 395 Bridge at Pasco to the old 
Hanford townsite (wooden towers) powerline crossing, in 
Sec. 30, TI3N, R28E: Year around season. Wild steel- 
head release. 


Closed waters: Ringold Springs Creek (Hatchery 
Creek). 


From the old Hanford townsite (wooden towers) pow- 
erline crossing in Sec. 30, TI3N, R28E, to Vernita 
Bridge, (Highway 24), 46: June 16 through October 22 
season. Wild steelhead release. 


From Vernita Bridge (Highway 24) to Priest Rapids 
Dam: June | through March 31 season. Wild steelhead 
release. 


Closed waters: (1) Priest Rapids Dam — waters be- 
tween the upstream line of Priest Rapids Dam down- 
Stream to the boundary markers six hundred fifty feet 
below the fish ladders. (2) Jackson (Moran Creek or 
Priest Rapids Hatchery outlet) Creek — all waters of the 
Priest Rapids Hatchery system to the outlet on the 
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Columbia River, extending to midstream Columbia be- 
tween boundary markers located one hundred feet up- 
stream and four hundred feet downstream of the mouth. 


From Priest Rapids Dam to Chief Joseph Dam: Year 
around season. Lawful to fish to base of Washburn Pond 
outlet structure. Wild steelhead release. 


Closed waters: (1) Wanapum Dam — waters between 
the upstream line of Wanapum Dam to the boundary 
markers seven hundred fifty feet downstream of the east 
fish ladder and five hundred feet downstream of the west 
fish ladder. (2) Rock Island Dam to boundary markers 
four hundred feet downstream of the fish ladders. (3) 
Rocky Reach Dam — waters between the upstream line 
of Rocky Reach Dam to boundary markers four hundred 
feet downstream of the fish ladders. (4) Wells Dam — 
waters between the upstream line of Wells Dam to 
boundary markers four hundred feet downstream of the 
spawning channel discharge (Chelan County) and fish 
ladder (Douglas County). (5) Chief Joseph Dam — wa- 
ters between the west end of the tailrace deck down- 
stream four hundred feet to boundary marker in 
Okanogan County. 


Above Chief Joseph Dam: See Region I, Lake 
Roosevelt and Region П, Rufus Woods Lake. 


WSR 92-01-085 
. PROPOSED RULES 
PIERCE COLLEGE 
[Filed December 16, 1991, 4:47 p.m.] 


Continuance of WSR 91—22-109. 

Title of Rule: Chapter 132K-12 WAC, Personnel 
rules. 

Purpose: To repeal chapter 132K-12 WAC, Personnel 
rules, in order to be in compliance with the Higher Edu- 
cation Personnel Board rules. 

Statutory Authority for Adoption: RCW 28B.50.140. 

Summary: Existing chapter 132K-12 WAC, Person- 
nel rules, are out-of-date. 

Reasons Supporting Proposal: Higher Education Per- 
sonnel Board rules govern the personnel rules for Pierce 
College. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: John Boesenberg, Di- 
rector of Personnel, (206) 964-6519. 

Name of Proponent: Pierce College, public. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See Title of Rule and Purpose above. 

Proposal Changes the Following Existing Rules: It 
would eliminate chapter 132K-12 WAC, Personnel 
rules, from Title 132K WAC, Community colleges— 
Pierce College. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 
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Date of Intended Adoption: January 8, 1992. 
December 16, 1991 
Alan Spence 
Executive Dean 
of Administrative Services 


REPEALER 


The following chapter of the Washington Administrative Code is 
repealed. 


Chapter 132K-12 WAC PERSONNEL RULES 


WSR 92-01-086 
NOTICE OF PUBLIC MEETINGS 
WASHINGTON STATE UNIVERSITY 
[Memorandum—December 10, 1991] 


Washington State University hereby gives notice of 
change in location for the regular meeting of the board 
of regents set for February 28, 1992. The February 
meeting of the regents will be held at WSU-Spokane, 
Room B103 and 104, Farm Credit Building, West 601 
First Avenue, Spokane, WA. 


WSR 92-01-087 
RULES COORDINATOR 
DEPARTMENT OF PERSONNEL 
[Filed December 17, 1991, 1:45 p.m.] 


In accordance with RCW 34.05.310, this is to notify you 
that the following individual is the Department of Per- 
sonnel's rules coordinator for 1992: Lori Parker, Admin- 
istrative Assistant, Department of Personnel, Compensa- 
tion and Classification Division, 521 Capitol Way South, 
Mailstop FE-11, Olympia, WA 98504. 
Dee W. Henderson 
Director 


WSR 92-01-088 
NOTICE OF PUBLIC MEETINGS 
CENTRALIA COLLEGE 


[Memorandum— December 13, 1991] 


The board of trustees for Washington Community Col- 
lege District Twelve, at their meeting on December 12, 
1991, adopted the regular meeting schedule shown below 
for the 1992 calendar year. 


Date Time Location 
Thursday, January 9, 1992 4:30 p.m. College Boardroom 
Thursday, February 13, 1992 4:30 p.m. College Boardroom 
Thursday, March 12, 1992 4:30 p.m. College Boardroom 
Thursday, April 9, 1992 4:30 pm. East County Center 
Morton, Washington 
Thursday, May 14, 1992 4:30 p.m. College Boardroom 
Thursday, June 11, 1992 4:30 p.m. College Boardroom 
Thursday, July 9, 1992 4:30 p.m. College Boardroom 
Thursday, August 13, 1992 4:30 p.m. College Boardroom 
Thursday, September 10, 1992 5:00 p.m. Rochester, Washington 
Thursday, October 8, 1992 4:30 p.m. College Boardroom 
Thursday, November 12, 1992 4:30 p.m. College Boardroom 
Thursday, December 10, 1992 4:30 p.m. College Boardroom 
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WSR 92-01-089 
PERMANENT RULES 
PUGET SOUND 
AIR POLLUTION CONTROL AGENCY 
(Filed December 17, 1991, 1:51 p.m.] 


Date of Adoption: December 12, 1991. 

Purpose: То increase registration fees as part of a 
three—year effort to make the registration program fully 
fee-supported. 

Citation of Existing Rules Affected by this Order: 
Amending PSAPCA Regulation I, Section 5.07. 

Statutory Authority for Adoption: Chapter 70.94 
RCW. 

Pursuant to notice filed as WSR 91-22-072 on 
November 4, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The registration fees were decreased slightly 
from the original proposal. Filing fee was changed from 
$80.00 to $65.00; fee for air contaminant generating 
equipment was changed from $60.00 to $35.00; fee for 
air contaminant control apparatus was changed from 
$60.00 to $35.00; for sources not subject to #(4) on ta- 
ble, emission fee was changed from $25.00 to $18.00; for 
sources subject to #(4) on table, emission fee was 
changed from $25/ton for PM10, sulfur oxides, nitrogen 
oxides, carbon monoxide, toxic air contaminants, or vol- 
atile organic compounds, including any negligibly reac- 
tive compounds to $18/ton for PMIO, sulfur oxides, ni- 
trogen oxides, or volatile organic compounds, including 
any negligibly reactive compounds and $6/ton for car- 
bon monoxide or toxic air contaminants. 

Effective Date of Rule: Thirty-one days after filing. 

December 16, 1991 
Harry A. Watters 
Senior Air Pollution Engineer 


AMENDATORY SECTION 


SECTION 507 FEES - 
PROGRAM 


(a) The Agency shall levy annual registration fees as 
set forth in Table 5-B for services provided in adminis- 
tering the registration program. Fees received under the 
registration program shall not exceed the cost of admin- 
istering the registration program. 

(b) Upon assessment by the Agency, registration fees 
are due and payable and shall be deemed delinquent if 
not fully paid within 60 days. 


TABLE 5-B REGISTRATION FEE SCHEDULE 


(1) For all facilities, a fee of (($60-00)) $65.00 per 
facility; and 

(2) For all facilities: 

(1) ((8$25:00)) $35.00 for each item of air contaminant 
generating equipment; and 

(ii) (($25-00)) $35.00 for each item of air contami- 
nant control apparatus, including continuous emission 


monitors; and 


(iii) $5.00 for each Stage 2 gasoline dispensing nozzle; 


and 


REGISTRATION 
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(3) For all facilities except those subject to (4) below, 


an $18.00 emission fee; and 
(4) For only those facilities for which the Agency has 
recorded total annual emissions of ((250-tons-or-more-of 
1 )) 25 tons or more of any of the fol- 
lowing: PM”, sulfur oxides, nitrogen oxides, or carbon 
monoxide; or annual emissions of 10 tons or more of 
((votattte—organte—compounds,—or)) toxic air contami- 


nants or volatile organic compounds, including any neg- 
ligibly reactive compound: 
((0)-555-86-for-cach-type of fuel-burned-resulting-in 


(i) $18.00 per ton for PM", sulfur oxides, nitrogen 
oxides, or volatile organic compounds, including any 
negligibly reactive compound; and 

(ii) $6.00 per ton for carbon monoxide or toxic air 
contaminants; and 

(iii) $100.00 for each emission segment; and 

iv) $100.00 for each emission point. 

(4) The fees required by this section shall be based on 
Agency files showing equipment in place or permitted as 
of January 1 of the current reporting year; and materi- 
als, processes, and emission points and segments in use 
between January 1 and December 31 of the previous 
year. Items registered under Section 5.07 (b)(2) shall be 
reported as equipment. Items registered under Section 
5.07 (b)((@9)) (4) shall be reported as materials, pro- 
cesses, and emission points and segments. 

Reviser's note: The typographical error in the above section oc- 


curred in the copy filed by the agency and appears in the Register 
pursuant to the requirements of RCW 34.08.040. 


WSR 92-01-090 
NOTICE OF PUBLIC MEETINGS 
STATE INVESTMENT BOARD 
[Memorandum—- December 18, 1991] 


The regular meetings of the State Investment Board for 
1992 will take place on the following dates and at the 
following locations: 


February 18 9:00a.m. Transportation Building 
DOT Board Room (1D2) 
Olympia, Washington 

May 11-12 9:00 a.m. Silverdale on the Bay 
Silverdale, Washington 

August 11 9:00 a.m. Two Union Square 


55th Floor Conference Center 
Seattle, Washington 
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November 17 9:00a.m. Two Union Square 


55th Floor Conference Center 
Seattle, Washington 


WSR 92-01-091 
PERMANENT RULES 
DEPARTMENT OF AGRICULTURE 
[Filed December 17, 1991, 2:30 p.m.] 


Date of Adoption: December 17, 1991. 

Purpose: Adds sections to existing rules within chapter 
16-104 WAC, outlining minimum standards for facili- 
ties, equipment, sanitation, refrigeration and personnel 
requirements for shell egg grading and packing facilities. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 16-104 WAC. 

Statutory Authority for Adoption: RCW 69.25.030. 

Other Authority: Chapters 42.30 and 35.05 [34.05] 
RCW. 

Pursuant to notice filed as WSR 91-21-125 on Octo- 
ber 23, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 16-104--310(8) clarifies and simplifies 
cleanliness requirements of plant personnel coming into 
contact with shell eggs and move to a more appropriate 
section of the rule (previously WAC 16-104-370(2)); 
WAC 16-104—330(1) establishes implementation date 
of June 1, 1992, in order to allow for a reasonable tran- 
sition and reprinting time for suppliers of industry car- 
tons/packaging; WAC 16-104—330(3) provides that hy- 
grometer, psychrometer and humidifying requirements 
not apply to refrigerated vehicles used to transport shell 
eggs; WAC 16-104—330(8) changes time limit from one 
to two hours; WAC 16-104—360 terminology changed to 
more clearly reflect current industry terminology and 
prohibits reuse of cartons or flats once distributed to 
consumer outlets, provides that flats may be reused for 
holding nest run and/or restricted eggs (nonconsumer 
uses); and WAC 16-104-370 (2nd paragraph) adds 
term "sanitizing." 

Effective Date of Rule: Thirty—one days after filing. 

December 17, 1991 
Michael V. Schwisow 
Deputy Director 

for C. Alan Pettibone 
Director 


NEW SECTION 


WAC 16-104-310 MINIMUM FACILITY AND 
OPERATING REQUIREMENTS FOR SHELL EGG 
GRADING AND PACKING PLANTS. General re- 
quirements for buildings and plant facilities. 

(1) Buildings shall be of sound construction so as to 
prevent, insofar as practicable, the entrance or harboring 
of vermin, including all domestic pets, insects, rodents, 
birds, etc. This applies to: 

(a) АП grading room areas. . 

(b) Any storage areas for eggs or cases and cartons. 
Egg case and carton storage shall be clean and dry, free 
from dust or any odorous material that could be ab- 
sorbed by cases or cartons. 
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(2) Grading and packing rooms shall be of sufficient 
size to permit installation of necessary equipment and 
the conduct of grading and packing in a sanitary man- 
ner. These rooms shall be kept reasonably clean during 
grading and packing operations and shall be thoroughly 
cleaned at the end of each operating day. 

(a) Floor shall be constructed of washable materials, 
tight, reasonably smooth, and in good repair. 

(b) Floor drains shall be provided where floors are 
subjected to flood type cleaning or where normal opera- 
tions release or discharge water or liquid wastes onto the 
floor. 

(c) AII floor areas shall be kept clean. 

(3) Adequate lavatory/toilet (rest room) accommoda- 
tions shall be provided. Lavatory/toilet and locker rooms 
shall be maintained in a clean and sanitary condition. 
Hot and cold running water shall be provided. Rooms 
shall be ventilated to the outside of the building. Signs 
shall be posted in the rest rooms instructing employees 
to wash their hands before returning to work. Lavatory/ 
toilet rooms shall be equipped with handwashing facili- 
ties including soap and sanitary towels. 

(4) A separate refuse room or a separate designated 
area for the accumulation of trash must be provided in 
plants which do not have a system for the daily removal 
or destruction of such trash. 

(5) Areas subjected to moisture: 

(a) Wood benches, platforms, etc., in areas which are 
subjected to moisture shall be maintained in good repair 
or made from other construction materials impervious to 
moisture and odors. 

(b) Wood walls or partitions shall be maintained in 
good repair or be replaced with materials impervious to 
moisture and odor build up. 

(c) Newly constructed plants should be equipped with 
nonporous material benches, platforms, etc., in areas 
which are subjected to moisture. Wood benches, plat- 
forms, etc., are allowed when maintained in a sanitary, 
odor free condition. 

(6) Walls and ceilings: 

(а) Walls and ceilings shall be kept clean, in good re- 
pair and free of cobwebs and dust. 

(b) Ceiling shall be dust tight if space overhead is 
used for storage or other purposes. 

(7) Doors and windows: Effective means shall be pro- 
vided to prevent entrance insofar as practicable of in- 
sects, rodents, birds or other vermin and dust. 

(8) Hygiene of personnel. Plant personnel coming into 
contact with shell eggs shall wear clean clothing, free 
from animal waste, dust, loose dirt or prohibited chemi- 
cal contamination. 


NEW SECTION 


WAC 16-104-320 GRADING ROOM КЕ- 
QUIREMENTS. (1) The grading room candling area 
shall be adequately darkened to make possible accurate 
quality determination of the candled appearances of 
eggs. 

(2) There shall be no crossbeams of light, and light 
reflection from candling lights shall be kept at a 
minimum. 
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(3) Candling area/equipment shall be constructed so 
as to permit cleaning and provide ample shelf space for 
convenient placement of the different grades to be 
packed. 

(4) The candling lights shall be capable of delivering 
reasonably uniform intensity of light at the candling ap- 
erture to facilitate accurate quality determinations. In 
operations utilizing mechanical grading equipment, ade- 
quate light shall be provided to facilitate necessary 
quality determinations, including the detection and re- 
moval of stained and dirty shells and the condition of the 
packing material. 

(5) Individual egg scales shall be provided to check 
accuracy of weight classing. 

(6) Weighing equipment, whether manual or auto- 
matic, shall be kept clean and maintained in a manner to 
assure accurate operation. 

(7) Ventilation and lighting: 

(a) Adequate lighting shall be provided to assure ac- 
curate and safe grading room operations. 

(b) Adequate ventilation shall be maintained to keep 
the area free from undesirable odors, dust, and 
condensation. 


NEW SECTION 


WAC 16-104-330 COOLER ROOM REQUIRE- 
MENTS. (1) After processing and grading, shell eggs 
packed in consumer containers shall be refrigerated at 
maximum of forty-five degrees Fahrenheit, ambient air 
temperature. All containers shall be clearly labeled with 
the words "keep refrigerated," in lettering as follows: 


Cartons: 1/8 inch minimum 
Cases: 1 inch minimum 
Baskets and racks: 1 inch minimum 


This provision shall apply to baskets, racks, cases and 
cartons acquired after June 1, 1992. 

(2) Accurate thermometers shall be provided in egg 
coolers and egg storage facilities to monitor required 
ambient air temperatures. 

(3) All shell egg coolers shall be equipped with a hy- 
grometer or portable equipment such as a psychrometer 
to determine that relative humidity is at least seventy 
percent. When necessary, humidifying equipment capa- 
ble of maintaining seventy percent relative humidity, to 
minimize shrinkage, shall be provided: PROVIDED, 
That this requirement shall not apply to refrigerated ve- 
hicles used to transport shell eggs. 

(4) Egg coolers and egg storage facilities shall be free 
from objectionable odors and mold, and shall be main- 
tained in a sanitary condition. 

(5) АП facilities where eggs are offered for sale to 
consumers, shall be maintained in a clean and sanitary 
condition. Display and storage temperatures shall be 
maintained at a maximum of forty—five degrees Fahren- 
heit ambient air temperature. 

(6) Shell eggs stored prior to grading shall be refrig- 
erated at a maximum of fifty-five degrees Fahrenheit 
ambient air temperature, when time prior to processing/ 
grading exceeds twenty-four hours. When time during 
transport of ungraded eggs will exceed three hours, re- 
frigeration at fifty-five degrees Fahrenheit maximum is 


[165] 


WSR 92-01-091 


required. Transport time of shell eggs prior to process- 
ing/grading of three hours or less in unrefrigerated ve- 
hicles is allowed, however, that time shall be included as 
part of the twenty—four hours. 

(7) Inedibles shall be held under refrigeration in cov- 
ered containers, clearly labeled and stored to prevent 
possible odor contamination of graded or ungraded eggs. 

(8) Refrigeration is required during all transit of 
graded product when transit time will require an excess 
of two hours. Temperatures during all transit of graded 
product shall be maintained at a maximum of forty-five 
degrees Fahrenheit ambient air temperature. 


NEW SECTION 


WAC 16-104-340 SHELL EGG PROTECTING 
OPERATIONS. Shell egg protecting (oil processing) 
operations shall be conducted in a manner to avoid con- 
tamination of the product and maximize conservation of 
its quality. 

(1) Eggs with moisture on the shell shall not be shell 
protected. 

(2) Oil having any off odor, or that is obviously rancid 
or contaminated, shall not be used in shell egg 
protection. 

(3) Processing oil that has been previously used and 


‘which has become contaminated shall be filtered and 


heat treated at one hundred eighty degrees Fahrenheit 
for three minutes prior to re-use. 

(4) Shell egg protecting equipment shall be washed, 
rinsed, and treated with a bactericidal agent each time 
the oil is removed. It is preferable to filer and heat treat 
processing oil and clean processing equipment daily 
when in use. 

(5) Adequate coverage and protection against dust 
and dirt shall be provided when the equipment is not in 
use. 


NEW SECTION 


WAC 16-104-350 SHELL EGG CLEANING 
OPERATIONS. (1) Shell egg cleaning equipment shall 
be kept in good repair and shall be cleaned after each 
day's use or more frequently, if necessary. 

(2) The temperature of the wash water shall be main- 
tained at ninety degrees Fahrenheit or higher, and shall 
be at least twenty degrees Fahrenheit warmer than the 
temperature of the eggs to be washed. Rinse water tem- 
perature shall be at least ten degrees Fahrenheit warmer 
than the final wash water temperature. These tempera- 
tures shall be maintained throughout the cleaning cycle. 

(3) An approved cleaning compound shall be used in 
the wash water. It must be approved by the United 
States Department of Agriculture or the Washington 
state department of agriculture. The use of metered 
equipment for dispensing the compound into solution is 
recommended. 

(4) Wash water shall be changed approximately every 
four hours, or more often if needed, to maintain cleanli- 
ness and sanitary conditions, and at the end of each 
shift. Measures shall be taken to prevent excess foaming 
during the egg washing operation. 
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(5) Replacement water shall be added continuously to 
the wash water of washers to maintain a continuous 
overflow. Rinse water, chlorine, or quaternary sanitizing 
rinse may be used as part or all of the replacement wa- 
ter: PROVIDED, That they are compatible with the 
washing compound. Iodine sanitizing rinse may not be 
used as part of the replacement water. 

(6) Water supply shall be of a safe sanitary quality. 
Only potable water under two parts per million iron 
content shall be used, without equipment to correct the 
excess. Water under pressure shall be available to grad- 
ing and candling area or room for cleaning purposes. 
Frequency of testing for potability of the water supply 
shall be determined by the director, however, must also 
comply with state and local health department require- 
ments. When the water source is changed, new tests are 
required. 

(7) Waste water from the egg washing operation shall 
be continuously removed through appropriate drains to 
prevent standing water from accumulating. 

(8) The washing and drying operation shall be contin- 
uous and shall be completed as rapidly as possible. Eggs 
shall-not be allowed to stand or soak in water. Immer- 
sion-type washers shall not be used. 

(9) Pre-wetting shell eggs prior to washing may be 
accomplished by spraying a continuous flow of water 
over the eggs in a manner which permits the water to 
drain away, or other methods which may be approved by 
the director. The temperature of the water shall be the 
same as prescribed in subsection (2) of this section. 

(10) Washed eggs shall be spray rinsed with warm 
water containing an approved sanitizer of not less than 
50 p/m nor more than 200 p/m of available chlorine or 
its equivalent. 

(11) Test kits shall be available and used to determine 
the strength of the sanitizing solution. 

(12) During any rest period or other line shutdown, 
preventative measures shall be taken to prevent over- 
heating and/or partial cooking of eggs in the washing, 
rinsing, and scanning areas. 

(13) Washed eggs shall be dry before cartoning or 
casing. 

(14) When steam or vapors originate from the wash- 
ing operation, they shall be continuously and directly re- 
moved to the outside of the building. 

(15) Every reasonable precaution should be exercised 
to prevent "sweating" of eggs. 

(16) Eggs may be dry cleaned or washed. If eggs are 
dry cleaned, the equipment shall be of a sanitary type, 
and kept clean and in good repair. 

(17) Cloth or wash rags shall not be used for cleaning 
eggs unless they are of a sanitary single service type. 
Single service paper toweling may be used. 


NEW SECTION 


WAC 16-104-360 SHIPPING CONTAINERS, 
EGG CARTONS, AND PACKING MATERIALS. 
Eggs which are to be distributed with consumer 
grademarks shall be packaged only in new ог good used 
cases, baskets or racks. They shall be clean, and have 
sufficient strength and durability to protect the eggs 
during normal distribution. Re-use of egg cartons or 
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flats after distribution to a consumer outlet shall not be 
allowed. Used flats may be used for transporting and/or 
holding nest-run or restricted eggs prior to grading or 
breaking. 


NEW SECTION 


WAC 16-104-370 CHEMICALS AND COM- 
POUNDS. The following list of compounds shall be 
handled in accordance with the manufacturers' instruc- 
tions. They shall be stored away from the grading area 
and not be allowed to come in contact with the shell 
eggs being processed, or with egg cases or cartons: Pes- 
ticides including herbicides, insecticides, fungicides and 
rodenticides; inks, oils, cleaning compounds, foam con- 
trol agents, sanitizers, and any common cleaners used in 
the plant. 

This paragraph is not intended to prohibit eggs being 
contacted by certain materials when those materials are 
used in the normal shell egg cleaning and sanitizing pro- 
cess and the materials have been authorized for such us- 
age in the "List of Proprietary Substance and Non-Food 
Compounds Authorized for Use Under USDA Inspec- 
tion And Grading Program." 


WSR 92-01-092 
PROPOSED RULES 
DEPARTMENT OF 
GENERAL ADMINISTRATION 
(Division of Banking) 

[Filed December 17, 1991, 3:07 p.m.] 


Original Notice. 

Title of Rule: Investment securities—Investment in 
investment companies. 

Purpose: To revise WAC 50-12-116(2) to allow 
banks to invest in qualifying investment companies or- 
ganized under the Investment Company Act of 1940 
other than Massachusetts Business Trusts. 

Statutory Authority for Adoption: 
30.08.140(7). 

Statute Being Implemented: RCW 30.08.140. 

Summary: Revision replaces the term "an equitable’, 
which infers an equity interest, with "a 
fair" . . . interest, and adds "calculated pursuant to the 
Investment Company Act of 1940." 

Reasons Supporting Proposal: This allows banks to 
invest in a wider range of qualifying mutual funds, a 
power already granted to national banks by the Office of 
the Comptroller of Currency. The conditions in the rules 
which specify limitation on the types of underlying assets 
these qualifying mutual funds may hold, and limitations 
on bank investment in them, remain unchanged and in 
force. Therefore, the risks state-chartered institutions 
are allowed to take remain unchanged. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: John Bley, 1400 
South Evergreen Park Drive S.W., Olympia, WA 98504, 
753-6520. 

Name of Proponent: Division of Banking, Department 
of General Administration, governmental. 


RCW 
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Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This revision of WAC 50-12-116 will allow state- 
chartered banks to invest in qualifying mutual funds 
(investment companies) organized under the Investment 
Company Act of 1940 in addition to Massachusetts 
Business Trusts. This is a power which national banks 
currently possess. А qualifying fund is one which holds 
only those assets banks would be allowed to invest in di- 
rectly. All lending limits and restrictions which apply to 
direct investments also apply to investments in mutual 
funds. 

Proposal Changes the Following Existing Rules: Un- 
der existing rules, state-chartered banks сап only invest 
in investment companies which provide ап 
"equitable . . . interest." This has been interpreted to 
mean a Massachusetts Business Trust since it is the only 
form of organization which provides an "equitable" 
interest. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The supervisor has considered whether this rule is 
subject to the Regulatory Fairness Act and has deter- 
mined that it is not for the following reasons: The rule 
requires no action by business; there are no direct or in- 
direct costs for business to comply with the rule; and the 
rule does not have the effect of decreasing the value of 
the business. 

Hearing Location: Division of Banking, 1400 South 
Evergreen Park Drive S.W., #120, Olympia, WA 98504, 
on January 22, 1992, at 10:00 a.m. 

Submit Written Comments to: John Bley, Supervisor 
of Banking, by January 22, 1992. 

Date of Intended Adoption: January 22, 1992. 

December 17, 1991 
John L. Bley 
Supervisor of Banking 


AMENDATORY SECTION (Amending Order 70, filed 9/30/87) 


WAC 50-12-116 INVESTMENT SECURITIES—INVEST- 
MENT IN INVESTMENT COMPANIES. A bank or trust company 
may invest in shares of an investment company provided that all of the 
following conditions are met: 

(1) The investment company must be registered with Securities and 
Exchange Commission under the Investment Company Act of 1940 
and the Securities Act of 1933 or be a privately offered fund sponsored 
by an affiliated commercial bank. 

(2) The shareholder has ((an-equitabte)) a fair and equal propor- 
tionate undivided interest in the underlying assets of the investment 
company calculated pursuant to the Investment Company Act of 1940. 

(3) When an investment company's assets consist solely of and are 
expressly limited to obligations that are eligible for unlimited invest- 
ment (Type I) as described in WAC 50-12-100, there is no limit on 
the bank's investment. However, where the investment companies 
portfolio contains, or is permitted to contain, securities subject to the 
bank's investment or lending limitations, investment by the bank shall 
be subject to a twenty percent of capital and surplus limitation. 

(4) The shareholders are protected against personal liability for acts 
or obligations of the investment company. 

(5) The bank's investment policy, as formally approved by its board 
of directors, specifically provides for such investments; prior approval 
of the board of directors is obtained for initial investments in specific 
investment companies and recorded in the official board minutes; and 
procedures, standards, and controls for managing such investments are 
implemented prior to acquirement of these investments. 
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(6) If the investment company makes use of futures, forwards, op- 
tions, repurchase agreements and securities lending arrangements, 
their use must be consistent with standards adopted for use of such in- 
struments in the bank's portfolio. 

(7) Regulatory reporting of holdings in investment companies is 
consistent with established standards for "marketable equity 
securities." 


WSR 92-01-093 
PROPOSED RULES 
DEPARTMENT OF 
GENERAL ADMINISTRATION 
(Division of Banking) 

[Filed December 17, 1991, 3:10 p.m.] 


Original Notice. 

Title of Rule: The establishment and operation of 
mutual holding companies. 

Purpose: To provide guidelines for formation of mu- 
tual holding companies and define the powers of mutual 
holding companies. 

Statutory Authority for Adoption: RCW 32.34.040 
and [32.34.]050. 

Statute Being Implemented: RCW 32.34.040 and 
[32.34.]050. 

Summary: New regulations designed to facilitate the 
formation of mutual holding companies and the reorga- 
nization of mutual savings banks. 

Reasons Supporting Proposal: Will afford mutual sav- 
ings banks the opportunity to have access to capital 
sources not traditionally available to mutual savings 
banks and also preserve the mutual form of ownership in 
the mutual holding company. 

Name of Agency Personnel Responsible for Drafting: 
R. D. Jones, 1400 South Evergreen Park Drive S.W., 
#120, Olympia, 753-6520; Implementation and Enforce- 
ment: John L. Bley, 1400 South Evergreen Park Drive 
S.W., #120, Olympia, 753-6520. 

Name of Proponent: Division of Banking, Department 
of General Administration, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Provides a means to facilitate the intent of the 
statute which provides for mutual savings banks to reor- 
ganize to form mutual holding companies. Mutual sav- 
ings banks (being nonstock institutions) do not have the 
capability of going to outside sources for capital like 
stock companies, this being the case, a weakened mutual 
savings oank probably would not survive a prolonged 
downturn in the economy or a series of negative impacts 
on its retained earnings. This rule will help improve the 
survival possibilities of mutual savings banks in a very 
competitive marketplace. ; 

Proposal does not change existing rules. 

No small business economic impact statement is re- 


: quired for this proposal by chapter 19.85 RCW. 


The supervisor has considered whether this rule is 
subject to the Regulatory Fairness Act and has deter- 
mined that it is not for the following reasons: The rule 
requires no action by business; there are no direct or in- 
direct costs for business:to comply with the rule; and the 
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rule does not have the effect of decreasing the value of 
the business. 

Hearing Location: 1400 South Evergreen Park Drive 
S.W., #120, Ołympia, WA 98504, on January 22, 1992, 
at 9:00 a.m. 

Submit Written Comments to: John L. Bley, Supervi- 
sor of Banking or R. D. Jones, Assistant Supervisor of 
"Banking, by January 22, 1992. 

Date of Intended Adoption: January 22, 1992. 

December 17, 1991 
John L. Bley 
Supervisor of Banking 


NEW SECTION 


WAC 50-14-020 INTRODUCTION. This chapter implements 
the supervisor of banking's (the "supervisor") authority under chapter 
34.05 RCW to enact emergency regulations to regulate the establish- 
ment and operations of mutual holding companies. It addresses only 
those features of the organization and operation of mutual holding 
companies that are not governed by existing provisions of Title 32 
RCW. Among the provisions that must be considered are the follow- 
ing: Chapters 32.08 and 32.32 RCW for the chartering of a mutual 
savings bank and its conversion to a stock-form savings bank subsid- 
iary of a mutual holding company; Title 32 RCW generally for the 
operations of any such savings bank; chapter 32.34 RCW for any 
merger or acquisition of assets involving a mutual holding company or 
banking subsidiary of a mutual holding company. 


NEW SECTION 


WAC 50-14-030 AUTHORIZATION OF THE FORMATION 
OF MUTUAL HOLDING COMPANIES. (1) Notwithstanding any 
‘other provision of law, and in accordance with the general require- 
ments of the supervisor set forth in WAC 50—14—040 through 50-14- 
150, a mutual savings bank may reorganize so as to cause its deposit- 
taking and one or more other activities to be conducted by a stock 
savings bank subsidiary of a mutual holding company formed for such 
purpose. 

(2) Except to the extent that such provisions are inconsistent with 
these rules, the stock savings bank subsidiary of the mutual holding 
company shall be subject to the same provisions of Title 32 RCW as 
apply to savings banks which have converted to stock form pursuant to 
chapter 32.32 RCW. 


NEW SECTION 


WAC 50-14-040 REQUIRED APPROVALS. (1) A reorganiza- 
tion of a mutual savings bank pursuant to these rules shall be approved 
by not less than two-thirds of the board of trustees of the mutual sav- 
ings bank. 

(2)(a) A mutual savings bank proposing a reorganization pursuant 
to these rules shall provide the supervisor with written notice of such 
proposed reorganization. Such notice shall include a copy of the plan 
of reorganization approved by the board of trustees pursuant to sub- 
section (1) of this section, the proposed incorporation and authoriza- 
tion certificates for the mutual holding company and the stock savings 
bank subsidiary, and shall also contain such other information as the 
supervisor shall require. The supervisor shall approve or disapprove the 
plan of reorganization within sixty days of the submission of such plan, 
together with such other information as the supervisor shall require. 

(b) In determining whether to approve the plan of reorganization, 
the supervisor shall consider: 

(i) Whether the formation of the mutual holding company would 
not be detrimental to the interests of the depositors of the mutual sav- 
ings bank proposing to reorganize as provided in WAC 50-14—030; 

(ii) Whether disapproval is necessary to prevent unsafe or unsound 
banking practices; 

(iii) Whether the interest of the public will be served by the pro- 
posed reorganization; 

(iv) Whether the financial or management resources of the mutual 
savings bank proposing to reorganize as provided іп WAC 50-14-030 
warrant disapproval of the proposed plan of reorganization; and 

(v) Whether the mutual savings bank proposing to reorganize as 
provided in WAC 50—14—030 fails to furnish any information required 
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under (a) of this subsection or furnishes information containing any 
statement which, at the time and in the circumstances under which it 
was made, was false or misleading with respect to any material fact or 
omits to state any material fact necessary to make the statements 
therein not false or misleading. 

(c) When the supervisor shall have determined to approve or disap- 
prove the plan of reorganization, the supervisor shall so advise the mu- 
tual savings bank in writing and shall endorse approval on the incor- 
poration and authorization certificates and cause the same to be filed 
in such manner and in the respective offices provided in chapter 32.08 
RCW. Upon the filing of the authorization certificate as provided in 
RCW 32.08.070, the existence of the mutual holding company shall 
commence. As used in this chapter, the term "authorization certifi- 
cate" shall include an amended authorization certificate. 


NEW SECTION 


WAC 50-14-050 FORMATION OF A MUTUAL HOLDING 
COMPANY. (1) The plan of reorganization may authorize the for- 
mation of a mutual holding company by: 

(a)(i) The organization by the mutual holding company of a stock 
savings bank subsidiary and the transfer to such stock savings bank of 
the substantial part of its assets and liabilities, including all of its de- 
posit liabilities, in accordance with the general provisions of these 
rules; 

(ii) The organization by the mutual savings bank of a mutual hold- 
ing company and the organization by such mutual holding company of 
a stock savings bank subsidiary which merges with the mutual savings 
bank; or 

(iii) The reorganization of the mutual savings bank under any other 
method approved by the supervisor. 

(b) For the purposes of (a) of the subsection, WAC 50-14—090 per- 
mits the stock savings bank to issue to persons other than the mutual 
holding company of which it is a subsidiary, an amount of common 
stock and securities convertible into common stock which in the aggre- 
gate does not exceed forty-nine percent of the issued and outstanding 
common stock of such stock savings bank. Issued and outstanding se- 
curities that are convertible into common stock shall be considered is- 
sued and outstanding common stock for the purposes of computing the 
forty-nine percent limitations. This subdivision shall not limit the au- 
thority of such stock savings bank to issue equity or debt securities 
other than common stock and securities convertible into common 
stock. 

(2) In connection with the reorganization of a mutual savings bank 
as provided in WAC 50-14—030, the mutual holding company may re- 
tain or acquire assets of the mutual savings bank to the extent that 
such assets are not then required to be transferred to or retained by the 
stock savings bank in order to satisfy capital or reserve requirements of 
any applicable state or federal law or regulation. 

(3) A stock savings bank at least fifty percent but less than one 
hundred percent of the outstanding common stock of which is owned 
by a mutual holding company shall have at least one director, but no 
more than two-fifths of its directors, who are "unaffiliated directors" 
who shall represent the interests of the majority shareholders. An "un- 
affiliated director" is a director who is not: 

(a) An officer or employee of the stock savings bank (or any affiliate 
thereof); or 

(b) An officer, trustee, or employee of the mutual holding company. 

If the incorporation certificate or bylaws of the stock savings bank 
provide that the board of directors shall be divided into two or more 
classes, then to the extent possible, each class shall contain the same 
number of unaffiliated directors as each other class. 


NEW SECTION 


WAC 50-14-060 MUTUAL HOLDING COMPANY POW- 
ERS. (1) Upon the formation of a mutual holding company by a mu- 
tual savings bank: 

(a) The mutual holding company shall possess all the rights, powers, 
and privileges, except deposit-taking powers, and shall be subject to all 
the limitations, not inconsistent with these rules, of a mutual savings 
bank under Title 32 RCW; and 

(b) The mutual holding company shall be subject to the limitations 
imposed by the Bank Holding Company Act of 1956 (12 U.S.C. Sec- 
tion 1841, et seq.) or, in the case of a mutual holding company result- 
ing from the reorganization of a savings bank which has elected either 
prior or subsequent to such reorganization to be treated as in insured 
institution as that term is defined in Title 12 U.S.C. Section 1730a, 
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such mutual holding company shall be subject to the limitations im- 
posed by the savings and loan holding company provisions of the Na- 
tional Housing Act (12 U.S.C. Section 1730a). 

(2) Notwithstanding any inconsistent provisions of Title 32 RCW, 
subject to the express approval of, or additional rules promulgated by, 
the supervisor, a mutual holding company may: 

(a) Merge with, acquire, or purchase the assets of a mutual holding 
company established pursuant to these rules or the savings and loan 
holding company provisions of the National Housing Act (12 U.S.C. 
Section 17303); 

(b) Acquire or purchase the assets or stock of a stock savings bank, 
commercial bank, credit union, stock savings and loan association, 
stock federal savings bank, or stock federal savings and loan 
association; 

(c) Acquire a mutual savings bank, a mutual savings and loan asso- 
ciation, a federal mutual savings bank, or a federal mutual savings and 
loan association through the merger of such institution with a stock 
subsidiary of such mutual holding company; 

(d) Engage in any other acquisition or combination specifically per- 
mitted by the supervisor; provided, however, that the supervisor shall 
have no power to expand by interpretation the express provisions of 
federal law set forth in the Bank Holding Company Act of 1956, as 
amended (12 U.S.C. Section 1841, et seq.). 


NEW SECTION 


WAC 50-14-070 CONVERSION OF MUTUAL HOLDING 
COMPANY INTO STOCK HOLDING COMPANY. (1) If ap- 
proved by the supervisor, a mutual holding company may convert to a 
stock holding company in accordance with the provisions contained in 
these rules. 

(2) If approved by the supervisor, the mutual holding company shall 
adopt a plan of conversation subject to and in accordance with the 
provisions of chapter 32.32 RCW. 


NEW SECTION 


WAC 50-14-080 DEFINITIONS—REGULATIONS NOT EX- 
CLUSIVE. The definitions contained in RCW 32.32.025 shall apply to 
any transaction under these rules unless the context requires otherwise 
and except as provided herein. The reorganization of a mutual savings 
bank into mutual holding company form (hereafter sometimes referred 
to as the "reorganization") and the conversion of a mutual holding 
company into a stock holding company (hereafter sometimes referred 
to as the "conversion") shall be governed by the rules prescribed in 
Chapter 32.32 RCW, except to the extent such rules are inconsistent 
with the transaction and except as provided in these rules. Any savings 
bank or mutual holding company may apply to the supervisor, in con- 
nection with a transaction authorized by these rules, for such varia- 
tions from the rules prescribed by chapter 32.32 RCW as are neces- 
sary and proper to effectuate the transaction. 


NEW SECTION 


WAC 50-14-090 SUBSEQUENT OFFERING. Any public of- 
fering of shares by a mutual holding company or by a subsidiary of a 
mutual holding company, subsequent to the reorganization but after 
which the mutual holding company would retain at least fifty-one per- 
cent of the issued and outstanding shares of the stock savings bank (a 
"subsequent offering") shall be governed by the rules prescribed in 
chapter 32.32 RCW, except to the extent such rules are inconsistent 
with the transaction and except as provided in these rules. 


NEW SECTION 


WAC 50-14-100 SUBSCRIPTION RIGHTS. (1) Except for 
shares issued to a mutual holding company, and except for the shares 
referred to in WAC 50-14-110, all shares of stock issued in connec- 
tion with a reorganization shall be subject to subscription rights 
granted to eligible account holders. As used in these rules, "shares of 
stock issued in connection with the reorganization of a mutual savings 
bank" include shares issued upon the reorganization, shares sold in any 
subsequent offering (whether shares held by the mutual holding com- 
pany or shares newly issued by the stock savings bank), or shares sold 
in connection with the conversion. Also included are any securities 
convertible into shares of the stock-form savings bank. 

(2) An "eligible account holder" for the purposes of this section is 
any depositor of a savings bank who owned in such bank one or more 
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accounts valued in the aggregate of fifty dollars or more on the perti- 
nent record date. In the case of the reorganization, the record date 
shall be the date established by the board of trustees, which date shall 
be no less than ninety days prior to the date on which the plan of re- 
organization is adopted by the trustees; in the case of any subsequent 
offering, the record date shall be the date established by the board of 
directors of the stock-form savings bank issuing new shares or the 
board of trustees of the mutual holding company selling shares, as the 
case may be, which date shall be no less than ninety days prior to the 
date on which the shares are offered; in the case of the conversion, the 
record date shall be the date established by the mutual holding com- 
pany's board of trustees, which date shall be no less than ninety days 
prior to the date on which the plan of conversion is adopted by the 
trustees. 


NEW SECTION 


WAC 50-14-110 STOCK OPTIONS AND STOCK GRANTS. 
Shares of stock issued in connection with the reorganization of a mu- 
tual savings bank may be reserved to satisfy a stock option plan and 
issued pursuant to a restricted stock plan approved by the savings 
bank's stockholders. The aggregate number of shares so reserved and 
issued shall be reasonably proportionate to the number of shares held 
by persons other than the mutual holding company. 


NEW SECTION 


WAC 50-14-120 LIQUIDATION ACCOUNT. (1) The entire 
net worth of a mutual holding company shall constitute a liquidation 
account for the benefit of the depositors of its subsidiary savings 
bank(s). The liquidation account shall not be a fixed amount but may 
increase or decrease over time. The function of the liquidation account 
is to establish that upon the complete liquidation of the mutual holding 
company, the entire net worth of the mutual holding company will be 
distributed among those persons who are the depositors of its subsid- 
iary savings bank(s) as of the date of the liquidation. The designation 
of the mutual holding company's net worth as a liquidation account 
shall not operate to restrict the use or application of the mutual hold- 
ing company's net worth accounts. 

(2) In the event of a complete liquidation of a mutual holding com- 
pany, the entire net worth of the mutual holding company shall be dis- 
tributed ratably among all the depositors of its subsidiary savings 
bank(s) as of the date of the liquidation. 

(3) Upon the conversion of a mutual holding company, the net 
worth of the holding company shall no longer be designated a liquida- 
tion account. Instead, each subsidiary savings bank shall at that time 
establish a liquidation account, which liquidation accounts shall in the 
aggregate equal the mutual holding company's liquidation account as 
of its last periodic report of condition immediately preceding its con- 
version into a stock-form holding company. The liquidation account 
established by each subsidiary savings bank shall be in the same pro- 
portion to the mutual holding company's liquidation account that the 
total deposits of that subsidiary savings bank bears to the total deposits 
of all subsidiary savings banks of the mutual holding company. The 
liquidation account established by a subsidiary savings bank shall 
comply with the rules contained in RCW 32.32.185 through 32.32.205. 


NEW SECTION 


WAC 50-14-130 REORGANIZATION INTO MUTUAL 
HOLDING COMPANY FORM. (1) The mutual holding company 
may retain or acquire assets of the mutual savings bank only to the 
extent permitted by the supervisor. 

(2) A stock savings bank established in connection with a reorgani- 
zation shall reserve no authorized but unissued shares, except as nec- 
essary to satisfy a stock option plan or issued securities convertible into 
stock. 

(3) A plan of reorganization shall contain the provisions referenced 
in RCW 32.32.035, except that it need not provide for the sałe of any 
stock and the aggregate price of any stock sold shall bear the same 
proportion to total estimated pro forma market value of the savings 
bank determined by an independent appraisal that the shares sold bear 
to the total issued and outstanding shares of the savings bank. The 
limitation contained in RCW 32.32.075 shall continue until three years 
after conversion into a stock holding company. 
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NEW SECTION 


WAC 50-14-140 SUBSEQUENT OFFERINGS. (1) Any subse- 
quent offering shall be made pursuant to an offering circular which 
complies with the terms and conditions prescribed in chapter 32.32 
RCW and has been approved by the supervisor, whether the offering 
consists of newly issued shares being offered by the stock savings bank 
or previously issued shares being sold by the mutual holding company. 

(2) The procedures to be followed in conducting a subsequent offer- 
ing may, with the approval of the supervisor, differ from those set out 
in chapter 32.32 RCW so long as eligible account holders' subscription 
rights are not abrogated. Such differences may include, but need not 
be limited to, the distribution of offering circulars only to those eligible 
account holders who have requested them and combining a subscrip- 
tion offering with a public offering. 


NEW SECTION 


WAC 50-14-150 CONVERSION INTO A STOCK HOLDING 
COMPANY. (1) A mutual holding company may convert into a stock 
holding company by any method approved by the supervisor. 

(2) A plan of conversion must include a provision requiring the ex- 
change of shares of a subsidiary savings bank for shares of the result- 
ing stock holding company in a proportion established by independent 
appraisals of the mutual holding company and the subsidiary savings 
bank. 


WSR 92-01-094 
RULES COORDINATOR 
DEPARTMENT OF ECOLOGY 
[Filed December 17, 1991, 3:18 p.m.] 


In accordance with RCW 34.05.310, the rules coordina- 

tor for the Department of Ecology is Eva Shinagel, In- 

formation and Education Office, Mailstop PV-11, 

Olympia, Washington 98504, (206) 438—7256 (SCAN 
585). 

Fred Olson 

Deputy Director 


WSR 92-01-095 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Order 91-13—Filed December 17, 1991, 3:20 p.m.] 


Continuance of WSR 91-22-108. 

Title of Rule: Chapter 173-183 WAC, Preassessment 
screening and oil spill compensation schedule. 

Other Identifying Information: To extend written 
comment period for the draft regulations from 
December 31, 1991, to January 30, 1992. 

Submit Written Comments to: Laura Geselbracht, 
Department of Ecology, PV-11, P.O. Box 47600, 
Olympia, WA 98504-7600, by January 30, 1992. 

Date of Intended Adoption: April 7, 1992. 

December 17, 1991 
Fred Olson 
Deputy Director 
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WSR 92-01-096 
PERMANENT RULES 
DEPARTMENT OF ECOLOGY 
[Order 91-42—Filed December 17, 1991, 3:25 p.m.] 


Date of Adoption: December 17, 1991. 

Purpose: Adoption of revised shoreline master pro- 
gram into the state master program, chapter 173-19 
WAC. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 173-19-2516 Normandy Park, city of. 
Statutory Authority for Adoption: RCW 90.58.200. 

Pursuant to notice filed as WSR 91-20-127 on Octo- 
ber 1, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 17, 1991 
Fred Olson 
Deputy Director 


AMENDATORY SECTION (Amending Order DE 
79-34, filed 1/30/80) 


МАС 173-19-2516 NORMANDY PARK, CITY 
OF. City of Normandy Park master program approved 


April 5, 1974. Revision approved December 17, 1991. 


WSR 92-01-097 
PERMANENT RULES 
DEPARTMENT OF ECOLOGY 
[Order 91-49—Filed December 17, 1991, 3:30 p.m.] 


Date of Adoption: December 17, 1991. 

Purpose: Adoption of revised shoreline master pro- 
gram into the state master program, chapter 173-19 
WAC. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 173-19-3206 City of Pateros. 

Statutory Authority for Adoption: RCW 90.58.200. 

Pursuant to notice filed as WSR 91-17-080 on Au- 
gust 21, 1991. 

Effective Date of Rule: Thirty—one days after filing. 

December 17, 1991 
Fred Olson 
Deputy Director 


AMENDATORY SECTION (Amending Order DE 
79-34, filed 1/30/80) 

WAC 173-119-3206 PATEROS, TOWN OF. Town 
of Pateros master program approved December 16, 
1975. Revision approved March 9, 1976. Revision ap- 
proved December 17, 1991. 


WSR 92-01-098 
EMERGENCY RULES 
DEPARTMENT OF ECOLOGY 


[Order 91-67—Filed December 17, 1991, 3:40 p.m., effective January 
1, 1992] 


Date of Adoption: December 17, 1991. 
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.Purpose: To increase the retail sales fee to $30 and 
remove exemption of masonry fireplaces from collection 
of the fee. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 173-433-170. 

Statutory Authority for Adoption: Chapter 70.94 
RCW and ESHB 1028 (1991). 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that state or federal law or federal rule or a 
federal deadline for state receipt of federal funds re- 
quires immediate adoption of a rule. 

Reasons for this Finding: ESHB 1028 increases the 
retail sales fee from $15 to $30 after January 1, 1992, 
and the rule is being adopted to meet that deadline. 
Collection of the funds on January 1, 1992, is necessary 
to fund the woodstove education and enforcement 
program. 

Effective Date of Rule: January 1, 1992. 

December 17, 1991 
Fred Olson 
Deputy Director 


AMENDATORY SECTION (Amending Order 90—58, 
filed 3/20/91, effective 4/20/91) 


WAC 173-433-170 RETAIL SALES FEE. (1) A 
person selling a solid fuel burning device at retail shall 
collect a fee from the buyer, pursuant to RCW 
70.94.483. 

(2) The fee shall be: 

(a) Set at a minimum of ((fifteerrdolars; unti -Janu- 
ary31,31991)) thirty dollars on January 1, 1992. There- 
after, ecology may annually increase a djust the fee ((ac- 

)) to ac- 


count for inflation as determined by the office of the 
state economic and revenue forecast council Adjust- 


ments in the fee should be rounded down to the nearest 
dollar. 

(b) Applicable to all new and used solid fuel burning 
devices( (; = 


:)). 

(c) Procedures for masonry fireplaces. Generally, con- 
tractors will collect, pay and report the fee to the de- 
partment of revenue on the Combined Excise Tax return 
for the tax reporting period during which the retail sales 
tax is billed to the customer for the construction of the 
masonry fireplace. (See: WAC 458—20-170 for a de- 
tailed explanation.) Collection and payment of the fee 
by contractors shall be in accordance with the following: 

(i) A masonry contractor or other sub—contractor who 
builds a masonry fireplace. The retail sale occurs at the 
time the general or prime contractor or customer is 
billed for the work. The masonry contractor or other 
subcontractor must collect the fee and pay it to the de- 
partment of revenue, unless the masonry contractor or 


other subcontractor has received a resale certificate from 


the general or prime contractor. The fee shall be report- 
ed on the Combined Excise Tax return. 

(ii) A general or prime contractor building a custom 
building. The retail sale occurs at the time the customer 
is billed for the construction. The fee is charged and re- 
ported with the first progress payment after the masonry 
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fireplace has been substantially completed. If a general 
or prime contractor sub—contracts the work on a custom 
building to a masonry or other contractor, the general or 
prime contractor may give the masonry or other subcon- 
tractor a resale certificate. The general or prime contac- 
tor is responsible to collect the fee and pay it to the de- 
partment of revenue. The fee is reported on the Com- 
bined Excise Tax return. 

(iii) A general or prime contractor building a specu- 
lation building. The fee is required to be paid at the time 
the fireplace is complete. The fee must be reported to the 
department of revenue on a Combined Excise Tax return 
and paid to the department of revenue. If the prime or 
general contactor sub—contracts the building of the ma- 
sonry fireplace to a masonry contractor or other sub- 
contractor, the general or prime contractor may not give 
a resale certificate to the masonry or other sub-con- 
tractor. The masonry or other sub—contractor must col- 
lect and pay the fee to the department of revenue as 
provided in subsection (i) above. 

((c)) (d) Procedures for all other solid fuel burning 


devices. Collected by the retailer at the time of sale and 
remitted to the department of revenue in conjunction 
with the retail sales tax under chapter 82.08 RCW. 

(3) If the retailer or contractor fails to collect and re- 
mit the fee to the department of revenue as prescribed in 
chapter 82.08 RCW, the retailer or contractor shall be 
personally liable to the state for the amount of the fee, 
with subsequent actions taken in accordance with the 
collection provisions of chapter 82.32 RCW. 

(4) Beginning July 1, 1990, and each calendar quarter 
thereafter, the funds collected under RCW 70.94.483 
shall be used solely for the purposes of public education 
and enforcement of the solid fuel burning device pro- 
gram. The department shall distribute the funds from 
the woodstove education and enforcement account as 
follows: 

(a) Sixty-six percent of the funds shall be distributed 
to those local air authorities with enforcement programs, 
based upon the fraction of the total state population re- 
siding in the counties within their respective jurisdic- 
tions. Population figures used to establish this fraction 
shall be determined by the office of financial manage- 
ment. Where an activated local air authority does not 
exist or does not implement an enforcement program, or 
elects not to receive the funds, ecology shall retain the 
funds that would otherwise be distributed under this 
subsection; and 

(b) Thirty-four percent of the funds shall be distrib- 
uted to ecology for the purposes of enforcement and ed- 
ucating the public about: 

(i) The effects of solid fuel burning device emissions 
upon health and air quality; and 

(ii) Methods of achieving better efficiency and emis- 
sion performance from solid fuel burning devices. 


Reviser's note: The typographical errors in the above section oc- 
curred in the copy filed by the agency and appear in the Register pur- 
suant to the requirements of RCW 34.08.040. 


Reviser's note: RCW 34.05.395 requires the use of underlining 
and deletion marks to indicate amendments to existing rules. The гше 
published above varies from its predecessor in certain respects not in- 
dicated by the use of these markings. 
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WSR 92-01-099 
WITHDRAWAL OF PROPOSED RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed December 17, 1991, 4:45 p.m.) 


We withdraw WAC 196—24—097 filed under WSR 91- 
21-064 on October 16, 1991. 

Alan E. Rathbun 

Executive Director 


WSR 92-01-100 
WITHDRAWAL OF PROPOSED RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed December 17, 1991, 4:46 p.m.) 


We withdraw МАС 196-24-050 filed under WSR 91- 
21-065 on October 16, 1991. 

Alan E. Rathbun 

Executive Director 


WSR 92-01-101 
PERMANENT RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed December 17, 1991, 4:48 p.m.] 


Date of Adoption: December 6, 1991. 

Purpose: Regulate the practice of engineering and 
land surveying. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 196-12-020 and 196-12—050. 

Statutory Authority for Adoption: RCW 18.43.035. 

Pursuant to notice filed as WSR 91-21-065 on Octo- 
ber 16, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: The amendment to WAC 196-24—050 Ex- 
aminations, is withdrawn. 

Effective Date of Rule: Thirty-one days after filing. 

December 16, 1991 
Alan E. Rathbun PE 
Executive Director 


AMENDATORY SECTION (Amending Order PM 
606, filed 6/4/87) 


WAC 196-12-020 EXPERIENCE RECORDS. (1) 
Evaluation of records: The basic requirement for regis- 
tration as a professional engineer is a specific record of 
eight years or more of approved experience in engineer- 
ing work of a professional grade. The provisions of the 
law are that any experience by college study, as defined 
below, must be substantiated by an official transcript, 
the supplying of which is the responsibility of the 
applicant. 
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(a) Graduation in an approved engineering college 
curriculum of four years is equivalent to four years of 
the required experience. 

(b) Satisfactory completion of each year of such an 
approved engineering curriculum is equivalent to one 
year of experience. 

(c) Graduation in a program in engineering technolo- 
gy approved by the accreditation board for engineering 
and technology (ABET) is equivalent to three years of 
required experience. Satisfactory completion of each 
year of such an approved program is equivalent to three- 
fourths of one year of experience. 

(d) Graduation in a program in engineering technolo- 
gy from a non-ABET approved curricula, however ap- 
proved by the board, is equivalent to two years of re- 
quired experience. Satisfactory completion of each year 
of such a program is equivalent to one-half of one year 
of experience. 

(e) Satisfactory completion of each year of a nonap- 
proved curriculum in engineering may be granted up to 
a maximum of one-half of one year of experience. 
Coursework in such a program must be equivalent to 
that of an approved curriculum to grant maximum ex- 
perience credit. 

(f) Graduation in a curriculum other than engineering 
will be evaluated by the board. 

(g) Postgraduate study in engineering may be given 
credit up to one year. A postgraduate degree must be 
obtained to be granted maximum experience credit. 

(h) Applicants having engineering degrees from 
((outside)) countries other than the United States or 
Canada ((shaH)) may be required to have their tran- 
scripts evaluated by a transcript evaluation service ap- 
proved by the board. This evaluation will be performed 
at the applicant's expense, and the applicant will be re- 
sponsible for submitting all the necessary information to 
the evaluation service. The board shall not take any ac- 
tion on an application until the report from the evalua- 
tion service and all other documents are received. 

i) The board may approve engineering degree pro- 
grams from countries other than the United States and 
Canada. A listing of said approved programs will be 
maintained in the board office. Graduation from such an 


approved program will exempt the applicant from utiliz- 


ing the transcript evaluation service. 
. (2) Colleges recognized by the board: All student's 


credits from curricula approved by the accreditation 
board for engineering and technology are accepted. In 
the state of Washington student's credits from other 
curricula than those approved by the accreditation board 
for engineering and technology may be accepted at the 
discretion of the board. 

(3) In evaluating the work experience required to 
qualify for registration, the following criteria will be 
used: 

(a) In the normal educational sequence, experience 
gained between semesters or quarters will not be consid- 
ered as professional experience. 

(b) In situations where the experience/educational 
track is intermixed with a degree attained late in the se- 
quence, educational achievement will not be counted in 
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addition to work experience in determining total experi- 
ence. However, professional work experience will not 
necessarily be considered as starting subsequent to grad- 
uation but will be evaluated in total with consideration 
given to progression in level of technical complexity and 
responsibility. 

(c) Where a degree is not attained, but at least three 
years of education in an approved curriculum has been 
completed prior to a work experience track, the educa- 
tion will be considered in conjunction with the work ex- 
perience in determining the total years of experience. 

(d) Engineering teaching of a character satisfactory to 
the board may be recognized as professional level expe- 
rience up to a maximum of two years. 

(e) Any work experience gained in a situation which 
violates the provisions of chapter 18.43 RCW or Title 
196 WAC will not be credited towards the statutory ex- 
perience requirement. 

(f) The statutory experience requirement to qualify 
for examination must be completed sixty days prior to 
the date of examination. Furthermore, the applicant is to 
provide the necessary verification of said experience up 
to the sixty-day limit. 

(4) An applicant must have passed the first stage of 
the examination and be enrolled as an E.I.T. in accord- 
ance with WAC 196-12-050 before applying for the 
second stage or branch examination. 


AMENDATORY SECTION (Amending Order PL 
454, filed 1/25/84) 


WAC 196-12-050 EVALUATION OF CANDI- 
DATES FOR ENGINEERING LICENSES. (1) A 
candidate who is enrolled as an E.I.T. is required to 
write only the examination in the branch approved by 
the board. 

(2) Candidates (( i 

i i 1 )) who have had at 
least ((seventeen-additronal)) twelve years of experience 
satisfactory to the board (( t 


years-of-experience})) and hold a baccalaureate degree 
in an approved engineering curriculum may request that 


the fundamental examination be waived and ((may)) 
that they be permitted to write the branch examination 
only. 

(3) A professional land surveyor seeking registration 
as a professional engineer should refer to WAC 196-12- 


020. 


WSR 92-01-102 
NOTICE OF PUBLIC MEETINGS 
SKAGIT VALLEY COLLEGE 
[Memorandum— December 12, 1991] 


The board of trustees of Skagit Valley College, Com- 
munity College District No. 4, will hold its regular 
meetings at 7:15 p.m. on the second Tuesday of each 
month in 1992, except for the month of August when 
there is no meeting. All of these meetings will be held in 
the Campus Center Annex Board Room on the Mount 
Vernon Campus, except the April meeting which will be 
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held at the Whidbey Campus in the Administration 
Building, 1201 East Pioneer Way, Oak Harbor, WA. 


The dates of the regular meetings are: 


January 14 
February 11 
March 10 
April 14 
May 12 
June 9 

July 14 
September 8 
October 13 
November 10 
December 8 


WSR 92-01-103 
NOTICE OF PUBLIC MEETINGS 
TRANSPORTATION COMMISSION 
[Memorandum— November 12, 1991] 


Listed below is the Washington Transportation Com- 
mission's 1992 public meeting schedule. 


1992 MEETING SCHEDULE 


DATE LOCATION 
January 22, 23 Olympia 
February 19, 20 Olympia 
March 18, 19 Olympia 
April 15, 16 Renton 
May 20, 21 Olympia 
June 17, 18 Olympia 
July 15, 16 Aberdeen 
August 19, 20 Olympia 
September 16, 17 Spokane 
October 21, 22 Olympia 
November 18, 19 Olympia 
December 16, 17 Olympia 


Specific times and locations for out-of-town meetings 
will be confirmed at a later date. Meetings in Olympia 
will be held in the Commission Conference Room, 10-2, 
Transportation Building. 


WSR 92-01-104 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 


[Filed December 18, 1991, 10:40 a.m., effective January 31, 1992, and 
August 31, 1992] 


Date of Adoption: December 18, 1991. 

Purpose: To define terms and explain procedures used 
by the department in implementing chapter 39.12 RCW, 
requiring payment of prevailing wages on public works 
projects. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 296-127-016; and amending WAC 
296—-127-010, 296-127-011, 296-127-013, 296-12-014, 
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296-127-015, 296-127-017, 296-127-019, 296-127- 
020, 296-127-025, and 296-127-320. 
Statutory Authority for Adoption: RCW 43.22.270. 
Other Authority: Chapters 39.12 and 39.04 RCW. 
Pursuant to notice filed as WSR 91—14—104 on July 3, 
1991; and WSR 91-20-068 on September 26, 1991. 
Changes Other than Editing from Proposed to Adopt- 
ed Version: The general subject matter of each section of 
the rule as adopted remains the same as the proposed 
rule. The following changes that are not purely editorial 
in nature were made by the department after receipt and 
review of comments concerning the proposed rule: WAC 
296-127-010(6), the adopted rule has incorporated the 
statutory definition of "municipality" into the rule, rath- 
er than merely incorporating the definition by reference. 
In addition, the adopted definition includes "political 
subdivisions." Both of these changes were made in re- 
sponse to comments received, and were requested for 
purposes of clarity and ease of understanding for those 
who may not have easy access to the statutory language; 
WAC 296-127-010 (7)(a)Gi), the language of the stat- 
шогу definition of public work (i.e., "construction, alter- 
ation, enlargement, improvement, repair, and/or demoli- 
tion") was added to the adopted rule, for purposes of 
clarity and consistency. In addition, the example of a 
lien or charge was deleted. Based on review of comments 
provided to the department, the department concluded 
that the statutory language was broader than that im- 
plied by the example, and determined that the example 
should be deleted to avoid confusion; WAC 296-127- 
010 (7)(a)(iv), the extent regulatory language was rein- 
stated by the adopted rule, by the substitution of "exist- 
ing" for "currently utilized," based on comments re- 
ceived. The department determined that the term "exist- 
ing" was consistent with statutory intent, while the 
phrase "currently utilized" artificially distinguished be- 
tween buildings in a manner that would be administra- 
tively burdensome to contract awarding agencies; WAC 
296-127-010 [(7)](b)(iii), the adopted rule has simpli- 
fied ambiguous distinctions between maintenance and 
ordinary maintenance by establishing a new distinction 
that defines ordinary maintenance as that subset of 
maintenance that is performed without a contract. This 
clarification was suggested by commentors as a means of 
resolving long-standing ambiguities presented by this 
provision in the statute. In addition, the proposed lan- 
guage concerning disaggregation of maintenance work 
was deemed to be unnecessary and confusing, as there is 
no minimum dollar amount that defines ordinary versus 
other maintenance. Therefore, the adopted rule deletes 
the reference to disaggregation of projects; WAC 296- 
127-013(8), in the adopted rule the department has 
provided for a public notice and comment process con- 
cerning new or changed scope of work descriptions. Fur- 
ther, the department has outlined the process for an ag- 
grieved party's challenge of a scope of work description 
through the prevailing wage arbitration process. Notice, 
comment, and review procedures were requested by 
commentors as a complement to the provisions of this 
section of the proposed rule; WAC 296-127-014, in re- 
sponse to comments, this section was thoroughly revised. 
Commentors stated that they believed the section as 
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proposed conflicted with federal statutory provisions. 
The department, therefore, revised the section to make 
clear that employers voluntarily decide whether to pro- 
vide usual benefits to their employees, and that usual 
benefits provided must be provided consistent with ap- 
plicable federal and state statutes and regulations. Post- 
ing requirements were deleted. Commentors also re- 
quested other clarifications. The language as adopted, 
therefore, clarifies that the full prevailing wage rate 
must be paid if usual benefits are not provided by an 
employer, and that employee payments or contributions 
toward usual benefits do not reduce the rate that must 
be paid to employees. Additionally, the language has 
been clarified concerning employer payments for the 
purpose of providing for employees' retirement income; 
WAC 296-127-01410, a new section has been adopted. 
As discussed in the paragraph above, posting require- 
ments concerning usual benefits were deleted in response 
to comments received by the department. This section 
was added in order to clarify that, although the posting 
requirements of WAC 296-127-014 have been deleted, 
each employer must conform to all employee-notifica- 
tion provisions of applicable federal and state laws, and 
that, if an employer chooses to provide usual benefits to 
its employees and, therefore, pay wages less than the 
prevailing wage rate, the department has the authority 
to examine the documents concerning such usual benefits 
in order to enforce the department's statutes and regula- 
tions; WAC 296-127-015 (2)(b), the language was 
changed from "more than fifty percent" of hours worked 
by a supervisor to "fifty percent or more," in order to 
conform the language to that of WAC 296-127-015 
(2)(a), which refers to hours that are "less than fifty 
percent" of those worked by a supervisor; WAC 296— 
127-019 (1)(b), the adopted language allows wage and 
benefit adjustments to trades or occupations where "the 
most recently established prevailing wage rates were de- 
rived from a collective bargaining agreement" rather 
than only those trades or occupations where the wage 
rates were established by survey, as had been provided 
by the proposed rule. This change was made to achieve 
greater uniformity of application of the rules; WAC 
296-127-019 (3) and (4), the language has been 
changed from "union locals" to "labor unions" in re- 
sponse to comments that it is not exclusively local unions 
that are signatory to collective bargaining agreements or 
that represent workers in trades or occupations surveyed 
by the department. The change clarifies the department's 
original intent; WAC 296-127-019 (3)(b), the adopted 
rule adds provisions for notification to trade associations 
and to unions of proposed wage surveys and of the actu- 
al mailing of wage surveys. Commentors had requested 
more notification concerning the survey process; WAC 
296-127-019 (4)(d), the adopted rule adds a new sub- 
section that provides for interested parties to submit 
wage and hour data to the department if such data are 
obtained from certified payroll records and/or affidavits 
of wages paid. This change was made in order to clarify 
the limitations on who may submit what sorts of data: 
Only those parties identified in subsections (a) through 
(c) may submit general survey data; interested parties 
(defined in RCW 39.12.010(4)) may submit only the 
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data provided by this subsection. Commentors stated 
that interested parties should not have the ability to 
submit other data than those provided by this subsection, 
as the department could not rely upon the completeness 
or accuracy of other data, and would be unable to verify 
such information; WAC 296-127—019(5), the adopted 
rule adds a new subsection that sets out provisions for 
the department's affidavit forms to include the informa- 
tion that may be submitted to the department pursuant 
to WAC 296-127-019 (4)(d). This was necessary in or- 
der to assure integrity of the data that may be submitted 
by interested parties; WAC 296—-127—019(6), the adopt- 
ed rule clarifies that what had been stated in the pro- 
posed rule as "the minimum number (of hours neces- 
sary) for validation of survey data" is a "statistically 
significant number of hours." Commentors had request- 
ed clarification. In addition, the adopted rule deletes the 
factor of similarity of counties! "socio-economic type" 
for purposes of aggregation. In response to comments, 
this deletion was made recognizing that public works 
jobs draw on a labor pool based on geographical consid- 
erations, and, therefore, the concept of adjacency should 
be the primary factor considered in determining which 
counties are to be aggregated; WAC 296—-127—019(7), 
the adopted rule deletes the ability of the industrial 
statistician to use federal cost of living indicators in set- 
ting prevailing wage rates. The department determined 
that there was not a substantiated nexus between in- 
creases in the cost of living and wages actually paid. 
This deletion was requested by commentors. In addition, 
the adopted rule articulates and limits the circumstances 
in which the industrial statistician may use alternative 
methods for establishing a prevailing wage rate. 
Commentors were concerned that the rule as proposed 
granted unlimited discretion to the industrial statistician, 
and, as that was not the department's intent, the adopted 
rule clarifies when the industrial statistician will have 
the authority to use alternative methods. The adopted 
rule deletes the use of alternative methods "to establish 
wages for trades utilizing new technologies with new 
scope of work descriptions." This change was made in 
response to comments that a trade still remains the same 
even though the trade may use new technology to ac- 
complish its traditional tasks. Therefore, if a trade re- 
mains the same, the need for an alternative method to 
establish a prevailing wage rate should not be deter- 
mined simply by the technology used by that trade; 
WAC 296-127—022, the adopted rule clarifies that work 
performed on Saturdays, Sundays, and holidays may be 
subject to an overtime rate even if performed as part of 
an employee-authorized 4-day, lO-hours-per-day work 
week, and that the "4/10 authorization" process provid- 
ed by RCW 49.28.065 does not supersede the terms of 
prevailing wage rates established pursuant to chapter 
39.12 RCW. Language in the proposed rule concerning 
"make-up time performed on weekends" was deleted. 
The reference in the proposed rule to a regulatory defi- 
nition of "work week" also was deleted. These changes 
were requested by commentors who stated that the pro- 
posed rule was not sufficiently clear, was misleading in 
its failure to put employers on notice concerning possible 
overtime rates on weekends, and did not conform to the 
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holding of the Thurston County Superior Court's Hazen 
and Clark v. Department of Labor and Industries deci- 
sion concerning RCW 49.28.065; WAC 296-127-025, 
the adopted rule deletes the last sentence of the proposed 
rule which referred to projects funded by the Depart- 
ment of Housing and Urban Development (HUD), and 
states, instead, that the state prevailing wage rate shall 
be paid on projects funded jointly by the federal and 
state governments "unless specifically preempted by fed- 
eral law." This change was made in response to 
commentors who stated that the language of the pro- 
posed rule could expose contract awarding agencies and 
contractors to potential liability, as the federal preemp- 
tion on HUD projects is not settled law in the state of 
Washington; WAC 296-127-050, the adopted rule pro- 
vides that the department shall be notified within 30 
days of a contract awarding agency's debarment of a 
contractor pursuant to this section. This requirement 
was added to insure that the department would be able 
to continue to provide to interested parties fully current 
lists of contractors that have been debarred. This assists 
in enforcement, as well as assisting other government 
agencies whose bid laws require them to accept only the 
lowest "responsible" bid by putting those agencies on in- 
quiry notice concerning the debarred contractor; and 
WAC 296-127-320, the adopted rule clarifies that em- 
ployee overtime authorizations entered into pursuant to 
WAC 296-127-022 are payroll records and clarifies that 
payroll records must be retained for three years from the 
date of acceptance of the public works project by the 
contract awarding agency. The three-year period con- 
forms to employers' other, general record-keeping re- 
quirements concerning wages (WAC 296-126-214). The 
three-year period begins on the date of "acceptance of 
the public works.project" by the contract awarding 
agency. This provision is consistent with the requirement 
of the prevailing wage law that documentation concern- 
ing wages paid on a public works project be filed with 
the contract awarding agency by each contractor and 
subcontractor upon the "acceptance of (the) public 
works project" (RCW 39.12.040). 

Effective Date of Rule: WAC 296-127-018 is effec- 
tive on August 31, 1992; and all other sections are ef- 
fective on January 31, 1992. 

December 18, 1991 
Joseph A. Dear 
Director 


READOPTED/AMENDATORY 


SECTION (Кеадорііпр and Amending Order 88-22, 
filed 10/31/88) 


WAC 296-127-010 DEFINITIONS FOR CHAP- 
TER 296-127 WAC. (1) "Department" means the de- 
partment of labor and industries. 

(2) "Director" means the director of the department 
or his or her duly authorized deputy or representative. 

(3) "Industrial statistician" means the industrial stat- 
istician of the department's employment standards, ap- 
prenticeship, and crime victims (ESAC) division. 

(4) "Assistant director" means the assistant director 
of the employment standards, apprenticeship, and crime 
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victims (ESAC) division or his or her duly authorized 
deputy or representative. 
(5) "Contractor" ((ineludes-subeontractor)) means: 
(2) The prime contractor, and each and every subcon- 
tractor, required to be registered under chapter 18.27 
RCW and/or licensed under chapter 19.28 RCW, that 
performs any work on a public works project site, and/or 


is required to pay industrial insurance premiums as a 


construction company. 
(b) Employers engaged in shipbuilding and ship re- 


pair, building service maintenance, and any fabricator or 


manufacturer that produces nonstandard items specifi- 


cally for a public works project. 
(c) Employers that contract with contractors or sub- 


contractors for the purpose of the production and [or de- 
livery of materials pursuant to the terms of WAC 296- 
127-018. 

(6) The term municipality shall include every city, 
county, town, district, political subdivision, or other 
public agency thereof which is authorized by law to re- 
quire the execution of public work, except drainage dis- 
tricts, diking districts, diking and drainage improvement 
districts, drainage improvement districts, diking im- 
provement districts, consolidated diking and drainage 
improvement districts, consolidated drainage improve- 
ment districts, consolidated diking improvement dis- 
tricts, irrigation districts, or any such other districts as 
shall from time to time be authorized by law for the 
reclamation or development of waste or undeveloped 
lands. : . 

(7)(a) The term "public work" shall include: 

(i) АП work, construction, alteration, enlargement, 

improvement, repair, and/or demolition ((to-whteh-any 


istrict; ; )) that is 
executed by contract, purchase order, or any other legal 
agreement((; i 1 


Р i H N 4 ł H } . } } £ i + f 
struction-which)) and that is executed at the cost of the 
state of Washington or of any municipality. The source 
of the funding shall not determine the applicability of 


the statute, and may include, but is not limited to, such 
sources as those payments made through contracts with 


insurance companies on behalf of the insured state or 
municipality; 

(ii) All work, construction, alteration, enlargement, 
improvement, repair, and/or demolition which, by law, 
constitutes a lien or charge on any property of the state 
or of a municipality; 


(iii) New construction of facilities that are caused by 
state agencies to be built by a private party through a 


contract to rent, lease, or purchase at least eighty per- 
cent of such facility for occupation by ((a)) state 


:)) agencies, 
pursuant to RCW 43.82.015; 
((Purblie—work-shati-aiso-inchiude)) (iv) Maintenance, 


except ordinary maintenance as defined by (b)(iii) of 
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this subsection, when performed by contract. ((For-the 
purpose—of-this—section;)) Maintenance is defined as 
keeping existing facilities in good usable, operational 
condition( (7withrout-repairimg-damages-or—breaks-—Fhe 


term-contract-shall-mean-a-contract-m-writing forthe 
exccution-of public work fora fixed oF ete ma me 
m š dis after ad A gis oe 
smat-works-roster-need-not-be-advertisec:)); 

((ЄЗ)) (v) Janitorial and building service mainte- 
nance as defined by WAC 296-127-023, when per- 


formed by contract, on public buildings and/or assets; 
and 

(vi) The fabrication and/or manufacture of nonstand- 
ard items produced by contract specifically for a public 
works project as defined by (a)(i) through (v) of this 
subsection. 

(b) The term "public work" shall not include: 

(i) Work, construction, alteration, enlargement, im- 
provement, repair, demolition, and/or maintenance for 
which no wage or salary compensation is paid, consistent 
with the requirements of RCW 35.21.278; 

(ii) The construction, alteration, repair, or improve- 
ment of any municipal street railway system; 

(iii) Ordinary maintenance which is defined as work 
not performed by contract and that is performed on a 
regularly scheduled basis (e.g.. daily, weekly, monthly, 


seasonally, semiannually, but not less frequently than 
once per year), to service, check, or replace items that 


are not broken; or work not performed by contract that 


is not regularly scheduled but is required to maintain the 
asset so that repair does not become necessary. 

(8) "Contract" means a contract, purchase order, or 
any other legal agreement in writing for public work to 
be performed for a fixed or determinable amount, which 


is duly awarded after advertisement and competitive bid. 
A contract that is awarded from a small works roster, or 


under the emergency provisions of state law, need not be 
advertised. 

(9) "Residential construction" means construction, al- 
teration, repair, improvement, Or maintenance of single 
family dwellings, duplexes, apartments, condominiums, 
and other residential structures not to exceed four stories 
in height, including basement, when used solely as per- 
manent residences. It does not include the utilities con- 
struction (water and sewer lines), or work on streets, or 
work on other structures (e.g., for recreation and 
business.) 


READOPTED/AMENDATORY 
SECTION  (Readopting and Amending Order 88—22, 


filed 10/31/88) 


WAC 296-127-011 TIME FOR DETERMINING 
PREVAILING WAGE. (1) Prevailing wage rates for 
all public work contracts will be determined by the 
((department)) industrial statistician and published 
((onły)) on the first business day of February and the 
first business day of August of each year. (("H-prevait- 
ing-wage)) These rates shall become effective thirty days 


after ((they-are-published-—Awarding agencies must-Tn= 
tud hedute-of-ti nene blished d 
wage-rates-in-the-contract-documents-for-cach contract: 
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i : 
ind dud E inctude a 5 of the appłicab ч 
cach-one of their subcontractors- 

€2))) the date of publication. However, the industrial 
statistician may revise an established prevailing wage 
rate in response to an administrative or judicial finding 
overturning the established rate, or at any time neces- 
sary to correct an error, with such revision becoming ef- 
fective thirty days after the date of publication. Howev- 
er, in the event of an emergency as determined by the 
director of the department, such revised rate shall take 
effect upon publication. 

(2) The department shall establish deadlines for the 
submission of: 

(а) Completed wage surveys, for inclusion of submit- 
ted data in the survey computations; 

b) Newly ratified collective bargaining agreements 
for inclusion in the semiannual prevailing wage 
publication; 

(c) Notice of collectively bargained wage and benefit 
adjustments, and/or relevant contractual changes, for 
inclusion in the semiannual prevailing wage publication; 
and 

(d) Notice of changes in apprenticeship standards and 
incremental wage rates for inclusion in the semiannual 
prevailing wage publication. 

3) The applicable prevailing wage rates for a given 
public works contract will be determined as follows: 


(a) For all public works contracts, except janitorial or 
building service maintenance contracts, the applicable 


prevailing wage rates ((which)) shall be the rates that 
are in effect on the date when ((the)) bids by ((the)) 
prime contractors are ((required-to-be-submitted)) due 
for submission to ((the)) contract awarding ((public 


paid)) agencies. These rates shall remain in effect for the 


duration of the contract. 

(b) If ((the)) contracts ((1s)) are not awarded within 
six months of ((this)) the date bids are due, the applica- 
ble prevailing wage rates ((whrch)) shall be those that 
are in effect on the date ((when)) the contract is award- 
ed ((are-the prevailing wage)). These rates ((whtch-must 
be-paid)) shall remain in effect for the duration of the 
contract. 

((327 H-amagreement)) (4) If a contract for public 
work((s)) is not awarded pursuant to bids, the applicable 
prevailing wage((s-which)) rates shall be those that are 
in effect on the date when the ((agreement)) contract is 
executed (( 
patd)). These rates shall remain in effect for the dura- 
tion of the ((agreement)) contract. 

(5) A schedule of the applicable prevailing wage rates 
must be included by: 

(a) Contract awarding agencies, in the bid specifica- 
tions and contract documents for each contract. 

(b) Contractors, in the bid and/or contract documents 
provided to subcontractors. 


READOPTED/AMENDATORY 


SECTION (Readopting and Amending Order 88-22, 
filed 10/31/88) 
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WAC 296-127-013 SCOPE OF WORK DEFINI- 
TIONS. (1) In order ((for-the industriatstatistretan)) to 
determine applicable prevailing wage rates, the industri- 
al statistician will issue scope of work ((definitions—are 
necded)) descriptions for each trade and occupation rec- 
ognized as being involved in public work. 

((69)) (2) The industrial statistician may ((promuł= 
gate)) issue scope of work descriptions, using authorita- 
tive sources available to the department, such as((;-but 
nottimitedto)): 

(a) Washington state apprenticeship and training 
council approved apprenticeship standards; 

(b) Collective bargaining agreements; 

(c) ((Bretionary)) Dictionaries of occupational titles; 

(d) Experts from organized labor, licensed contrac- 
tors, and contractors’ associations; 


(e) Recognized labor and management industry 
practice. 

3) The applicable prevailing wage rates for workers 
employed on public works projects shall be determined 
by the scopes of work performed by those workers, and 
not by their specific job titles. 

((€2)) (4) Scope of work ((definitions)) descriptions 
may be established or revised ((onty)): 

(a) On the first business day of February and the first 
business day of August each year((—Scope-of-work-defi- 


)) along 

with the prevailing wage publication; or 

(b) In response to an administrative or judicial find- 
ing, or at any time necessary to correct an error. 

(5) All scope of work descriptions shall become effec- 
tive thirty days after their establishment or revision. 

(6) The applicable scope of work description for a 
public works contract is the scope of work description 


that is in effect on the date that the bids are due to be 


submitted to the contract awarding agency. If the con- 


tract is not awarded within six months of the bid due 


date, then the applicable scope of work description shall 


be that which is in effect on the date that the contract is 


awarded. The same scope of work description shall re- 
main in effect for the duration of the contract. 

(7) The department shall make scope of work de- 
scriptions available to all interested parties upon request. 

(8) The department shall notify trade associations, la- 
bor organizations, and public agencies, reasonably 
known to be affected, prior to adopting new scope of 
work descriptions or changes or additions to existing 
scope of work descriptions, and shall provide sixty days 
from the date of issuance for comment. In the event a 
dispute arises regarding a scope of work description fol- 
lowing the award of a public works contract, the ag- 
grieved party may request an arbitration hearing pursu- 


ant to the provisions of RCW 39.12.060, WAC > 
127—060, 296-127-061, and 296-127—062. 


READOPTED/AMENDATORY 


SECTION  (Readopting and Amending Order 88-22, 
filed 10/31/88) 
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WAC 296-127-014 USUAL BENEFITS. (1) Em- 


ployers are not required to establish "usual benefit"_pro- 
grams. If an employer chooses not to provide such bene- 
fits, however, wages paid must be at the full prevailing 
wage rate as defined by RCW 39.12.010. 

(2) То be deemed a "usual benefit," the following re- 
quirements must be satisfied: 

(a) Employer payments for the usual benefit shall be 
made only in conformance with all applicable federal 
and state laws, including the requirements of the Em- 
ployment Retirement Income Security Act of 1974, as 
amended, and of the Internal Revenue Service; and 

(b) Employee payments toward the usual benefit, 
through self-contribution, payroll deduction, or other- 
wise, shall not constitute a credit to the employer for 


prevailing wage purposes. 
(3) "Usual benefits" are limited to the following: 


((CH))(a) Health and welfare payments. This is 
((group)) medical insurance, which may include dental, 
vision, and life insurance. ((€State-or-federatstatutority 
mandated)) Insurance programs providing protection 
against industrial accidents((;)) or occupational illnesses 
which are mandated by state or federal statutes, and all 
related mandatory forms of protection, shall not qualify 
as health and welfare i insurance. (0) | 

(b) (( 
ter-of-acceptance-or-approvak)) Employer payments on 
behalf of a person employed for the purpose of providing 


retirement income. 

(c) Vacation payments made either directly to the 
employees or into a vacation fund, provided these bene- 
fits are paid to the employees. 

(d) Apprentice training fund. Payments made to 
training programs approved or recognized by the 
Washington state apprenticeship and training council. 

(e) Paid holidays. Payments made to employees for 
specified holidays. 

((23)) (4) Any fringe benefits required by other local, 
state, or federal laws do not qualify as "usual benefits." 


NEW SECTION 


WAC 296-126-01410 INFORMATION CON- 
CERNING PREVAILING WAGE USUAL BENE- 
FITS. (1) Contractors and employers shall conform to 
all posting and employee notification requirements pro- 
vided by applicable federal and state laws concerning 
usual benefits plans. 

(2) Contractors and employers must have, and make 
available to the department upon request, copies of all 
documents concerning usual benefits, as identified in 
WAC 296-127-014, for which employer payments are 
made. 

Reviser's note: The above new section was filed by the agency as 
WAC 296-126-01410. This section is placed among sections forming 
in chapter 296-127 WAC, and therefore should be numbered WAC 


296-127-01410. Pursuant to the requirements of RCW 34.08.040, the 
section is published in the same form as filed by the agency. 


READOPTED/AMENDATORY 
SECTION  (Readopting and Amending Order 88-22, 


filed 10/31/88) 
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WAC 296-127-015 APPLICABILITY OF PRE- 
VAILING WAGES FOR SUPERVISORS. Determi- 
nations as to whether individuals are. workers, laborers, 
or mechanics are based on the ((duties)) scope of work 
actually performed by the individuals, rather than the 
title of ((the)) their occupations. 


(1) Where additional supervisory duties are required 
of workers, laborers, or mechanics by statute or regula- 
tion, the industrial statistician shall establish a rate of 
pay for a work classification to be called "journey level 
in charge." These rates shall be published in the semi- 


annual prevailing wage publication. 
(2) Supervisors (e.g., foremen, general foremen, su- 


perintendents, etc.) are entitled to ((the)) receive at 
least the journey level prevailing rate of wage ((rf-they 
perform)) for performing manual or physical labor: 
(a) For each hour spent in the performance of manual 
or physical labor if it is for more than twenty percent 


but less than fifty percent of their hours worked on a 
public works project during any given week. ((Supervi= 


, 


pay for-the-type of work-thcy-performed, for-aH-hours 


€2))) (b) For all hours worked in any given week if 
they perform manual or physical labor for fifty percent 
or more of their hours worked on a public works project 
during such week. 

(3) If supervisors subject to the ((journeynran)) jour- 
ney level prevailing wage rate are paid a salary, the 
compensation (salary divided by number of hours 
worked) must be equal to or greater than the prevailing 
wage rate for the type of work performed. 


AMENDATORY SECTION (Amending Order 82-28, 
filed 8/27/82) 


WAC 296-127-017 NOTICE OF WAGE DE- 
TERMINATIONS. Current prevailing wage data will 
be furnished by the office of the industrial statistician 


upon request. езана 


З = at i ыты o x3 
CFeltephone-(206)-753—4019))) 
NEW SECTION 


WAC 296-127-018 COVERAGE AND EXEMP- 
TIONS OF WORKERS INVOLVED IN THE PRO- 
DUCTION AND DELIVERY OF GRAVEL, CON- 
CRETE, ASPHALT, OR SIMILAR MATERIALS. 
The materials covered under this section are sand, grav- 
el, crushed rock, concrete mix, asphalt, or other similar 
materials. 

(1) Workers are subject to the provisions of chapter 
39.12 RCW when they are employed by a contractor as 
defined by WAC 296-127-010 (5)(c) and: 

(a) They are engaged for a public works project in the 
production of the above-listed materials in a sand or 
gravel pit, rock quarry, concrete mixing plant, or other 
similar facility; or 
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(b) They are engaged in the transportation of the 
above-listed materials for use on a public works project, 
whether or not they perform any work on the project 
site. 

(2) AII workers, regardless of by whom employed, are 
subject to the provisions of chapter 39.12 RCW when: 

(a) They deliver any of the above-listed materials to a 
public works project site and perform any spreading, 
leveling, rolling, or otherwise participate in any incorpo- 
ration of the materials into the project; or 

(b) They wait at or near a public works project site to 
participate in the incorporation of any of the above- 
listed materials into the project; or 

(c) They remove any materials from a public works 
construction site pursuant to contract requirements or 
specifications (e.g., excavated materials, materials from 
demolished structures, cleanup materials, etc.); or 

(d) They work in a materials production facility (e.g., 
batch plant, borrow pit, rock quarry, etc.,) which is es- 
tablished for a public works project for the specific, but 
not necessarily exclusive, purpose of supplying materials 
for the project. 

(3) Workers are not subject to the provisions of chap- 
ter 39.12 RCW when: 

(a) The employees' duties do not include spreading, 
leveling, rolling, or otherwise participating in the incor- 
poration of the delivered materials into a public works 
project, and they are employed by an established mate- 
rials supplier either in the production or delivery of sand, 
gravel, crushed rock, concrete mix, asphalt or other sim- 
ilar materials; 
^. (b) By a common or contract carrier trucking compa- 
ny principally or exclusively engaged in the hauling or 
delivery of such products, and the employees' duties do 
not include spreading, leveling, rolling, or otherwise par- 
ticipating in the incorporation of the delivered materials 
into a public works project; or 

(c) Their employer is engaged in the production and 
stockpiling of such materials for unspecified future. use 
by the state of Washington or by municipalities as de- 
fined by RCW 39.04.010. 

(4) The applicable prevailing wage rate shall be dc- 
termined by the locality in which the work is performed. 
Workers subject to the provisions of chapter 39.12 
RCW, as outlined in subsection (1) of this section, who 
produce such materials at an off-site facility shall be 
paid the applicable prevailing wage rates for the county 
in which the off-site facility is located. Workers subject 
to the provisions of chapter 39.12 RCW, as outlined in 
subsection (1) of this section, who deliver such materials 
to a public works project site shall be paid the applicable 
prevailing wage rates for the county in which the public 
works project is located. 


READOPTED/AMENDATORY 


SECTION  (Readopting and Amending Order 88-22, 
filed 10/31/88) 

WAC 296-127-019 SURVEY METHODOLOGY. 
(1) The industrial statistician ((witt-use—two-methods 
to)) shall establish ((er-update)) prevailing wage rates((- 
TFhey-witl-be)) by: 
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(a) ((Bata-coltected-by)) Conducting wage and hour 
surveys((;andfor 


and occupations; 


(b) Adopting the wage and benefit adjustments estab- 


lished in collective bargaining agreements for those 


trades or occupations where ((a-recent-wage-survey-has 


)) for established trades 


When-wage-surveys-are-condueted, the method-wilt-be 
as—fottows:)) the most recently established prevailing 
wage rates were derived from a collective bargaining 
agreement; and/or 

(c) In instances when the procedures established in 
(a) and (b) of this subsection are not feasible, employing 
other methods deemed appropriate by the industrial 
statistician as set out in subsection (8) of this section. 

(2) The department will determine the identity of em- 
ployers to be surveyed for a specific trade ог occupation 


by (( 


| | 
> : рыр Beate Emi ARE > ae & = 


. contractors)) 
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a) Mailing trade and occupation questionnaires to all 


contractors whose registration under chapter 18.27 
RCW or license under chapter 19.28 RCW is active; 


b) Mailing trade and occupation questionnaires to 


Washington state department of transportation prequali- 
fied contractors; and 

(c) Compiling and maintaining lists of employers that 
are not required to be registered under chapter 18.27 
RCW or licensed under chapter 19.22 RCW, but that 
employ workers in building service maintenance, in 
shipbuilding or ship repair, in the fabrication and/or 
manufacture of nonstandard items produced specifically 
for a public works project, and/or in the production and 
delivery of materials as defined in WAC 296-127-018. 
Trades and occupations utilized by the shipbuilding and 
ship repair industries shall not have their survey data 
combined with their construction counterparts, for the 
purpose of establishing prevailing wage rates for that 


industry. 
(3)(a) Wage survey forms will ((them)) be mailed to: 


((6))) (i) Those contractors ((who-have-indicated-on 


the)) and employers whose businesses currently are ac- 
tive and were active during the established survey peri- 
od, and whose response to the trade and occupation 


questionnaire indicates that they employ one or more of 
the trades or occupations s being surveyed; and 

((€b)-Fo)) (ii) Labor unions ((łocałs)) representing 
workers in the trades or occupations being surveyed. 

(b) The department annually shall mail to state-wide 
trade associations and state-wide labor organizations a 
proposed schedule of trades intended to be surveyed 
during the upcoming fiscal year. In addition, the depart- 
ment shall notify those state—wide trade associations and 
labor organizations, reasonably known to be affected, of 
the mailing of wage surveys. 

(4) ((Fhe-data-from-the)) Data reported on survey 


forms may be verified by the department, and will 


((onty)) be used ((by—the—department-if)) only when 
submitted on behalf of or by: 
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(a) Individual contractors identified by a contractor 


registration number that currently is valid, and was valid 
during the established survey period; 

(b) Employers that are not required to be registered 
under chapter 18.27 RCW or licensed under chapter 
19.28 RCW, that directly employ and supervise workers 
as employees in building service maintenance, in ship- 
building or ship repair, in the manufacture of nonstand- 
ard items specifically produced for a public works 


project, or in the production and delivery of materials, as 
defined in WAC 296-127-018; 


(c) Labor unions submitting wage and hour data on 


behalf of contractors and/or employers who are signato- 
ry to those unions' collective bargaining agreements cov- 
ering the trade or occupation being surveyed; or 

(d) Interested parties providing wage and hour data 
by trade and occupation from certified payroll records 
and/or from hours reported by trade and occupation on 
affidavits of wages paid, according to guidelines estab- 
lished by the department. 

(5) The department shall use affidavit forms that in- 
clude a requirement that contractors report the actual 
number of hours worked by each trade and occupation 
utilized on the public works project for which the affida- 
vit is filed. 

(6) Valid data reported on wage surveys shall be cal- 
culated, as follows: 

(a) If the majority of hours ((werkedbyany)) re- 
ported for a trade or occupation in the largest city in a 
county is paid at ((one-specific)) the same wage rate, 
then that rate ((is)) shall be established as the prevailing 
wage rate. 

(b) If ((no-simgle)) the same wage rate is not reported 
to have been paid ((to)) for the majority of ((workers-m 
the-same)) hours reported in the largest city in a county 
for a trade or occupation, then the average wage rate 
((rs)) shall be established as the prevailing wage rate, 
based on a weighted average of the hours, wages, and 
benefits reported in the largest city. 

(c) If a statistically significant number of hours fails 
to be reported for the largest city in a county, then the 
average wage rate for the county is established as the 
prevailing wage, based on a weighted average. 

(d) If there fails to be reported for an entire county, 
sufficient hours to validate the survey data, that county's 
hours shall be combined with those reported for other 
counties that are adjacent, until the established hours 
threshold for validation has been met. 

(7) Survey data will not be accepted if the data report 
the hours and wages of those who are exempt from the 
prevailing wage requirements of chapter 39.12 RCW, as 
defined in WAC 296-127-026. 

(8)(a) The industrial statistician may utilize alterna- 
tive methods to establish prevailing wage rates consistent 
with the terms of (b) of this subsection. These methods 
include, but are not limited to: 

(i) The use of wage and hour data from the depart- 
ment of employment security; 

(ii) The use of wage and hour data from the industrial 


insurance division of the department of labor and 
industries; 
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(iii) The use of data from surveys performed by the 
United States Department of Labor, wage and hour di- 

(iv) The use of wage and hour data reported to the 
department on affidavits of wages paid. 

(b) These alternative methods will not be used for 
trades or occupations for which surveys had been com- 
pleted as of the effective date of this section unless a 
subsequent survey produces insufficient data. In addition, 
these alternative methods may be used under circum- 
stances that include, but are not limited to, the 
following: 

(i) To establish prevailing wage rates for a new trade 
or occupation where a survey is not immediately 
feasible; 

(ii) In response to an administrative or judicial deter- 
mination of invalid wage rate or scope of work 
description; 

(iii) In response to changes or additions in licensing, 
safety, or other requirements of other state agencies, de- 
partments or divisions; or 

(iv) To establish rates for industries and trades and 
occupations generally not surveyed, in order to meet the 
requirement of having established wage rates for publi- 
cation in contract or bid specifications as required by 
RCW 39.12.030. 

((66))) (9) Any ((ofthe-above-parties—who)) party 
that submits false information under this section((;)) 
shall, after a determination to that effect has been issued 
by the director after a hearing ((under)) pursuant to 
chapter ((34:84)) 34.05 RCW, forfeit as a civil penalty 
the sum of five hundred dollars. 


AMENDATORY SECTION (Amending Order 85-28, 
filed 1/17/86) 


WAC 296-127-020 INTERPRETATION ОЕ 
PHRASES USED IN CHAPTER 39.12 RCW. (1) The 
"acceptance date of the public works project" referred to 
in RCW 39.12.065 is the date that the contract award- 
ing agency formally accepts the completed public works 
project pursuant to state law. 

(2) RCW 39.12.050 and 39.12.065 ((and-39-+2-050)) 
refer to "inadvertent filing or reporting error." ((Atrer= 


тот-іѕ)) The department defines an error as "inadver- 
tent" if it is made by a contractor, as defined by WAC 
296-127—010(5), or employer that shows that the error 


was made notwithstanding the use of due care by the 


)) contractor or employer. The 
burden of proving that an error is inadvertent ((iscon-the 


person)) rests with the contractor or employer charged 
with the error. 

(3) The definition of "locality" in RCW 39.12.010(2) 
contains the phrase "wherein the physical work is being 
performed." The department interprets this phrase to 
mean the actual work site. For example, if ((nraterrats)) 
nonstandard items specifically produced for public works 
projects are prefabricated in a county other than the 
county wherein the public works project is to be com- 
pleted, the wage for the off-site prefabrication shall be 
the applicable prevailing wage for the county ((where)) 
in which the ((physteat-work-of)) actual prefabrication 
((is-acttraly—performed—Standard items for-sate—onr the 
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generał market -are_not subject to the requirements—of 
chapter39-12-R€ W)) takes place. Workers who deliver 


such nonstandard items, as well as materials pursuant to 

the terms of WAC 296-127-018, shall be paid the ap- 
plicable prevailing wage for the county in which the 
public works project is located. 

(4) In the implementation and enforcement of RCW 
39.12.050 the terms "contractor" and "subcontractor" 
include an entity, however organized, with substantially 
identical corporate and/or operational structure to an 
entity that has been found to violate RCW 39.12.050. 
The factors used to determine substantial identity shall 


include an assessment of whether there is: Substantial 


continuity of the same business operation; use of the 
same machinery and/or equipment; similarity of jobs 
and types of working conditions; continuity of supervi- 
sors; and similarity of product or services. 


AMENDATORY SECTION (Amending Order 88-21, 
filed 9/15/88) 


WAC 296-127-022 OVERTIME ACCORDING 
TO ((CHXPTER—4928)) RCW 49.28.065. (1) Work 
performed on public works contracts will not require the 
payment of overtime rates for the first two hours worked 
in excess of eight hours per day when the employer ((has 


, 


ten=hour-work-week- 

€2))) and employee voluntarily enter into an agree- 
ment wherein the employee will work up to ten hours per 
day in a four-day week to accomplish forty hours of 


work. 


(2) Recognizing that there may be days when a full 
ten hours of work is not available, the remainder of the 
forty hours may be made up on another work day or 
days within the same work week, except work performed 
on Saturdays, Sundays, and holidays is subject to the 
established prevailing overtime provisions for a given 
trade or occupation, as provided in chapter 39.12 RCW. 


(3) For the purpose of this section an agreement must: 

(a) Have been authorized by employees who bar- 
gained collectively with their employers through repre- 
sentatives of their own choosing; or 


(b) Be obtained in writing, signed, and dated by both 


parties; and 
(c) Be ((obtained)) entered into individually ((from)) 


with each employee; and 
7 (d) ((Obtained)) Be Be entered into separately for each 


public works project, except , except that an employer, at its op- 
tion, may obtain an annual authorization; and 

(e) ((Obtained)) State the name of the public works 
project with specificity; and 

(f) Be entered into voluntarily by the employer and 
employee. 

((Q))) (4) Each employer must retain copies of the 
individual employee authorization agreements required 
pursuant to subsection (3) of this section for three years 
from the date of acceptance of the public works project 
by the contract awarding agency. Absence of an author- 
ization record for an employee shall be deemed per se 
evidence of lack of that employee's authorization. Such 


records are payroll records, subject to the requirements 
of WAC 296-127-320. 
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(5) It is prohibited to work more than ten hours in 
any calendar day on a public works project except in 
cases of extraordinary emergency, such as danger to life 
or property. 

((€4)) (6) Notwithstanding the above provisions, 
overtime rates must be paid for all hours worked in ex- 
cess of forty hours per week. 

7) This section provides a minimum public works 


overtime standard, and does not supersede prevailing 
overtime wage rates established under the authority of 
chapter 39.12 RCW. 


READOPTED/AMENDATORY 
SECTION  (Readopting and Amending Order 88-22, 


filed 10/31/88) 


WAC 296-127-025 APPLICABILITY OF JOINT 
FEDERAL-STATE STANDARDS. (1) When a public 
works project is subject to the provisions of the 
Washington state public works law, chapter 39.12 
RCW, and the Federal Davis-Bacon and related acts, 
the contractor and every subcontractor on that project 
must pay at least the Washington state prevailing wage 
rates, if they are higher than the federal prevailing wage 
rates for the project unless specifically preempted by 
federal law. 

(2) When the federal prevailing wage rates are higher 
than the Washington state prevailing wage rates, the 
contractor shall pay the federal rate as required by fed- 


eral law. 


NEW SECTION 


WAC 296-127-050 FILING OF STATEMENTS 
OF INTENT TO PAY PREVAILING WAGES AND 
AFFIDAVITS OF WAGES PAID FOR CON- 
TRACTS UNDER TWO THOUSAND FIVE HUN- 
DRED DOLLARS. A contract awarding agency may, 
as part of a public works contract, enter into an agree- 
ment with a contractor to approve statements of intent 
to pay prevailing wages and affidavits of wages paid on 
behalf of the department for contracts wherein the total 
amount does not exceed two thousand five hundred dol- 
lars as provided in RCW 39.12.040(2), pursuant to the 
following terms: 

(1) The agreement must be incorporated into the bid 
specifications and contract document; 

(2) Statement of intent forms and affidavit of wages 
paid forms, provided by the department, must be filed 
with the contract awarding agency by the contractor 
prior to the disbursement of public funds; 

(3) Contract awarding agencies must retain copies of 
all statements of intent to pay prevailing wages received 
pursuant to this section for a period of not less than 
three years; 

(4) Contract awarding agencies must send to the de- 
partment copies of all affidavits of wages paid received 
pursuant to this section within thirty days of receipt 
from the contractor; 

(5) The contract awarding agency shall accept full 
responsibility and liability for payment of any valid wage 
claims directly to the claimant; 
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(6) The contract awarding agency may proceed 
against any contractor found to have violated the provi- 
sions of the statute, and may debar such contractor from 
consideration for future contracts for up to one year and 
will provide the department with the names and con- 
tractor registration or other employer identification 
numbers of any such debarred contractors within thirty 
days of the debarment; and 

(7) Contract awarding agencies and contractors shall 
not enter into contracts or agreements to perform public 
work that subdivide or otherwise disaggregate any public 
works project of more than two thousand five hundred 
dollars, to enable such public works project to be 
awarded pursuant to this section. 


READOPTED/AMENDATORY 
SECTION  (Readopting and Amending Order 85-28, 


filed 1/17/86) 


WAC 296-127-320 PAYROLL ((REEGRDS)). 
(1) Each contractor shall keep accurate payroll records 


for three years from the date of acceptance of the public 


works project by the contract awarding agency, showing 
the name, address, Social Security number, ((work 


cłassification)) trade or occupation, straight time rate, 
hourly rate of usual benefits as defined by WAC 296- 
127-014(1), and overtime hours worked each day and 
week, including any employee authorizations executed 


pursuant to WAC 296-127-022, and the actual rate of 
wages paid, for each laborer, worker, and mechanic em- 


ployed by the contractor for work ((done)) performed on 
a public works project. 
(2) A contractor shall, within ten days after it receives 


a written request, from the department or from any in- 
terested party as defined by RCW 39.12.010(4), file a 


certified copy of the payroll records with the agency that 
awarded the public works contract and with the 
department. 

(3) A contractor's noncompliance with this section 
shall constitute a violation of RCW 39.12.050. 


NEW SECTION 


WAC 296-127-990 SEVERABILITY. If any pro- 
vision of this chapter or its application to any persons or 
circumstances is held invalid by state or federal court, 
the remainder of the chapter or the application of the 
provision to other persons or circumstances is not 
affected. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 296-127-016 COVERAGE AND EXEMP- 
TIONS OF WORKERS INVOLVED IN THE PRO- 
DUCTION AND DELIVERY OF MATERIALS 
PREDOMINANTLY USED IN ROAD 
CONSTRUCTION. 
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WSR 92-01-105 
PERMANENT RULES 
LIQUOR CONTROL BOARD 
[Filed December 18, 1991, 11:11 a.m.] 


Date of Adoption: September 18, 199]. 

Purpose: To add language that more specifically de- 
scribes the type of visual reproductions which are pro- 
hibited from display in liquor licensed premises. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 314-16-125. 

Statutory Authority for Adoption: RCW 66.08.030. 

Pursuant to notice filed as WSR 91-16-083 on Au- 
gust 6, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: On August 6, 1991, the board filed proposed 
language to WAC 314-16-125 as WSR 91-16-083. On 
September 11, 1991, the board held a public hearing at 
its Distribution Center in Seattle. At that hearing, a 
tape was made. On September 18, 1991, the board met 
at its offices in Olympia and adopted the language filed 
on August 6 and heard of September 11. On September 
18, following adoption by the board, the language was 
filed to become effective 30 days after the date of filing. 
It was brought to the board's attention that the language 
filed on September 18, 1991, was a different draft from 
that published on August 6 and heard on September 11 
and adopted on September 18. A clerical error resulted 
in a previous draft of the language being filed, rather 
than that heard by the board and acted upon by the 
board. The tape recordings of the public hearing and 
adoption a week later were reviewed and it became evi- 
dent that the error had taken place. This filing is to cor- 
rect that error and enter the actual language which was 
heard and acted upon by the board. 

Effective Date of Rule: Thirty-one days after filing. 

December 12, 1991 
Paula O'Connor 
Chairman 


AMENDATORY SECTION (Amending Order 115, 
Resolution No. 124, filed 11/2/82) 


WAC 314-16-125 SUGGESTIVE, LEWD 
AND/OR OBSCENE CONDUCT ON LICENSED 
PREMISES. The following acts or conduct on licensed 
premises are prohibited: 

(1) To employ or use any person in the sale or service 
of alcoholic beverages in or upon the licensed premises 
while such person is unclothed or in such attire, costume 
or clothing as to expose to view any portion of the breast 
below the top of the areola or of any portion of the pubic 
hair, anus, cleft of the buttocks, vulva or genitals. 

(2) To employ or use the services of any hostess or 
other person to mingle with the patrons while such host- 
ess or other person is unclothed or in such attire, cos- 
tume or clothing as described in subsection (1) above. 

(3) To encourage or permit any person on the licensed 
premises to touch, caress or fondle the breasts, buttocks, 
anus or genitals of any other person. 

(4) To permit any employee or person to wear or use 
any device or covering, exposed to view, which simulates 
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the breast, genitals, anus, pubic hair or any portion 
thereof. 

(5) To permit any person to perform acts of or acts 
which simulate: 

(a) Sexual intercourse, masturbation, sodomy, bestial- 
ity, oral copulation, flagellation or any sexual acts which 
are prohibited by law. 

(b) The touching, caressing or fondling of the breast, 
buttocks, anus or genitals. 

(c) The displaying of the pubic hair, anus, vulva or 
genitals. 

(6) Subject to subsection (5) herein, to permit enter- 
tainers whose breast and/or buttocks are exposed to 
view to perform elsewhere on the licensed premises ex- 
cept upon a stage at least eighteen inches above the im- 
mediate floor level and removed at least six feet from the 
nearest patron. 

(7) Subject to subsection (5) herein, to permit any 
dancer—entertainer to perform on the licensed premises 
except when removed at least six feet from the nearest 
patron. This subsection shall not be applied to perform- 
ances of traditional ethnic dancing such as belly danc- 
ing, flamenco dancing, Hawaiian, or Tahitian dancing, 
etc., performed in restaurant, hotel, or club licensed 
premises, provided that the following conditions are met: 

(a) That the licensee shall have applied for and re- 
ceived written approval of the board for such activity. 

(b) That the dancers shall be compensated by the 
licensee. 

(c) The licensee shall keep and have available for in- 
spection by the board, or any peace officer, at all rea- 
sonable times, a list of all traditional ethnic dancers em- 
ployed at the licensed premises. Such list shall be re- 
tained for a period of thirty days after termination of 
employment and shall designate the following informa- 
tion with respect tó each entertainer: 

(i) True name and professional or stage name, if any; 

(ii) Residence address and phone number; 

(iii) Social Security number; 

(iv) Terms of the agreement of employment; and 

(v) Signature of both the licensee and the dancer. 

(d) That a person employed as a traditional ethnic 
dancer at a licensed premises shall not act as an em- 
ployee in any other public capacity such as a waiter, 
waitress, host/hostess, etc., in connection with the sale 
or service of liquor at that licensed premises. 

(e) The dance performances authorized by this sub- 
section shall be those performed for the enjoyment of the 
general audience of the licensee and not for individual 
patrons. 

(8) To permit any person to use artificial devices or 
inanimate objects to depict any of the prohibited activi- 
ties described above. 

(9) To permit any person to remain in or upon the li- 
censed premises who exposes to public view any portion 
of his or her genitals or anus. 

(10) To permit the showing of any lewd or obscene 
film, still pictures, electronic reproduction, or other lewd 
or obscene visual reproductions ((depicting)), which 


films, electronic reproductions, still pictures, or other vi- 
sual reproductions depict: 
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(a) Acts or simulated acts of sexual intercourse, mas- 
turbation, sodomy, bestiality, oral copulation, flagella- 
tion or any sexual acts which are prohibited by law. 

(b) Any person being touched, caressed or fondled on 
the ((breastbuttocks;)) anus or genitals. 

(c) Scenes wherein a person displays the vulva or the 
anus or the genitals. 

(d) Scenes wherein artificial devices or inanimate ob- 
jects are employed to depict, or drawings are employed 
to portray, any of the prohibited activities described 
above. 

(11) Nothing in this rule is intended to modify the 
provisions of RCW 66.28.080 concerning city or county 
dancing or music permits. 

(12) Notwithstanding any of the provisions of this 
rule, no licensee shall employ, use (ће services of, or 
permit upon his licensed premises, any entertainment or 
person whose attire or conduct is in violation of any city 
or county ordinance. 

(13) The occurrence of any of the above acts or con- 
duct, whether permitted on the part of a licensee or his 
employees or agents or any other persons under the con- 
trol or direction of the licensee or his employees or 
agents, shall constitute good and sufficient cause for 
cancellation of license privileges. 

(14) If any provision of this rule or the application 
thereof to any person or circumstances is held invalid, 
such invalidity shall not affect other provisions or appli- 
cation of the rule which can be given effect without the 
invalid provision or application, and to this end the pro- 
visions of this rule are severable. 


WSR 92-01-106 
PROPOSED RULES 
PARKS AND RECREATION 
COMMISSION 
[Filed December 18, 1991, 12:23 p.m.] 


Original Notice. 

Title of Rule: State park field operations dress 
standards. 

Purpose: Eliminates requirement to wear specific types 
of full length trousers or walking/hiking shorts. 

Statutory Authority for Adoption: RCW 43.51.040. 

Statute Being Implemented: Chapter 43.51 RCW. 

Summary: Allows field staff to choose own full length 
or short trousers as part of their state park uniform. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Rex Derr, State 
Parks, 7150 Cleanwater Lane, KY-11, Olympia, 753— 
2066. 

Name of Proponent: Washington State Parks and 
Recreation Commission, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Allows staff to choose their own types of trousers 
or shorts rather than specifying agency required pants. 
This will save money for staff and the agency. 
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Proposal Changes the Following Existing Rules: 
Eliminates reference to specific trousers or short pants. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Quality Inn Valley Suites, East 
8923 Mission, Spokane, WA 99206, on January 31, 
1992, at 9:00 a.m. 

Submit Written Comments to: Rex Derr, Washington 
State Parks and Recreation Commission, P.O. Box 
42650, Olympia, WA 98504—2650, by January 15, 1992. 

Date of Intended Adoption: January 31, 1992. 

December 17, 1991 
Nina Carter 
Executive Assistant 


AMENDATORY SECTION (Amending WSR 90-20-03I, filed 
9/25/90, effective 10/26/90) 


WAC 352-32-011 DRESS STANDARDS. (1) In order to iden- 
tify temporary field operations personnel to the public for their safety 
and welfare, it is necessary for selected employees to furnish and wear 
apparel that will comply with a generally accepted dress standard 
common to the outdoor recreation industry. 

(2) The apparel for male and female park aides shall consist of 
(€ 1 ;)) tan long or short sleeve 
shirt/blouse((;)) and agency supplied logos which must be applied as 
directed. (( ; t tki 


for-public-contact-type-work-)) 


WSR 92-01-107 
RULES COORDINATOR 
CENTRAL WASHINGTON UNIVERSITY 
[Filed December 18, 1991, 1:36 p.m.] 


In accordance with RCW 34.05.310, the rules coordina- 

tor for Central Washington University is Judy B. Miller, 

Administrative Assistant, President's Office, Central 

Washington University, Ellensburg, Washington 98926, 
(509) 963-2111 comm, 453-2111 scan. 

Donald L. Garrity 

President 


WSR 92-01-108 
NOTICE OF PUBLIC MEETINGS 
PUBLIC WORKS BOARD 
[Memorandum— December 9, 1991] 


PUBLIC WORKS BOARD MEETING DATES FOR 1992 


DATE/TIME EVENT LOCATION 
* January 28 Regular Meeting SeaTac 
8:30 a.m. 

March 3 Regular Meeting SeaTac 
8:30 a.m. 

April 7 Regular Meeting SeaTac 
8:30 a.m. 

*May 5 Regular Meeting SeaTac 
8:30 a.m. 

July 14 Regular Meeting SeaTac 
8:30 a.m. ` 
August 4 Regular Meeting Snohomish 
9:30 a.m. and tour County 
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September 1 
8:30 a.m. 
September 15 
8:30 a.m. 
November 3 
8:30 a.m. 
December 1 
8:30 a.m. 


The above dates were adopted by the Public Works 
Board at the December 3, 1991, meeting. 


Regular Meeting SeaTac 
Regular Meeting SeaTac 
Regular Meeting SeaTac 


Regular Meeting SeaTac 


*Meeting agenda will have emphasis on the Timber 
PWTF Program. 


WSR 92-01-109 
EXECUTIVE ORDER 91-10 
OFFICE OF THE GOVERNOR 
[December 16, 1991] 


ESTABLISHING THE GOVERNOR'S POLICY ON 
ELECTRONIC MESSAGE SYSTEMS 


WHEREAS, agencies of Washington state government 
use electronic message systems such as electronic mail 
systems, voice mail systems, and other electronic media 
that generate, transmit and display correspondence for 
internal and external business communication purposes; 
and 


WHEREAS, the state, as an employer, must ultimately 
control employees' use of electronic message systems, as 
it does other state-provided computing resources, and 
must have access to its own business records; and 


WHEREAS, the state, as well as third parties, such as 
law enforcement officials, may have rights or needs to 
access information contained in electronic files of state 
employees; and 


WHEREAS, the state has an interest in creating a work 
environment that respects its employees' rights; 


NOW, THEREFORE, I, Booth Gardner, Governor of 
the State of Washington, by virtue of the power vested 
in me, do hereby order the following actions to ensure 
that state government properly manages this electroni- 
cally stored information: 


1. Agencies that use electronic message systems shall 
develop individual policies that address their unique 
data, specific security requirements, and business envi- 
ronments. The policies shall apply to: computerized 
electronic mail systems that store and transmit typed 
communication; voice mail systems that store and trans- 
mit voice recordings; and other electronically stored data 
typically under the control of an individual state em- 
ployee, whether it resides on a hard disk, compact disk, 
tape or other storage media. These policies shall conform 
to all applicable public disclosure statutes and regula- 
tions, and shall address, at a minimum, the following 
issues: 


A.  Permissible uses of the agency's electronic 
message systems; 
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B. Whether the agency monitors the contents 
or transactional records of electronic mes- 
sage systems and if so, for what purposes; 


C. Duration of message storage and media used 
for storage; and 


D. Under what circumstances the agency will 
obtain access to the contents of electronical- 
ly communicated messages without the con- 
sent of the sender or recipient. 


II. Agencies that use electronic message systems shall 
assume the affirmative obligation of notifying their em- 
ployees in writing of their policies regarding its use. Ad- 
ditionally, employees will be advised that electronic 
messages sent to others cannot be protected from unau- 
thorized access caused by: 


- User failure to maintain pass word/code se- 
curity; or 


_ Devices logged onto the system but left un- 
attended by users. 


Employees will also be advised that electronic messages 
they send may be: 


_ Forwarded to others by a recipient; 


= Printed in а location where individuals other 
than the intended recipient may view mes- 
sages; ог 


_ Directed to the wrong recipient. 


III. In the absence of specific agency electronic message 
system policies, the following broad principles shall 
apply: 
A. Employees shall use state-provided electron- 
ic message systems only for state business 
purposes. 


B.  State-provided electronic message systems 
shall not be used for transmission of infor- 
mation that promotes: 


= Discrimination on the basis of age, sex, 
marital status, race, creed, color, national 
origin, sensory, mental, or physical handi- 
cap, or sexual preference; 


- Sexual harassment; 
- Copyright infringement; 


- An employee's personal political beliefs or 
personal business interests; or 


— Any unlawful activity. 


C. Agency management may access data usu- 
ally under an individual employee's control 
when necessary to carry out normal business 
functions. 
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IN WITNESS WHERE- 
OF, I have hereunto set my 
hand and caused the seal of 
the State of Washington to 
be affixed at Olympia this 
16th day of December A.D. 
nineteen hundred and nine- 
ty-one. 


Booth Gardner 


Governor of Washington 
BY THE GOVERNOR: 
Donald F. Whiting 


Secretary of State Assistant 


WSR 92-01-110 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed December 18, 1991, 2:16 p.m.] 


Original Notice. 

Title of Rule: Certificate of need review procedures 
for ethnic minority nursing home beds. 

Purpose: These rules establish a concurrent review 
process for CON applications for ethnic minority nurs- 
ing home construction, and include related procedures 
implementing the provisions of ESHB 2100. 

Statutory Authority for Adoption: RCW 70.38.135 
(3)(c). 

Statute Being Implemented: RCW 70.38.220. 

Summary: These rules set out a schedule for concur- 
rent review of certificate of need applications for nursing 
home beds for ethnic minorities; establish provisions for 
a pool of beds available for award to serve the needs of 
ethnic minorities; and set out specific review criteria for 
applications for ethnic minority beds. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Frank Chestnut, EY— 
29, (206) 753-5854. 

Name of Proponent: 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Existing rules require concurrent review of all 
nursing home bed addition projects. A concurrent review 
schedule for the ethnic minority nursing home pool beds 
established by ESHB 2100 is consistent with current 
operations. 

Proposal Changes the Following Existing Rules: Pro- 
visions are added to existing certificate of need rules for 
ethnic minority nursing home beds. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: General Administration Auditori- 
um, llth and Columbia, Olympia, Washington 98504, 
on January 23, 1992, at 2:00 p.m. 


Department of Health, 
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Submit Written Comments to: Leslie Baldwin, Rules 
Coordinator, 1300 Quince Street, P.O. Box 47902, 
Olympia, WA 98504—7902, by January 22, 1992. 

Date of Intended Adoption: January 30, 1992. 

December 18, 1991 
Kristine M. Gebbie 
Secretary 


AMENDATORY SECTION (Amending Order 121, filed 12/27/90, 
effective 1/31/91) 


WAC 246-310-020 APPLICABILITY OF CHAPTER 248-19 
WAC. (1) The following undertakings shall be subject to the provi- 
sions of chapter 248-19 WAC, with the exceptions provided for in this 
section. 

(a) The construction, development, or other establishment of a new 
health care facility: 

(i) No new health care facility may be initiated as a health service 
of an existing health care facility without certificate of need approval 
as a new health care facility; 

(ii) The extension, on a regular and ongoing basis, of the services of 
a home health agency or a hospice in a county not previously regularly 
included in the service area of that home health agency or hospice 
during the preceding twelve months shall be considered the develop- 
ment of a new home health agency or hospice. 

(b) The sale, purchase, or lease of part or all of any existing hospital 
licensed under chapter 70.41 RCW or a psychiatric hospital licensed 
under chapter 71.12 RCW; 

(c) A change in bed capacity of a health care facility increasing the 
total number of licensed beds or redistributing beds among acute care, 
skilled nursing, intermediate care, and boarding home care, as defined 
under RCW 18.20.020, if the bed redistribution is effective for a peri- 
od in excess of six months; 

(d) Any new tertiary health services offered in or through a health 
care facility, and not offered on a regular basis by, in, or through such 
health care facility within the twelve-month period prior to the time 
the facility will offer such services: 

(i) Tertiary services include the following: 

(A) Specialty burn services. This is a service designed, staffed, and 
equipped to care for any burn patient regardless of the severity or ex- 
tent of the burn. All staff and equipment necessary for any level of 
burn care are available; 

(B) Intermediate care nursery and/or obstetric services level 11. In- 
termediate care nursery is defined in chapter 248-18 WAC. A level II 
obstetric service is in an area designed, organized, equipped, and 
staffed to provide a full range of maternal and neonatal services for 
uncomplicated patients and for the majority of complicated obstetrical 
problems; 

(C) Neonatal intensive care nursery and/or obstetric services level 
III. Neonatal intensive care nursery is defined in chapter 248-18 
WAC. A level III obstetric service is in an area designed, organized, 
equipped, and staffed to provide services to the few women and infants 
requiring full intensive care services for the most serious type of ma- 
ternal-fetal and neonatal illnesses and abnormalities. Such a service 
provides the coordination of care, communications, transfer, and trans- 
portation for a given region. Level III services provide leadership in 
preparatory and continuing education in prenatal and perinatal care 
and may be involved in clinical and basic research; 

(D) Transplantation of specific solid organs, including, but not lim- 
ited to, heart, liver, pancreas, lung, and kidney and including bone 
marrow. А transplantation service for each solid organ is considered a 
separate tertiary service; : 

(E) Open heart surgery and/or elective therapeutic cardiac cathe- 
terization including elective percutaneous translumenal coronary 
angioplasty (PTCA). Open heart surgery includes the care of patients 
who have surgery requiring the use of a heart lung bypass machine. 
Therapeutic cardiac catheterization means passage of a tube or other 
device into the coronary arteries or the heart chambers to improve 
blood flow. PTCA means the treatment of a narrowing of a coronary 
artery by means of inflating a balloon catheter at the site of the nar- 
rowing to dilate the artery; 

(F) Inpatient physical rehabilitation services level III. Level III re- 
habilitation services are services for persons with usually nonreversible, 
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multiple function impairments of a moderate-to-severe complexity re- 
sulting in major changes in the patient's lifestyle and requiring inter- 
vention by several rehabilitation disciplines. Services are multidiscip- 
linary, including such specialists as a rehabilitation nurse; and physi- 
cal, occupational, and speech therapists; and vocational counseling; and 
a physiatrist. The service is provided in a dedicated unit with a sepa- 
rate nurses station staffed by nurses with specialized training and/or 
experience in rehabilitation nursing. While the service may specialize 
(i.e., spinal cord injury, severe head trauma, etc.), the service is able to 
treat all persons within the designated diagnostic specialization re- 
gardless of the level of severity or complexity of the impairments, 

(G) Specialized inpatient pediatric services. The service is designed, 
staffed, and equipped to treat complex pediatric cases for more than 
twenty-four hours. The service has a staff of pediatric specialists and 
subspecialists. 

(ii) The department shall review, periodically revise, and update the 
list of tertiary services. The department shall change the tertiary ser- 
vices list following the procedures identified in WAC 248—19—235; 

(iii) The offering of an inpatient tertiary health service by a health 
maintenance organization or combination of health maintenance or- 
ganizations is subject to the provisions under chapter 248-19 WAC 
unless the offering is exempt under the provisions of RCW 70.38.111. 

(e) Any increase in the number of dialysis stations in a kidney dis- 
ease center; 

(f) Any capital expenditure in excess of the expenditure minimum 
for the construction, renovation, or alteration of a nursing home. How- 
ever, a capital expenditure, solely for any one or more of the following, 
which does not substantially affect patient charges, is not subject to 
certificate of need review: 

(i) Communications and parking facilities; 

(ii) Mechanical, electrical, ventilation, heating, and air conditioning 
systems; 

(iii) Energy conservation systems; 

(iv) Repairs to, or the correction of, deficiencies in existing physical 
plant facilities necessary to maintain state licensure; 

(v) Acquisition of equipment, including data processing equipment, 
not for use in the direct provision of health services; 

(vi) Construction, involving physical plant facilities, including ad- 
ministrative and support facilities, not for use in the provision of health 
services; š 

(vii) Acquisition of land; and 

(уш) Refinancing of existing debt. 

(g) Any expenditure for the construction, renovation, or alteration of 
a nursing home or change in nursing home services in excess of the 
expenditure minimum made in preparation for any undertaking subject 
to the provisions under chapter 248-19 WAC and any arrangement or 
commitment made for financing such undertaking; 

(h) No person may divide a project in order to avoid review require- 
ments under any of the thresholds specified under this section; and 

(i) The department may issue certificates of need authorizing only 
predevelopment expenditures, without authorizing any subsequent un- 
dertaking for which the predevelopment expenditures are made. 

(2) No person shall engage in any undertaking subject to certificate 
of need review unless: 

(a) A certificate of need authorizing such undertaking is issued and 
remains valid; or 

(b) An exemption is granted in accordance with the provisions of 
this chapter. 


(3) If a nursing home or portion of a nursing home constructed or 
established under the authority of a certificate of need granted from 
the pool of nursing home beds for ethnic minorities according to the 
provisions of WAC 246-310-135 is sold or leased within ten years to a 
party not eligible for an award of such beds under the provisions of 
WAC 246-310-136(2): 

(a) The purchaser or lessee may not operate those beds as nursing 
home beds without first obtaining a certificate of need for new beds; 
and 

(b) The beds that were awarded from the special pool shall be re- 
turned to that pool. 


NEW SECTION 


WAC 246-310-135 ETHNIC MINORITY NURSING HOME 
BED POOL—PROCEDURES. (1) The department is establishing a 
pool of two hundred fifty nursing home beds to serve the special needs 
of ethnic minorities. This pool shall be made up of nursing home beds 
that have become available on or after March 15, 1991, due to: 
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(a) Loss of license or reduction in licensed bed capacity of existing 
nursing homes, if the beds are not otherwise obligated for replacement 
as evidenced by a certificate of need authorizing such replacement; or 

(b) Expiration or surrender of a certificate of need. 

(2) Applications for construction or establishment of ethnic minority 
nursing home beds shall be reviewed in concurrent review cycles pub- 
lished by the department in rules. 

(3) The department may award up to one hundred nursing home 
beds to a qualified applicant or applicants in the first concurrent re- 
view, and before those beds are in the ethnic minority bed pool. The 
schedule for the first concurrent review is set out in subsection (6) of 
this section. 

(4) A second concurrent review cycle shall not be conducted until at 
least two hundred beds are in the ethnic minority bed pool, including 
the number of beds awarded in the first concurrent review. In this re- 
view cycle the department shall award at least one hundred beds and 
may award as many as one hundred fifty beds to a qualified applicant 
or applicants. In addition, the department may award any beds not 
awarded in the first concurrent review, provided any decision not to 
award those beds is not under appeal. The schedule for the second 
concurrent review shall be published in rule after at least two hundred 
beds are in the ethnic minority bed pool. 

(5) The department shall conduct additional concurrent review cy- 
cles to award beds to qualified applicants when fewer than two hun- 
dred fifty beds are awarded in the first and second concurrent reviews, 
or when beds are returned to the ethnic minority bed pool under the 
provisions of WAC 246-310—020(3). Such additional concurrent re- 
views shall be conducted according to schedules published in rules. The 
department shall schedule additional concurrent reviews when the de- 
partment determines an adequate number of nursing home beds are in 
the pool to justify such reviews. 

(6) The first ethnic minority concurrent review cycle shall be con- 
ducted according to the following schedule. 

(a) Letters of intent shall be submitted to the department between 
the first and last working day of March 1992. ` 

(b) Initial applications shall be submitted to the department between 
the first and last working day of April 1992. 

(c) The department shall screen initial applications for completeness 
by the last working day of May 1992. 

(d) Responses to screening questions shall be submitted to the de- 
partment by the last working day of June 1992. 

(e) The public review and comment period for applications shall be- 
gin on July 14, 1992, and shall be limited to ninety days, unless ex- 
tended according to the provisions of WAC 246-310-120 (2)(d). 

(f) The final review period shall be limited to sixty days, unless ex- 
tended according to the provisions of WAC 246-310-120 (2)(d). 

(g) Any letters of intent or certificate of need applications submitted 
for review in advance of this schedule, or any certificate of need appli- 
cations under review as of the effective date of this section, shall be 
held for review according to the schedule in this subsection. 


NEW SECTION 


WAC 246-310-136 ETHNIC MINORITY NURSING HOME 
BED POOL—CONSIDERATIONS FOR REVIEW OF APPLICA- 
TIONS. (1) The department shall consider the following factors in the 
course of reviewing and making decisions on applications for construc- 
tion or establishment of nursing home beds for ethnic minorities. 

(a) Conformance with applicable review criteria in WAC 246-310— 
210, 246-310-220, 246-310-230, and 246-310-240; 

(b) Which of any competing applications best meet identified needs, 
consistent with the purpose of concurrent review as stated in RCW 
70.38.115(7). 

(c) The relative degree to which the long-term care needs of an 
ethnic minority among Washington residents are not otherwise being 
met. This includes consideration of the legislature's finding that certain 
ethnic minorities have special cultural, language, dietary, and other 
needs not generally met by existing nursing homes which are intended 
to serve the general population; 

(d) The percentage of low-income persons who would be served by 
the proposed project; and 

(e) The impact of the proposal on the area's total need for nursing 
home beds. 

(2) To be eligible to apply for and receive an award of beds from the 
ethnic nursing home bed pool, an application must be to construct, de- 
velop, or establish a new nursing home or add beds to an existing 
nursing home that: 
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(a) Shall be owned and operated by a nonprofit corporation. At least 
fifty percent of the board of directors of the corporation are members 
of the ethnic minority the nursing home is intended to serve; 

(b) Shall be designed, managed, and administered to serve the spe- 
cial cultural, language, dietary, and other needs of the ethnic minority; 
and 

(c) Shall not discriminate in admissions against persons who are not 
members of the ethnic minority whose special needs the nursing home 
is designed to serve. 

(3) An applicant not awarded beds in a concurrent review shall not 
be given preference over other applicants in any subsequent concurrent 
review on the basis of the prior review and decision when that appli- 
cant submits a new application for another review. 


WSR 92-01-111 
PROPOSED RULES 


DEPARTMENT OF AGRICULTURE 
(Filed December 18, 1991, 2:48 p.m.] 


Original Notice. 

Title of Rule: Public livestock markets, chapter 16— 
604 WAC. 

Purpose: To provide more clearly defined facility re- 
quirements for public livestock markets in work areas 
for department brand inspectors. 

Statutory Authority for Adoption: RCW 16.65.445. 

Statute Being Implemented: RCW 16.65.390. 

Summary: Clearly defined requirements will be pro- 
vided for the brand chute work areas in public livestock 
markets. 

Reasons Supporting Proposal: Current rules do not 
provide clear definition of minimum standards for brand 
chute construction, lighting and other standards for safe 
working conditions. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Mike Willis, 406 
General Administration Building, Olympia, 753—5065. 

Name of Proponent: Washington Livestock Marketing 
Association, private. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: Safe working conditions for department 
employees will result from these rules. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Specific requirements will be adopted for the con- 
struction and maintenance of brand inspection work ar- 
eas in public livestock markets, including adequate 
lighting, roof coverage, protection from rain and other 
inclement weather. 

Proposal Changes the Following Existing Rules: These 
proposals add to the facility rules that already exist by 
providing more clear definition of minimum standards. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

The rule will have a minor or negligible economic im- 
pact. Nearly all existing public livestock market facilities 
already provide facilities that meet or exceed the pro- 
posed rules. The proposed rules provide better definition 
of minimum standards. Adequate facilities are already a 
requirement under chapter 16.65 RCW, the Public 
Livestock Market Act. 
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Hearing Location: Washington Cattlemen's Associa- 
tion, 1720 Canyon Road, Ellensburg, WA 98926, on 
January 22, 1992, at 1:00 p.m. 

Submit Written Comments to: Diane Aguilar, Ad- 
ministrative Assistant, Department of Agriculture, P.O. 
Box 42560, Olympia, 98504—2581, by January 22, 1992. 

Date of Intended Adoption: February 24, 1992. 

{ December 17, 1991 
Mike Willis 
Assistant Director 


AMENDATORY SECTION (Amending Order 1102, filed 11/18/68, 
effective 12/19/68) 


WAC 16-604-010 BRAND INSPECTION REGULATIONS. 
(1) All ((tivestock-before-being-offered-for-sate-at-any-market)) cattle 
and horses shall be ((brand)) inspected for brands by ((a-regutatory 
officer-of-this-state)) the director prior to sale at any public livestock 
market. 

(2) Whenever any livestock is offered for sale at a market and not 
sold, the identical animals may be offered for sale at the same market 
within eight days of the original inspection date without being required 
to pay a second brand inspection fee, upon presentation of the prior 
brand inspection certificate. In any such instance the unsold livestock 
must be presented for brand inspection without any animals having 
been taken from, or other animals having been added to, such lot or 
group of livestock and must be retained on the premises where first of- 
fered for sale within the time limit specified above. 

(3) It shall be the responsibility of the licensee to identify each head 
of cattle and horses consigned to a market by placing a numbered tag 
or other method of identification as approved by the director on each 
animal before the ((tivestock)) animals are brand inspected((7except)). 
Certain lots of one brand cattle or ((fots-of)) no brand cattle ((under 
опе-усат-оЁ-аре)) may be exempted by the ((regutatory-officer)) direc- 
tor. The licensee or any consignor shall, at the request of the director, 
make visible any brand on any animal. The licensee shall provide the 


((regułatory-officer)) director with a sale ticket or sale sheet immedi- 
ately after the animal is sold which shall show the name of the new 


buyer and the number identifying the animals. 
(4) ((Adequate-facitities-amd-space-shatt-be provided for-inspection 
for А heridentifyi + istics- surchr-faciliti А 


animat)) Brand inspection facilities shall be approved by the director 
and shall consist of: 


(a) (( ; 
iłitres:)) A chute which has a solid base on 
each side of sufficient strength to contain livestock at least twenty-four 
inches in height, but no more than thirty-six inches in height. Above 
the base on each side, the chute shall have wire cables extended along 
its entire length separated by six-inch intervals to a height of at least 
six feet. The cables shall be attached to a vertical post every sixteen 


feet, alternated with a pipe or stay every eight feet for support and to 


ensure that the cables are maintained in a tight condition; 
b) The brand chute shall be kept well lit with shop, spot, or flood 


lights on both sides of the chute at a height of five feet above the 
highest cable. The lighting shall extend for a distance of three-fourths 
of the length of the chute beginning at the head of the chute; 

(c) Electrical outlets for clippers at chutes; 

(d) (€ ighti -)) The brand inspection area shall 
be kept free of any leaking or water build-up of any kind and well 


covered by adequate roofing; 
(e) The work area for brand inspectors on each side of the chute 


shall be protected from livestock being unloaded or moved by fencing 


or any other permanent structure allowing at least thirty inches of 
work space along the length of the chute; 

(f) An office shall be provided in the brand inspection area with di- 
mensions of at least eight feet by ten feet. The office shall contain ade- 
quate heating and a counter approximately eighteen inches in width at 


a standing work level. 
(5) No person shall remove any ((łivestock)) cattle or horses from 


the premises of any market without first obtaining a ((signed)) release 
from the licensee(( —7TROV4DEB;)). The licensee or any agent or em- 
ployee ((thereof)) of the licensee shall not allow the removal of any 
((Hvestock)) cattle and horses from the premises of the market without 
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first obtaining a brand inspection clearance ((of)) issued by the direc- 
tor for the ((tivestock)) cattle or horses to be removed(( PROVIDED 
FURTHER That mc рой brabbits-wittt 


f H t 4 H Ы a d H ? f } + 1 + )). 


NEW SECTION 


WAC. 16-604-015 SALES DAY. In any case where a licensed 
operator of a public livestock market fails to conduct a sale on a sales 
day which has been allocated to the licensee by the director more than 
six times in any twelve-month period, the allocation of that sales day 
shall be subject to change or revocation. Any change or revocation of 
an allocated sales day shall be considered in an administrative hearing 
conducted under the provisions of chapter 34.05 RCW. 


WSR 92-01-112 
NOTICE OF PUBLIC MEETINGS 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Memorandum—-December 18, 1991] 


Notice is hereby given that commencing January 1, 
1992, and continuing for the balance of 1992, the time 
and place of meetings are as follows: Regular public 
meetings of the commission shall be held each 
Wednesday, commencing at 9:00 a.m., in the Commis- 
sion's Hearing Room, Second Floor, Chandler Plaza 
Building, 1300 South Evergreen Park Drive S.W., 
Olympia, WA. 


WSR 92-01-113 
RULES COORDINATOR 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Filed December 18, 1991, 2:54 p.m.] 


Notice is hereby given that the following is the name 
and office mailing address of the rules coordinator des- 
ignated by the Washington Utilities and Transportation 
Commission: Paul Curl, Office of the Secretary, Chan- 
dler Plaza Building, 1300 South Evergreen Park Drive 
S.W., P.O. Box 47250, Olympia, WA 98504-7250, 
(206) 753-6451. 

Paul Curl 
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PERMANENT RULES 
UTILITIES AND TRANSPORTATION 


COMMISSION 
[Order R-352, Docket No. UT-910787—Filed December 18, 1991, 
2:57 p.m.] 


In the matter of amending WAC 480-120-057 relat- 
ing to deposits or securities of interexchange telecom- 
munications companies. 

This action is taken pursuant to Notice No. WSR 91- 
20-043 filed with the code reviser on September 24, 
1991. The rule change hereinafter adopted shall take ef- 
fect pursuant to RCW 34.05.380(2). 
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This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and is intended administratively to 
implement these statutes. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-20-043 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 20, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to October 
28, 1991, and orally at 9:00 a.m., Wednesday, 
November 20, 1991, in the commission's hearing room 
above noted. At the November 20, 1991, meeting the 
commission considered the rule change proposal. No oral 
comments were received, but written comments were re- 
ceived from Terry Vann on behalf of Washington Inde- 
pendent Telephone Association and Mark Roellig on be- 
half of US WEST Communications. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480—120—057 should be amended to 
read as set forth in Appendix A shown below and by this 
reference made a part hereof. WAC 480-120-057 as 
amended will specify the right of utility companies to 
base deposits or securities for interexchange telecommu- 
nications companies on past usage whenever past service 
has been provided. 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480— 
120—057 as set forth in Appendix A, be amended as a 
rule of the Washington Utilities and Transportation 
Commission to take effect pursuant to RCW 
34.05.380(2). 

IT IS FURTHER ORDERED That the order and the 
annexed rule, after first being recorded in the order reg- 
ister of the Washington Utilities and Transportation 
Commission, shall be forwarded to the code reviser for 
filing pursuant to chapter 34.05 RCW and chapter 1-21 
WAC. 

DATED at Olympia, Washington, this 13th day of 
December, 1991. 

Washington Utilities and Transportation Commission 

Sharon L. Nelson, Chairman 
Richard D. Casad, Commissioner 
A. J. Pardini, Commissioner 
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APPENDIX "A" 


AMENDATORY SECTION (Amending Order R-250, 
Cause No. U-85-58, filed 5/12/86, effective 7/31/86) 


WAC 480-120-057 DEPOSIT OR SECURITY— 
INTEREXCHANGE TELECOMMUNICATIONS 
COMPANIES. (1) Establishment of credit—interex- 
change telecommunications company. An interexchange 
telecommunications company may establish credit by 
demonstrating to the utility any one of the following 
subdivisions (a) or (b) of this subsection, subject to the 
provisions of subsection (4) of this section: 

(a) Corporate debt rating. The interexchange tele- 
communications company or, if the interexchange tele- 
communications company is unable to comply with this 
provision, its parent or affiliated company, has undertak- 
en to guarantee the payment of all charges incurred by 
the subscribing interexchange telecommunications com- 
pany, has a corporate debt rating, according to Standard 
and Poor's of BBB or higher, or according to Moody's of 
Baa or higher, with respect to any outstanding general 
debt obligation; or | 

(b) When the interexchange telecommunications сот- 
pany has demonstrated to the utility, through the bi- 
monthly provision of certified financial statements, the 
following financial criteria: 

(i) A positive cash flow from total company operations 
over the past twelve months. 

(ii) A minimum level of net worth at least equivalent 
to the deposit which would otherwise be required. 

(iii) A current ratio (current assets—to—current liabili- 
ties) of 1.1 to 1 or a debt-to-equity ratio of 1.8 to 1. 

(iv) A minimum accounts receivable turnover ratio 
(annual sales divided by average accounts receivable) of 
four over the last twelve months. 

(2) Deposit or security requirements. A deposit or se- 
curity shall be required from an interexchange telecom- 
munications company under the following 
circumstances: 

(a) When the interexchange telecommunications com- 
pany has failed to establish credit as outlined above. 

(b)(i) In any event, a deposit or security shall be re- 
quired when within the twelve months prior to the ap- 
plication, the interexchange telecommunications compa- 
ny's service has been disconnected for failure to pay 
amounts owing, when due; when the interexchange tele- 
communications company has an unpaid balance owing 
for service from the utility to which application is being 
made or any other telecommunications company; or 
when two or more delinquency notices have been served 
upon the interexchange telecommunications company by 
any telecommunications company during the twelve 
months previous to the application for service. 

(ii) No delinquency notice based upon any bill or 
charge which is in dispute, whether prior to or subse- 
quent to the effective date of this rule, shall be consid- 
ered grounds from requiring a deposit or security. 

(c) When an interexchange telecommunications 
company: 

(i) Is initially provided service without a deposit or 
security on the basis of credit information supplied to 
the utility which is incorrect or cannot be verified by the 
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utility and the interexchange telecommunications com- 
pany would have otherwise been required to make a de- 
posit or security; or 

(ii) Has on two or more occasions in the previous 
twelve months tendered payment of due amounts with 
checks which have been dishonored; or 

(iii) Has given the utility cause to disconnect for non- 
payment, but the utility has elected not to disconnect 
service. 

(d) Any new or additional deposit or security required 
under authority of these rules, except as may be provid- 
ed for elsewhere in these rules, is due and payable on the 
sixth business day after written notice of the deposit re- 
quirement is mailed to the subscriber, or, if personal 
service is elected, by 5:00 p.m. of the first business day 
following notification. 

(3) Types of deposit or security. Deposits or security 
may consist of cash, letters of credit or surety bonds, or 
any combination thereof. 

(4) Amount of deposit or security. 

(a) When a deposit or security shall be required by 
the utility, the deposit or security shall be equal to two 
months of estimated billings. If past service has been 


provided, the estimated billing shall be calculated based 
upon the average monthly billings over the past three 
months. Such a calculation is subject to revision based 
upon changes in the average of the past months' billings. 


(b) Interexchange telecommunications companies 
whose billings exceed the estimated amount by ten per- 
cent shall be required, upon written or verbal notice to 
the interexchange telecommunications company, to 
make payment of either of the following at the interex- 
change telecommunications company's election, before 
the close of the next business day following receipt of the 
notice: 

(i) Full payment of the charges specified in said no- 
tice; or all charges accrued to the time of payment pro- 
viding the interexchange telecommunications company 
has been notified that it is liable for charges in addition 
to those charges specified in the notice. 

(ii) Payment of a new or additional deposit or security 
in light of the interexchange telecommunications com- 
pany's actual use based upon an estimated two months 
billing. 

(c) If the notice herein described is mailed, receipt 
may be presumed on the fourth business day following 
date of mailing. 

(5) Application of deposit or security. When an ac- 
count of an interexchange telecommunications company 
is delinquent, the deposit or security may be applied by 
the utility toward satisfaction of the past due amount 
before disconnection is effected. Written notice of such 
application shall be promptly furnished to the interex- 
change telecommunications company. lf an amount of 
security or deposit is applied toward satisfaction of any 
past due amount, the utility shall require an additional 
deposit or security in the amount so applied and, if ap- 
plicable, payment of any past due amounts still owing 
after application of the deposit or security. Application 
of a deposit or security as provided for herein shall not 
prevent disconnection of service for failure by the inter- 
exchange telecommunications company to pay any past 
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due amounts which may remain outstanding. However, 
the utility may not disconnect service or apply security 
or deposit on amounts that are in dispute. 

(6) Interest on deposits. Interest on deposits shall be 
in conformance with the guidelines set forth in WAC 
480-120—056(7). 

(7) Refund of deposit or security. Deposits or security 
shall be refunded under the following circumstances and 
in the following form: 

(a) Establishment of credit. Any deposit or security 
shall be refunded whenever the interexchange telecom- 
munications company has established credit as outlined 
in subsection (1)(a) or (b) of this section. 

(b) Termination of service. Upon termination of ser- 
vice, the utility shall return to the interexchange tele- 
communications company the security or the amount 
then on deposit plus accrued interest, less any amounts 
due the utility by the interexchange telecommunications 
company for service rendered. 

(8) Should a larger or new deposit or security be re- 
quired, the reasons therefor shall be specified in writing 
to the interexchange telecommunications company. Any 
requirement for a new or larger deposit or security shall 
be in conformity with the standards set forth in this rule. 

(9) Alternative to deposit or security. Ап interex- 
change telecommunications company which does not 
satisfy the criteria in subsection (1) of this section may 
choose to pay for services in advance, in which case the 
requirement for deposit or security will not apply. 

(a) Prepayment amount. Ап interexchange telecom- 
munications company may prepay an initial amount 
equal to the most recent month's billings. If the interex- 
change telecommunications company has no billing his- 
tory, the prepayment amount shall be equal to an esti- 
mate made by the utility of those charges that will be 
incurred by the interexchange telecommunications com- 
pany in the following month. This amount shall be due 
on the first business day of the month to which it will 
apply. 

(b) The utility shall hold the interexchange telecom- 
munications company's prepaid amounts in an interest 
bearing account, which interest shall accrue to the bene- 
fit of the interexchange telecommunications company. 

(c) Application of prepayment. The utility shall apply 
funds held in the prepayment account to bills incurred 
by the interexchange telecommunications company as 
they are issued during the month. 

(d) Adjustments to prepayment amount. If the cumu- 
lative amount billed to the interexchange telecommuni- 
cations company during any month exceeds the amount 
of prepayment, the interexchange telecommunications 
company shall, by the fifth business day of the following 
month, remit to the utility the amount by which the ac- 
tual billed amount has exceeded the prepaid amount. If 
the cumulative amount billed is less than the amount of 
the monthly prepayment, the utility shall by the fifth 
business day of the following month refund the excess 
amount, or make appropriate adjustment to the prepay- 
ment amount for the current month. If actual billings 
for any month deviate from the prepaid amount by five 
percent or more, the prepayment for the ensuing months 
shall be adjusted to the level of the prior month's billing. 
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If during any month the interexchange telecommunica- 
tions company adds additional services estimated to ex- 
ceed the monthly prepaid amount by more than ten per- 
cent, the interexchange telecommunications company 
shall be required to remit an additional prepayment 
amount by the fifth business day following receipt of 
written or oral notice by the utility. 

(e) Transition period. An interexchange telecommuni- 
cations company which elects to pay for services in ad- 
vance may retire any outstanding obligations prior to the 
first month in which prepayment is utilized by executing 
and fulfilling the terms of a promissory note for the re- 
tirement of such debt, interest free, in not more than 
three equal monthly installments. However, the interex- 
change telecommunications company shall not be re- 
quired to make arrangements on any amounts in dispute. 

(f) Disconnection. If an interexchange telecommuni- 
cations company which has chosen to pay for services in 
advance fails to satisfy the obligations under this section, 
the utility may discontinue service to that interexchange 
telecommunications company two business days follow- 
ing oral notice of intent to discontinue service. 


WSR 92-01-115 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 


. COMMISSION 
[Order R-353, Docket No. UT-910788—Filed December 18, 1991, 
3:00 p.m.] 


In the matter of amending WAC 480-120-061 relat- 
ing to refusal of service. 

This action is taken pursuant to Notice No. WSR 91— 
20-042 filed with the code reviser on September 24, 
1991. The rule change hereinafter adopted shall take ef- 
fect pursuant to RCW 34.05.380(2). 

This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and is intended administratively to 
implement these statutes. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-20-042 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 20, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to October 
28, 1991, and orally at 9:00 a.m., Wednesday, 
November 20, 1991, in the commission's hearing room 
above noted. At the November 20, 1991, meeting the 
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commission considered the rule change. No oral com- 
ments were received, but written comments were re- 
ceived from Earl C. Kamsky on behalf of Electric 
Lightwave; Arthur А. Butler on behalf of TRACER; 
Scott С. Warner on behalf of Diginet Incorporated; 
Andrew O. Isar on behalf of Telecommunications Mar- 
keting Association; Terry Vann on behalf of Washington 
Independent Telephone Association; Jeffrey M. Koontz 
on behalf of Advanced Telecom Management; and Mark 
Roellig on behalf of US WEST Communications. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480-120-061 should be amended to 
read as set forth in Appendix A shown below and by this 
reference made a part hereof. WAC 480-120-061 as 
amended will limit the entitlement to arrange to pay an 
overdue, unpaid prior obligation over not less than six 
monthly billing periods to nontelecommunications com- 
pany applicants or subscribers; and would prohibit local 
exchange companies from providing service to a nonreg- 
istered telecommunications company that intends to use 
that service to resell telecommunications service within 
the state of Washington. These amendments would re- 
duce the risk of unpaid obligations to local exchange 
companies and thus benefit all Washington ratepayers. 
The language in subsection (7) of WAC 480-120-061 
which was noticed to the public has been changed in the 
following manner: "local exchange company" replaces 
"telecommunications company" in two places; "entity" is 
changed to "telecommunications company"; and "for 
hire, sale, or resale to the general public" has been add- 
ed in two places. 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480— 
120-061 as set forth in Appendix A, be amended as a 
rule of the Washington Utilities and Transportation 
Commission to take effect pursuant to RCW 
34.05.380(2). 

IT IS FURTHER ORDERED That the order and the 
annexed rule, after first being recorded in the order reg- 
ister of the Washington Utilities and Transportation 
Commission, shall be forwarded to the code reviser for 
filing pursuant to chapter 34.05 RCW and chapter 1-21 
WAC. 

DATED at Olympia, Washington, this 13th day of 
December, 1991. i 

Washington Utilities and Transportation Commission 

Sharon L. Nelson, Chairman 
Richard D. Casad, Commissioner 
A. J. Pardini, Commissioner 


APPENDIX "A" 


AMENDATORY SECTION (Amending Order R-233, 
Cause No. U-85-35, filed 8/23/85) 


WAC 480-120-061 REFUSAL OF SERVICE. (1) 
The utility may refuse to connect with or render service 
to an applicant for service when such service will ad- 
versely affect the service to other existing customers, or 
where the applicant has not complied with state, county, 
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or municipal codes and/or regulations concerning the 
rendition of such service. 

(2) A utility may refuse to serve an applicant for ser- 
vice or a subscriber if, in its judgment, the installation is 
considered hazardous or of such nature that satisfactory 
service cannot be given. 

(3) A utility shall not be required to connect with or 
render service to an applicant unless and until it can se- 
cure all necessary rights-of-way, easements, and 
permits. 

(4) A utility may deny service to an applicant or sub- 
scriber because of an overdue, unpaid prior obligation to 
the same utility for the same class of service at the same 
or different location until the obligation is paid or satis- 
factory arrangements are made: PROVIDED, That an 
overdue or unpaid obligation to an information provider 
shall not be grounds for denial of service. ((&n-applicant 
or-subseriber)) A nontelecommunication company appli- 
cant for service shall only on an initial occurrence be 
entitled as a matter of right to arrange to pay an over- 
due, unpaid prior obligation over not less than six 
monthly billing periods. If an applicant or subscriber 
defaults on a payment agreement such default shall con- 
stitute grounds for discontinuance of service under the 
provisions of WAC 480-120-081 (2)(a). A utility may 
offer a payment agreement at any time if deemed to be 
appropriate by the utility. 

(5) A utility may deny service to an applicant or sub- 
scriber for service at an address where a former sub- 
scriber is known to reside and has an overdue, unpaid 
prior obligation to the same utility for the same class of 
service at that address until the obligation is paid or sat- 
isfactory arrangements are made. 

(6) A utility may deny installation or continuation of 
service to any applicant or subscriber who is shown to 
have obtained or retained service from the company by 
fraudulent means, including but not limited to false 
statements of credit references or employment; false 
statement of premises address; use of an alias or false 
name with intent to deceive; rotation of service among 
roommates or persons living together for the purpose of 
avoiding the debts of one or more of said persons, or any 
other similar fraudulent devices. 


(7) A local exchange company shall deny service to a 
nonregistered telecommunications company that intends 
to use the service requested to provide telecommunica- 
tions for hire, sale, or resale to the general public within 
the state of Washington. Any telecommunications com- 
pany requesting service from a local exchange company 
shall state in writing whether the service is intended to 
be used for intrastate telecommunications for hire, sale, 


or resale to the general public. 
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WSR 92-01-116 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 


[Order R-355, Docket No. TV-900483— Filed December 18, 1991, 
3:05 p.m.] 


In the matter of adopting WAC 480-12-083 and 
amending WAC 480-12-165, 480—12—180, 480-12-190, 
and 480-12-195 relating to motor carriers. 

This action is taken pursuant to Notice No. WSR 91- 
21-109 filed with the code reviser on October 22, 1991. 
The rule change hereinafter adopted shall take effect 
pursuant to RCW 34.05.380(2). 

This rule-making proceeding is brought on pursuant 
to RCW 80.01.040 and is intended administratively to 
implement that statute. 

This rule-making proceeding is in compliance with 
the Open Public Meetings Act (chapter 42.30 RCW), 
the Administrative Procedure Act (chapter 34.05 
RCW), the State Register Act (chapter 34.08 RCW), 
the State Environmental Policy Act of 1971 (chapter 
43.21C RCW), and the Regulatory Fairness Act (chap- 
ter 19.85 RCW). 

Pursuant to Notice No. WSR 91-21-109 the above 
matter was scheduled for consideration at 9:00 a.m., 
Wednesday, November 27, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA, 
before Chairman Sharon L. Nelson and Commissioners 
Richard D. Casad and A. J. Pardini. 

Under the terms of said notice, interested persons 
were afforded the opportunity to submit data, views, or 
arguments to the commission in writing prior to 
November 18, 1991, and orally at 9:00 a.m., 
Wednesday, November 27, 1991, in the commission's 
hearing room above noted. 

At the November 27, 1991, meeting the commission 
considered the rule change proposal. No written or oral 
comments were received. 

The rule change affects no economic values. 

In reviewing the entire record herein, it has been de- 
termined that WAC 480-12—083, 480—12-165, 480-12- 
180, 480-12—190, and 480-12-195 should be adopted 
and amended to read as set forth in Appendix A shown 
below and by this reference made a part hereof. Various 
federal rules and regulations have been adopted by the 
commission relating to driver qualifications, hours of 
service, vehicle equipment, and safety. Date references 
to those federal rules and regulations have been removed 
from various sections of the chapters of WAC regulating 
that industry in favor of a date reference in a single sec- 
tion of chapter 480-12 WAC. The commission's adop- 
tion of the amendment to WAC 480-12-190 varies in 
content from that noticed under WSR 91—-21-109 in 
that instead of entirely deleting subsection (4)(c), it now 
reads: Carriers operating exclusively in intrastate com- 
merce operating vehicles with a manufacturer's gross 
vehicle weight rating (GVWRY) of less than ten thousand 
pounds shall not be subject to the provisions of Part 395 
unless the vehicle is being used to transport hazardous 
materials of a type or quantity that requires the vehicle 
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to be marked or placarded in accordance with WAC 
480-12-195. 


ORDER 


WHEREFORE, IT IS ORDERED That WAC 480- 
12-083, 480-12-165, 480-12—180, 480—12-190, and 
480—12—195 as set forth in Appendix A, be adopted and 
amended as rules of the Washington Utilities and 
Transportation Commission to take effect pursuant to 
RCW 34.05.380(2). 

IT IS FURTHER ORDERED That the order be for- 
warded to the code reviser for filing and recorded in the 
order register of the Washington Utilities and Transpor- 
tation Commission pursuant to chapter 34.05 RCW and 
chapter 1-21 WAC. 

DATED at Olympia, Washington, this 13th day of 
December, 1991. 

Washington Utilities and Transportation Commission 

Sharon L. Nelson, Chairman 
Richard D. Casad, Commissioner 
A. J. Pardini, Commissioner 


APPENDIX "A" 


NEW SECTION 


WAC 480-12-083 ADOPTION BY REFER- 
ENCE DEFINED. Where referred to in this chapter, 
the following definitions shall apply: 

(1) "North American Uniform Out-of-Service Crite- 
ria” shall be that in effect on February 15, 1991. 

(2) "Title 49 Code of Federal Regulations" shall be 
the rules and regulations as well as and including all ap- 
pendices and amendments in effect on May 1, 1991. 


AMENDATORY SECTION (Amending Order R-315, 
Docket No. TV-2285, filed 2/27/90, effective 3/30/90) 


WAC 480-12-165 EQUIPMENT—INSPEC- 
TION—ORDERED FOR REPAIRS. (1) АП motor ve- 
hicles operated under chapter 81.80 RCW shall be 
maintained in a safe and sanitary condition. They shall 
at all times be subject to inspection by the commission 
and its duly authorized representatives who shall have 
power to order out of service any vehicle meeting the 
standards set forth in this rule, or is not being operated 


in compliance with state laws in regard to equipment or | 


method. 

(2) Equipment standards. The purpose of this section 
is to identify critical vehicle inspection items and provide 
criteria for placing a vehicle(s) in an out—of-service or 
restricted service category subsequent to a safety inspec- 
tion. The criteria for out-of-service condition and re- 
stricted service condition are those defined in the North 
American Uniform Out-Of-Service Criteria((;-in-effect 
on February 15, 1989)). Copies of this document are 
available from the commission upon request. 

(a) Out-of-service condition. When any vehicle(s) is 
in out-of-service condition, no motor carrier shall re- 
quire nor shall any person operate such motor vehicle 
declared and marked "out-of-service" until all required 
repairs have been satisfactorily completed. 

(b) Restricted service condition. Any motor vehicle(s) 
discovered to be in a restricted service condition, while 
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being operated on the highway, may be placed out—of— 
service at the inspection site or allowed to continue in 
operation to a repair facility at a distance not to exceed 
twenty-five miles, at the discretion of the inspector. 


AMENDATORY SECTION (Amending Order R-315, 
Docket No. TV—2285, filed 2/27/90, effective 3/30/90) 


WAC 480-12-180 EQUIPMENT—DRIVERS— 
SAFETY. In addition to other laws and regulations of 
this state, all motor vehicles operating under chapter 
81.80 RCW shall comply with the following: 

(1) Adoption of United States Department of Trans- 
portation motor carrier safety regulations. The rules and 
regulations governing motor carrier safety prescribed by 
the United States Department of Transportation in Title 
49, Code of Federal Regulations, part 392((exchrding 


396)); рагі 397(G i = 

)); as well as and including all 
appendices and amendments thereto ((in-effect-on-Octo- 
ber-t,-1988;)) are adopted and prescribed by the com- 
mission to be observed by all common, contract, and 
registered carriers operating under chapter 81.80 RCW. 


Exceptions: Carriers operating exclusively in intrastate 

commerce are not subject to provisions of 49 C.F.R., 

Parts 392.2, 396.17, 396.19, 396.21, 396.23, 396.25, and ` 
with respect to 49 C.F.R., Part 396.11, no driver vehicle 

inspection report need be filed if no defects are found. 


(2) Whenever the designations "director, ((bureau)) 
office of motor carrier safety," "director, regional motor 
carrier safety office," "regional highway administrator," 
and "federal highway administration" are used in the 
respective parts of Title 49, Code of Federal Regula- 
tions, as described in subsection (1) of this section, such 
designations for the purpose of this rule shall mean the 
"Washington utilities and transportation commission." 

(3) Safety chains or other load fastening devices. Any 
motor truck, truck tractor, trailer, semitrailer, or any 
combination thereof, transporting logs upon a public 
highway where binder devices are required, shall have 
the load thereon securely fastened and protected as 
follows: 

(a) Placement and number of wrappers required on 
log trucks using stakes. 

(i) In the hauling of one log loads, one wrapper chain 
or cable shall be required and it shall be secured to the 
rear bunk and the log shall be properly blocked or se- 
cured in a manner which will prevent it from rolling or 
shifting. An additional wrapper, secured to the front 
bunk, is optional. 

(ii) In the hauling of two log loads, not less than-two 
wrapper chains or cables shall be used to secure the 
load. The logs shall be properly blocked to prevent them 
from rolling or shifting. 

(iii) On loads consisting of three or four logs not over 
forty-four feet in length, the load shall be secured by not 
less than two properly spaced wrapper chains or cables. 
Ends of short logs not secured by such wrappers shall be 
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secured with extra wrappers. If any log is over forty— 
four feet in length, the load shall be secured by not less 
than three properly spaced wrappers. 

(iv) Loads consisting of five or more logs, when the 
logs are all seventeen feet or less in length, shall be se- 
cured by not less than two properly spaced wrappers. 
Loads consisting of five or more logs, when any log is 
over seventeen feet in length, shall be secured by not less 
than three properly spaced wrappers. 

(b) Placement and number of wrappers required on 
log trucks using chock blocks. 

(i) In the hauling of one log load, one wrapper chain 
or cable shall be required and secured to the rear bunk 
and the log shall be properly blocked in a manner to 
prevent it from rolling or shifting. 

(ii) One additional wrapper chain or cable shall be 
required on log trucks using chock blocks over and above 
the requirements in subparagraphs (a)(iii) and (iv) of 
this subsection. 

(c) Placement and number of wrappers required on 
crosswise loaded trucks, trailers, etc. In the case of short 
logs loaded crosswise, the following method of securing 
the load shall be used if the truck trailer is not provided 
with solid ends of a height sufficient to prevent any log 
in the load from rolling off: Not less than two chock 
blocks shall be used at each open end of the vehicle and 
the load shall be held with at least two wrapper chains 
or cables. The wrappers shall be firmly attached to the 
end of the truck or trailer. Rigid standards or stakes 
may be used in lieu of chock blocks but each such stan- 
dard or stake shall be either rigidly connected to the bed 
of the truck or trailer or shall be placed in a tight fitting 
socket at least twelve inches in depth. Other means fur- 
nishing equivalent security may be acceptable. 

(d) Wrapper placement. When two wrappers are re- 
quired, they shall be applied within six feet of the front 
and rear bunks. When more than two wrappers are re- 
quired, the front and back binder shall be applied within 
six feet of the front and rear bunks. 

(e) Short logs. To properly secure short logs, binders 
shall be placed near the end, not less than twelve inches 
from the end of the log. 

(f) Log on top or in outside saddle. No log loaded on 
top or in outside saddles of a load shall be transported 
unless secured by not less than two wrapper chains or 
cables, one of which shall be placed near each end of 
such log. 

(g) Fasten in place. All wrappers and binders shall be 
fastened in place prior to tightening to prevent the dis- 
placement of logs on the top of the load. 
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(h) Surround load. All wrapper chains or cables, ex- 
cept in the case of one log loads, shall entirely surround 
the load. This does not apply to gut—wrappers. 

(i) Gut-wrappers. Gut-wrappers, when used, shall be 
adjusted so as to be tightened by, but not carry the 
weight of the logs above them. 

(j) Wrappers and binders to be placed before leaving 
immediate loading area. Wrappers and binders shall be 
placed and tightened around the completed load before 
the truck leaves the immediate loading area. 

(k) Construction of wrappers and binders. Wrapper 
chains or cables, binders, fasteners, or attachments 
thereof, used for any purpose as required by these stan- 
dards, shall have a minimum breaking strength of not 
less than fifteen thousand pounds and shall be rigged so 
that it can be safely released. 

(1) Bundle straps or banding. For the purposes of this 
standard, applied bundle straps or banding are not ac- 
ceptable as wrappers and binders. 

(m) Loose ends secured. All loose ends of wrapper 
chains or cables shall be securely fastened so as to pre- 
vent their swinging free in a manner that will create a 
hazard. 

(n) Trucks in sorting yards. Trucks and trailers used 
around sorting yards, etc., which travel at slow speeds, 
will not be required to use wrappers providing all logs 
are contained by and lie below the height of the stakes 
and there are no persons on the ground exposed to such 
traffic. 

(o) Binder hook design. Binders for securing wrappers 
on logging trucks shall be fitted with hooks of proper 
size and design for the wrapper chain being used. 

(p) Defective wrappers. Wrappers shall be removed 
from service when any of the following conditions exist: 

(i) Excessively worn links on chains; 

(ii) Deformed or stretched chain links; 

(iii) Cracked chain links; 

(iv) Frayed, stranded, knotted, or otherwise defective 
wire rope. 

(q) Binder extensions. Pipe extension handles (swedes) 
for tightening or securing binders shall be limited to not 
longer than thirty-six inches. Care shall be taken that a 
sufficient amount of the pipe extends over the binder 
handle. 

(r) Defective binders. Defective binders shall be im- 
mediately removed from service. 


Note: See the following Diagrams I and II for illustrations of place- 


ment and number of load fastening devices. 


PLACEMENT AND NUMBER OF WRAPPERS 


One log load 


One wrapper required which shall be secured to the rear 
bunk. Log shall be blocked or secured in a manner to pre- 
vent it from rolling or shifting. A second wrapper secured 
to the front bunk is optional. 
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Two log load 


A minimum of two wrappers required. Logs shall be 
blocked to prevent them from rolling or shifting. 


Five or six log load 
all logs seventeen feet or less 


A minimum of two wrappers required. 


Seven or more log load 
all logs seventeen feet or less 


A minimum of two wrappers required. 


Five or more log load 
if any logs are more than seventeen feet 


A minimum of three wrappers required. 
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Outside logs or top logs 


All outside or top logs shall be secured by a binder near 
but not within 12 inches of each end. 


Each load shall be secured by having a wrapper within 6 
feet of each bunk except on one log loads. 


Proper support for logs 


4-7 
LL 


Note: АП loads of logs on logging trucks equipped with chock blocks 
instead of stakes, shall have at least one additional wrapper 
over and above the requirements for trucks equipped with 
stakes, excepting on one and two log loads and trucks with 
short logs loaded crosswise. 


(4) Approved load fastening devices. The following 
binder devices are hereby approved for purposes of 
transporting logs as referred to in subsection (3) of this 
section, provided that they meet a breaking strength of 
at least fifteen thousand pounds: 

(a) Three-eighths inch high-test steel chain; 

(b) One-half inch diameter steel cable; and 

(c) Steel strapping not less than two inches by fifty 
one-thousandths inches in dimension. 

(5) Anti-spray devices. Every vehicle shall be 
equipped with a device adequate to effectively reduce the 
wheel spray or splash of water from the roadway to the 
rear thereof. All such devices shall be as wide as the 
tires behind which they are mounted and extend down- 
ward at least to the center of the axle. 

(6) Qualifications of drivers. Adoption of United 
States Department of Transportation motor carrier safe- 
ty regulations. The rules and regulations governing 
qualifications of drivers prescribed by the United States 


Not more than approximately one-third the weight of any 
log shall extend beyond the end of the logs or bunk sup- 
porting it. 


Short logs loaded crosswise 


A minimum of two wrappers are required and two chocks 
or stakes shall be used on the open end of the truck. 


Department of Transportation in Title 49, Code of Fed- 
eral Regulations, part 383((;)) and part ((39+,-exehrding 


, 


394—7--G7,—2and—subparagraph —(4) of paragraph 
3941-53;)) 391.1 through 391.71, as well as and in- 
cluding all appendices and amendments thereto ((in-ef- 
feet-on-October-+1988)), are adopted and prescribed by 
the commission to be observed by all common, contract, 
and registered carriers operating under chapter 81.80 
RCW except for carriers operating exclusively in intra- 
state commerce: 

(a) The minimum age requirement for drivers pre- 
scribed in subparagraph (1) of paragraph 391.11(b) 
shall be eighteen years of age. 

(b) With respect to the limited exemption prescribed 
in section 391.61, the time period identified therein shall 
be the period of time prior to October 20, 1979. 

(c) With respect to the limited exemptions prescribed 
in sections 391.65 and 391.71, the time periods identified 
in these sections shall have as a starting date October 
20, 1979. 

(d) Sections 391.21, 391.23, 391.25, 391.27, 391.31, 
391.33, 391.35, and 391.37 shall not apply to a single 
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vehicle owner driver when operating under its own 
permit. 

(e) Section 391.49 shall not apply when a driver has 
obtained from the department of licensing the proper 
drivers license endorsement and restrictions (if any) for 
the operation of the motor vehicle the person is driving. 


(f) The provisions of paragraphs (a) and (b) of section 
391.2, section 391.69, subparagraph (2) of paragraph 
391.71(a), and subparagraph (4) of paragraph 391.71(b) 
shall not apply. 

(g) Carriers operating vehicles with a manufacturer's 
gross vehicle weight rating (GVWR) of less than ten 
thousand pounds shall not be subject to the provisions of 
Part 391 unless the vehicle is being used to transport 
hazardous materials of a type or quantity that requires 


the vehicle to be marked or placarded in accordance 
with WAC 480-12-195. 


(7) Out-of-service criteria. All drivers operating mo- 
tor vehicles under chapter 81.80 RCW shall do so in 
compliance with the safety rules and regulations defined 
therein. Duly authorized personnel of the commission 
shall have the power to order out-of—service any driver 
found to be operating in violation of those rules and 
regulations. The criteria for conditions under which a 
driver may be ordered out-of-service are those defined 
in the North American Uniform Out-Of-Service Crite- 
ria((in-effeet-on February-15; 1989) ). Copies of this 
document are available from the commission upon 
request. 

(8) Whenever the designation "director, ((bureat)) 
office of motor carrier safety" is used in the respective 
parts of Title 49, Code of Federal Regulations, as de- 
scribed in subsection (6) of this section, such designation 
for the purpose of this rule shall mean the "Washington 
utilities and transportation commission," located in 
Olympia, Washington. 


(99-3 ; ЛЕТ ТОЕТ 


AMENDATORY SECTION (Amending Order R-295, 
Cause No. TV-2225, filed 2/23/89) 


WAC 480-12-190 HOURS OF SERVICE—ON 
DUTY—ADOPTION OF FEDERAL SAFETY REG- 
ULATIONS. The rules and regulations adopted by the 
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United States Department of Transportation in Title 49, 
Code of Federal Regulations, Part 395((as-wet-as-and 


inchrding-alt-appendices-and-amendments_thereto-in-ef= 
fect-on- October t, t988;)) are adopted and prescribed by 
the commission to be observed by all common, contract, 
and registered carriers operating. under chapter 81.80 
RCW, except: 

(1) A driver who is driving a motor vehicle in the 
hauling of logs from the point of production or in dump 
truck operations, exclusively in intrastate commerce, 
shall not drive nor be permitted to drive more than 
twelve hours following eight consecutive hours off duty. 
Such driver shall not be on duty nor be permitted to be 
on duty more than ninety hours in any period of seven 
consecutive days. 

(2) A driver who is driving a motor vehicle in the 
hauling of agricultural: products from the point of pro- 
duction on farms, exclusively in intrastate commerce, 
shall not drive nor be permitted to drive more than 
twelve hours following eight consecutive hours off duty. 
Such driver shall not be on duty nor be permitted to be 
on duty more than ninety hours in any period of seven 
consecutive days. 

(3) The rules and regulations governing driver's daily 
logs prescribed in Title 49, Code of Federal Regulations, 
section 395.8 and adopted in this section, do not apply to 
a driver who drives exclusively in intrastate commerce 
and wholly within a radius of one hundred miles of the 
terminal or garage at which he or she reports for work, 
if the motor carrier who employs the driver maintains 
and retains for a period of one year accurate and true 
records showing the total number of hours of driving 
time and the time that the driver is on duty each day 
and the time at which the driver reports for, and is re- 
leased from, duty each day. A tacograph showing the 
required driver hourly information may be substituted 
for the required records. 


(4) (CWhenever-the-term- lightweight vehicle -1s used 


(o Fhc term-*Hehtwcight-vchichet—docs mot imchrde—a 
vehicie-that)) Carriers operating exclusively in intrastate 
commerce operating vehicles with a manufacturer's 
gross vehicle weight rating (GVWR) of less than ten 
thousand pounds shall not be subject to the provisions of 


Part 395 unless the vehicle is being used to transport 
hazardous materials of a type or quantity that requires 
the vehicle to be marked or placarded in accordance 
with WAC 480-12-195. 
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AMENDATORY SECTION (Amending Order R-315, 
Docket No. TV-2285, filed 2/27/90, effective 3/30/90) 


WAC 480-12-195 HAZARDOUS MATERIALS 
REGULATIONS. (1) The rules and regulations gov- 
erning hazardous materials prescribed by the United 
States Department of Transportation in Title 49, Code 
of Federal Regulations, Parts 170—189, as well as and 
including all appendices and amendments thereto, ((m 

; ;)) are adopted and prescribed 
by the commission to define hazardous materials for 
motor vehicle transportation purposes, and to state the 
precautions that must be observed in storage, packaging, 
loading, and unloading such materials, and in maintain- 
ing, placarding, marking, and certifying motor vehicles 
and equipment used in transporting such materials, and 
in the maintenance of shipping papers prepared in con- 
junction with transporting such materials. The rules and 
regulations adopted and prescribed by this rule shall be 
observed by all common, contract, and registered carri- 
ers operating in this state. 

(2) In addition to any accident reporting requirement 
now or hereafter prescribed by the commission, every 
common, contract, and registered carrier operating in 
this state who reports to the United States Department 
of Transportation any incidents occurring in this state 
involving hazardous materials, shall send a copy of any 
such report to the commission. 

(3) Out-of-service criteria. 

(a) АП motor vehicles operated under chapter 81.80 


RCW shall be operated in compliance with the rules and - 


regulations governing the transportation of hazardous 
materials. They shall at all times be subject to inspection 
by the commission and its duly authorized representa- 
tives who shall have power to order out-of-service any 
vehicle meeting the standards set forth in this section, or 
is not being operated in compliance with laws in regard 
to equipment or method. 

(b) Standards. The purpose of this section is to iden- 
tify critical hazardous materials inspection items and 
provide criteria for placing a vehicle(s) in an out—of- 
service or restricted service category subsequent to an 
inspection. The criteria for out—of-service condition or 
restricted service condition are those defined in the 
North American Uniform Out-Of-Service Criteria((7m 

л )). Copies of this document 
are available from the commission upon request. 

(i) Out-of-service condition. No motor carrier shall 
require nor shall any person operate a motor vehicle(s) 
when an out-of-service condition is found to exist. The 
vehicle shall not be allowed to continue in operation un- 
til the unsafe condition is corrected and the shipment 
thereon complies with applicable laws, rules, and regula- 
tions: PROVIDED, That if safety may be jeopardized 
by an out-of-service action at the inspection site, the 
vehicle(s) may be escorted to a safer location. 

(ii) Restricted service condition. Vehicles with re- 
stricted service conditions shall be placed out-of-service 
at the inspection site, or at the discretion of the inspector 
may be allowed to continue in operation to the nearest 
appropriate repair or correction facility. 
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WSR 92-01-117 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF 
NATURAL RESOURCES 
(Forest Practices Board) 
[Memorandum December 18, 1991] 


The Forest Practices Board will hold regular meetings 
on the following dates in 1992. Locations will be pub- 
lished before each quarterly meeting. 


February 11 (changed from the date 
specified in WAC 222-08-040) 

May 13 

August 12 

November 12 


In addition, special meetings will be held on: 


March 13 

June 26 
Locations of special meetings will also be published be- 
fore the meetings. 


M 


Additional information may be obtained from: 


Forest Practices Division 

1007 South Washington Street 
Mailstop EL-03 

Olympia, WA 98504 

(206) 753-5315 


WSR 92-01-118 
RULES COORDINATOR 
DEPARTMENT OF 

NATURAL RESOURCES 
(Forest Practices Board) 
[Filed December 18, 1991, 3:57 p.m.] 


In accordance with RCW 34.05.310(3), the rules coor- 

dinator for the Forest Practices Board is Ed 

Summerfield, Assistant to the Chairman, Forest Practic- 

es Board, 1007 South Washington, Mailstop EL-03, 

Olympia, WA 98504, phone 753-5315 or 234-3515 
scan. 

Brian Boyle 

Commissioner of Public Lands 

Chairman, Forest Practices Board 

By James А. Stearns 

Supervisor 


WSR 92-01-119 
EMERGENCY RULES 
DEPARTMENT OF 
NATURAL RESOURCES 
(Forest Practices Board) 
[Filed December 18, 1991, 3:59 p.m., effective December 19, 1991] 


Date of Adoption: December 17, 1991. 
Purpose: To provide direction for a watershed analysis 
system to address watershed concerns. 
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Statutory Authority for Adoption: RCW 76.09.040, 
16.09.050, and 34.05.350. 

Pursuant to RCW 34.05.350 the agency for good 
cause finds that immediate adoption, amendment, or re- 
peal of a rule is necessary for the preservation of the 
public health, safety, or general welfare, and that ob- 
serving the time requirements of notice and opportunity 
to comment upon adoption of a permanent rule would be 
contrary to the public interest. 

Reasons for this Finding: On October 25, 1990, the 
Snohomish County Superior Court issued a final judg- 
ment declaring WAC 222-16-050(1) invalid as it exist- 
ed on that date. Snohomish County v. DNR, No. 89-2- 
06923-5 (Snohomish Cy. Super. Ct.). On November 14, 
1990, the Forest Practices Board adopted an emergency 
rule to replace the one declared invalid, and adopted a 
second emergency rule directing the Department of 
Natural Resources to develop a watershed screening and 
analysis process (WSR 90-23-041). A revision of that 
rule was adopted on March 13, 1991, (WSR 91-07- 
034). On March 15, 1991, the Forest Practices Board 
filed a request for preproposal comments on permanent 
rule changes to WAC 222-16-050(1) (WSR 91-07- 
030). The board established three task forces to develop 
recommendations for new permanent rule language re- 
lating to pesticide use, aesthetics, and wildlife. The task 
forces reported the results of their work at Forest Prac- 
tices Board meetings on February 13, 1991, March 13, 
1991, May 8, 1991, and June 25, 1991. The task forces 
have completed preliminary drafts and are continuing to 
receive comment and input. In addition, the Cumulative 
Effects Committee of the board is reviewing the water- 
shed screening and analysis process. At its June 25, 
1991, meeting the Forest Practices Board incorporated 
recommendations of the task forces in the new emergen- 
cy rules. On August 15, 1991, the Forest Practices 
Board replaced the existing emergency rule (WAC 222- 
16-045) with a new emergency rule providing direction 
for a watershed analysis system (WAC 222—16—046). 
On October 9, 1991, the Forest Practices Board adopted 
a work plan, subsequently amended on December 17, 
1991, which would result in adoption of permanent rules 
for cumulative effects, including watershed analysis, no 
later than June 30, 1992. 

Effective Date of Rule: December 19, 1991. 

December 18, 1991 

James A. Stearns 

Supervisor 

for Brian Boyle 

Commissioner of Public Lands 


[NEW SECTION] 


WAC 222-16-046 WATERSHED ANALYSIS 
IMPLEMENTATION. The purpose of this rule is to 
provide direction for a watershed analysis system to ad- 
dress watershed concerns. Water resource inventory ar- 
eas or sub-basins are the basis for forest practices rules 
to address watershed concerns. Earliest possible imple- 
mentation shall be achieved by the following: 
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(1) the department has presented to the board an op- 
erational methodology for prioritizing watershed analy- 
sis. Such methodology shall reflect screening and other 
sources of information. 

(2) the department shall develop and present to the 
board by January 1, 1992, a proposed prototype water- 
shed analysis methodology. The department shall devel- 
op this methodology in consultation with the Timber- 
Fish- Wildlife s Cooperative Monitoring, Evaluation and 
Research Committee (CMER). 

(3) the department shall complete the initial prioriti- 
zation of watersheds for analysis by March 1, 1992. 
Such prioritization shall consider existing and potential 
damage to fish, water, and public capital improvements. 

(4) the department shall present to the cumulative ef- 
fects committee of the board by March 1, 1992 an oper- 
ational watershed analysis methodology. The department 
shall develop this methodology in consultation with 
CMER. 

(5) the cumulative effects committee by January 31, 
1992, shall develop and recommend to the board for 
adoption a regulatory system using watershed analysis. 
Such recommendations shall include the establishment 
of defined resource goals. Upon adoption of watershed 
analysis rules by the board the interim guidelines adopt- 
ed by the board on March 28, 1990 shall expire. The 
regulatory system should include elements for both con- 
ditioning and classification of forest practices. Such a 
regulatory approach shall consider the following criteria: 

(a) use of the best science and management advice 
available, 

(b) use of existing rules and conditioning authorities 
to the fullest extent possible. Of particular importance is 
the use of road maintenance and abandonment plans or 
hazard reduction plans to achieve protection of public 
resources; 

(c) guidance for conditioning, approval, or denial of 
forest practices applications so as to provide protection 
of public resources; 

(d) responsiveness to regional or local variation; 

(e) consistency and certainty in management and reg- 
ulation in forest practices; 

(Р) principles of adaptive management; 

(g) use of the best available scientific information, ex- 
pertise, professional judgment, including local expertise, 
during actual on-the-ground implementation; and 

(h) use of information developed during watershed 
planning processes. Federally recognized tribal fish man- 
agers, the departments of fisheries, wildlife, and ecology, 
and local governments are asked to develop resource ob- 
jectives and goals. 

(6) the cumulative effects committee shall periodically 
report to the board on progress. 

(7) effective September 3, 1991, the department shall 
condition the size of clearcut harvest applications in the 
significant rain-on-snow zones where the department 
determines local evidence of peak flows which have re- 
sulted .in material damage to public resources. Such 
conditioning authority shall expire upon completion of 
watershed analysis in a water resource inventory area or 
sub- basin. 


[ 199 ] 


WSR 92-01-119 


(8) effective September 3, 1991, the department shall 
concentrate and exercise its authority in implementing 
the use of existing road construction, maintenance and 
abandonment rules where there is evidence of road re- 
lated damage to public resources. 

Cultural resources and wildlife habitat requirements 
have not been specifically addressed. The board shall 
continue consultation with the departments of ecology, 
fisheries, wildlife, natural resources and federally recog- 
nized tribes on these resources issue. 


Reviser's note: The bracketed material preceding the section above 
was supplied by the code reviser's office. 


WSR 92-01-120 
PERMANENT RULES 
ENERGY OFFICE 

[Filed December 19, 1991, 8:35 a.m.] 


Date of Adoption: December 19, 1991. 

Purpose: Implements the provisions of section 12, 
chapter 201, Laws of 1991. 

Statutory Authority for 
43.21F.045(12). 

Other Authority: Section 12, chapter 201, Laws of 
1991. 

Pursuant to notice filed as WSR 91-22-098 on 
November 6, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 194—20-020 Definitions, subsection 
(3) "Life cycle cost analysis (LCCA)" means the meth- 
od of economic analysis which accounts for the initial 
cost and the cost of operation of a major facility or its 
systems over its economic life, see RCW 39.35.030(7). 
. Chapter 39.35 RCW that an LCCA be prepared prior to 
construction or alteration of a publicly owned or leased 
facility having twenty-five thousand square feet or more 
of usual floor space. Subsection (4) "Energy conserva- 
tion report (ECR)" means the report in which LCCA's 
are performed for schools, funded in part by the 
Washington superintendent of public instruction and re- 
viewed by WSEO. The contents of the report and the 
submission procedures are outlined in the WSEO publi- 
cation, "Guidelines for Preparing Energy Conservation 
Reports"; and WAC 194—20-060 Net revenue from 
transactions for conservation, last paragraph should read 
" Net revenue received under the authority of this section 
shall be deposited in a single subaccount if those projects 
have been identified by the Superintendent of Public In- 
struction as having received state support from the com- 
mon school construction fund." 

Effective Date of Rule: Thirty-one days after filing. 

December 19, 1991 

David W. Sjoding 

Assistant Director 
Administration and Finance 


Adoption: RCW 
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Chapter 194-20 WAC 
ENERGY EFFICIENCY SERVICES ACCOUNT 


NEW SECTION 


WAC 194—20-010 PURPOSE. This chapter imple- 
ments the provisions of section 12 and related sections of 
chapter 201, Laws of 1991, establishing criteria and 
procedures for setting a fee schedule, establishing work- 
ing capital requirements, and receiving funds for the en- 
ergy efficiency services account. 


NEW SECTION 


WAC 194-20-020 DEFINITIONS. (1) "WSEO" 
means the Washington state energy office. 

(2) "Energy partnerships" means the energy efficiency 
program that emerges from chapter 201, Laws of 1991, 
the mission of which is the fulfillment of the require- 
ments of that legislation: To achieve cost-effective con- 
servation in state and school district facilities and to 
pursue development of cost-effective cogeneration in ex- 
isting and/or new state facilities. 

(3) "Life cycle cost analysis (LCCA)" means the 
method of economic analysis which accounts for the ini- 
tial cost and the cost of operation of a major facility or 
its systems over its economic life. (See RCW 
39.35.030(7).) Chapter 39.35 RCW requires that an 
LCCA be prepared prior to construction or alteration of 
a publicly owned or leased facility having twenty-five 
thousand square feet or more of usable floor space. 

(4) "Energy conservation report (ECR)" means the 
report in which LCCA's are performed for schools, 
funded in part by the Washington superintendent of 
public instruction and reviewed by WSEO. The contents 
of the report and the submission procedures are outlined 
in the WSEO publication, "Guidelines for Preparing 
Energy Conservation Reports." 

(5) "School building energy characteristics report 
(SBEC)" means the conservation report which commu- 
nicates compliance with the governing energy code, re- 
quired for smaller projects not affected by WAC 180- 
27-075. 

(6) "Energy efficiency project" means a project which 
reduces energy consumption or energy cost, or increases 
the efficient use of energy. It includes activities, mea- 
sures, and/or equipment designed to achieve these 
results. 

(7) "Cogeneration project" means a project which re- 
sults in the sequential generation of two or more forms 
of energy from a common fuel or energy source. 


NEW SECTION 


WAC 194-20-030 CRITERIA AND PROCE- 
DURES FOR SETTING FEES. The WSEO will 
charge fees sufficient to recover the cost of providing 
services to state agencies and school districts which un- 
dertake energy efficiency or cogeneration projects under 
the energy partnerships program. Recoverable costs in- 
clude, but are not limited to all necessary costs of pro- 
viding services directly to client institutions, of monitor- 
ing and implementing utility agreements when utilities 
elect to offer designated services, and of monitoring 
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agreements with private consultants who provide energy 
partnerships services. WSEO's fees are based on hourly 
rates and the billable hours of service providers, and 
shall include all technical and program costs, and asso- 
ciated administrative costs. Fees are negotiated between 
WSEO and the institution being served, except for fees 
to review LCCA's and ECR's. 


NEW SECTION 


WAC 194-20-040 LIFE CYCLE COST ANALY- 
SIS/ENERGY CONSERVATION REPORT FEES. 
Fees for LCCA and ECR reviews will be established to 
recover WSEO's actual costs in conducting the reviews. 
Annually, these costs will be evaluated and a revised fee 
schedule will be published, effective July 1 of the year in 
which it is issued. WSEO's fee for an LCCA or ECR 
review will not exceed two thousand dollars or one-tenth 
of one percent of the project's total design and construc- 
tion cost, whichever is less, unless mutually agreed by 
the institution and WSEO. No fee is charged for school 
building energy characteristics report reviews. 

WSEO shall annually evaluate whether energy sav- 
ings resulting from its review of LCCA's and ECR's 
justify the costs of performing the reviews. WSEO shall 
make the results of that report available to the public, on 
request. 


NEW SECTION 


WAC 194-20-050 RECEIPT OF FUNDS. WSEO 
requires full payment of its invoices in the form of a 
check made payable to WSEO or an electronic fund 
transfer. For LCCA's and ECR's submitted for review, 
institutions will be invoiced when the review takes place. 
For all other energy conservation or cogeneration ser- 
vices, institutions will be invoiced on a monthly basis 
unless other financing arrangements are mutually agreed 
upon in advance. 


NEW SECTION 


WAC 194-20-060 NET REVENUE FROM 
TRANSACTIONS FOR CONSERVATION. In ac- 
cordance with RCW 39.35C.120, when an energy effi- 
ciency project at a state agency or a school district in- 
volves a financial transaction with a utility, Bonneville 
Power Administration, or other entity, and is funded in 
whole or part with state funds, fifty percent of all net 
revenue shall be deposited in the energy efficiency ser- 
vices account (RCW 39.35C.120(4)). Funds received as 
a result of the net revenue determination as outlined in 
RCW 39.35C.120(7) can be used for: 

(1) Funding energy partnerships services; and 

(2) Transfers by the legislature to the state general 
fund. 

Net revenue received under the authority of this sec- 
tion shall be deposited in a single subaccount if those 
projects have been identified by the superintendent of 
public instruction as having received state support from 
the common school construction fund. 
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NEW SECTION 


WAC 194-20-070 NET SAVINGS AND NET 
REVENUE FROM TRANSACTIONS FOR CO- 
GENERATION. In accordance with RCW 39.35C.120, 
fifty percent of net savings and eighty percent of net 
revenue generated at state facilities with new cogenera- 
tion projects shall be deposited in the energy efficiency 
services account, and for institutions of higher education, 
fifty percent of net savings and fifty percent of net reve- 
nue from new cogeneration projects will be deposited in 
the energy efficiency services account; except that no net 
revenue will be assessed for cogeneration projects in op- 
eration as of July 28, 1991. Funds received as a result of 
the net revenue determination as outlined in RCW 
39.35C.120(7) and from net savings will be placed in the 
energy efficiency services account and can be used for: 

(1) Funding energy partnerships services; and 

(2) Transfers by the legislature to the state general 
fund. 


NEW SECTION 


WAC 194-20-080 WORKING CAPITAL RE- 
QUIREMENTS. The WSEO establishes an initial goal 
of building within the energy efficiency services account 
a working capital account balance equal to four to five 
months of operating costs. 


WSR 92-01-121 
PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed December 19, 1991, 9:50 a.m.] 


Original Notice. 

Title of Rule: Chapter 16-461 WAC, Movement of 
fruits and vegetables from area of production. 

Purpose: To update and revise the existing rule to 
more accurately reflect conditions of industry practices. 

Statutory Authority for Adoption: Chapter 15.17 
RCW. 

Statute Being Implemented: Chapter 15.17 RCW. 

Summary: Current inspection requirements for named 
fruits and vegetables are based on movement of these 
products from the area of production. The proposed rule 
will require inspection on the products when sold or bar- 
tered, deleting the reference to movement from the area 
of production. The current rule provides a single, inflexi- 
ble remedy for noncompliance with the regulations. The 
director of agriculture is required to revoke the packer 
or shipper's approval to issue certificates of compliance. 
Such revocation shall be for the current season. The 
proposed revisions will permit flexibility to include sus- 
pension or denial of the approve to issue certificates of 
compliance. 

Reasons Supporting Proposal: Production of fruits and 
vegetables has expanded greatly over the past several 
years, both in terms of volume and geographic locations. 
The term "area of production," (which is the basis of the 
existing rule), is not defined. Furthermore, "area of pro- 
duction" has little relevance to the purposes for requir- 
ing inspection, which are more related to marketing 
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conditions, quality control, and uniformity of grading for 
the producers and consuming public. Relative to reme- 
dies available to the director for noncompliance, the re- 
visions will allow latitude in dealing with varying situa- 
tions. Under the existing rules, all violations must be 
treated in the same manner, regardless of the nature or 
seriousness of the violation. The penalty may vary con- 
siderably for similar infractions, dependent upon the 
calendar date of the violation and due to the require- 
ment of revocation for the "current season." 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: James R. Archer, 
Olympia, Washington, (206) 753-5054. 

Name of Proponent: Commodity Inspection Division, 
Washington State Department of Agriculture, 
governmental. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and 
Fiscal Matters: The revisions will more adequately re- 
spond to current conditions of the fruit and vegetable 
industry and will clarify requirements. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The rule requires inspection of fresh market apri- 
cots, Italian prunes, peaches, cherries, apples, pears, and 
asparagus. Inspection is also required for processing ap- 
ples and pears except when entering intrastate com- 
merce. The purpose is to ensure compliance with quali- 
ty/grade/size standards, labeling, etc. of the regulated 
products. 

Proposal Changes the Following Existing Rules: The 
existing rule requires inspection on certain fruits and 
vegetables prior to movement from area of production. 
The "area of production" is not defined and has been a 
source of confusion as used within the existing rule. 
Furthermore, over the past several years, geographic ar- 
eas of production have continually expanded to the ex- 
tent that natural boundaries no longer separate these ar- 
eas, with the possible exception of the Cascade Moun- 
tains. The proposal will change the basis for requiring 
inspections to that which is based on marketing of the 
product. A definition section has been added that will 
more clearly define inspection requirements. The propos- 
al deletes the inspection requirements for certified seed 
potatoes which are now regulated under other rules of 
the department of agriculture. The proposal also elimi- 
nates inspection requirements for processing apples when 
entering intrastate commerce. Regarding the certificate 
of compliance, the revisions will permit greater flexibility 
and latitude to the director in administering the regula- 
tions. Since implementation of the certificate of compli- 
ance program, there is great expansion in volume of 
product, number of packing and shipping operations, and 
duration of shipping seasons. The current rule is inflexi- 
ble and as a result is inequitable to the packer/shippers 
utilizing the program. Since the current rule requires re- 
vocation for the "current season," similar violations may 
result in widely varying duration of penalty. Occurring 
early in the shipping season will result in a much more 
severe penalty than one which occurs mid to late season. 
Conversely, a serious infraction in late season will result 
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in a penalty of shorter duration than a minor infraction 
occurring in early season. The revisions are expected to 
result in a greater degree of equity and fairness to holder 
of the certificate of compliance agreement. Other 
changes are for purposes of compatibility, and are minor 
in nature. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Best Western Ellensburg Inn, 1700 
Canyon Road, Ellensburg, WA 98926, on February 12, 
1992, at 10:00 a.m. 

Submit Written Comments to: James R. Archer, 
F&V Program Manager, Washington State Department 
of Agriculture, P.O. Box 42560, Olympia, WA 98504- 
2560, by February 12, 1991 [1992]. 

Date of Intended Adoption: March 4, 1992. 

December 19, 1991 

J. Allen Stine 
Assistant Director 
Commodity Inspection 


NEW SECTION 


WAC 16-461-006 DEFINITIONS. Commercial lot shall mean 
any number of any type of containers or any quantity in bulk of agri- 
cultural products listed in WAC 16-461-010, which are sold or bar- 
tered: PROVIDED, That quantities of less than five hundred pounds 
net weight, when sold by any producer where grown by the producer 
and sold directly to the ultimate consumer, shall not be considered as a 
commercial lot. 


AMENDATORY SECTION (Amending Order 1788, filed 3/1/83) 


WAC 16-461-010 INSPECTION CERTIFICATE AND/OR 
PERMIT REQUIRED. (1) No person shall ship, transport ((or)), ac- 
cept for shipment, or (( )) 

accept delivery_of, any commercial lot of the following agricultural 
products without an inspection and the issuance of a certificate and/or 
a permit((; 


agrienituratproducts)) by the commodity inspection division of the de- 


partment of agriculture allowing such shipment, movement or delivery: 
(a) Apricots — in closed or open containers for fresh ((shrpment)) 


market. 

(b) Italian prunes — in closed or open containers for fresh ((ship- 
ment)) market. 

(c) Peaches — in closed or open containers for fresh ((shipment)) 
market. 


0 ((Potatces —in-ctosed—or-open-containersor_butk;for-certifred 


= Cherries — in closed or open containers for fresh market: 
PROVIDED, That no permit shall be issued on cherries infested with 


live cherry fruit fly larvae. 
((&6) (e) Apples - (( =)) in closed 


Pears (summer; fat and-winter) = 
or open containers((77or-butk-for-shipment)) for fresh market: PRO- 
VIDED, That ((pears-for-processing-entering-intrastate-commrerce-witt 
)) 


rrot-require-a-permit-for-shipment-—ROVIDEBP-FURTHER;-TFhat 
apples ((andfor-pears)) may be shipped or transported if accompanied 
by a certificate((s)) of compliance issued by the shipper or packer of 


apples ((andfor-pears;)) having the approval of the director to issue 
the certificates of compliance. 

(f) Pears — in closed or open containers for fresh market: PROVID- 
ED, That pears may be shipped or transported if accompanied by a 
certificate of compliance issued by the shipper or packer of pears hav- 


ing the approval of the director to issue the certificates of compliance. 
(g) Asparagus — in closed or open containers for fresh ((shtpment)) 


market: PROVIDED, That asparagus may be shipped or transported if 
accompanied by certificates of compliance issued by the shipper or 
packer of the asparagus, having the approval of the director to issue 
the certificates of compliance. 

(h) Apples in containers or bulk, for processing: PROVIDED, That 


apples for processing may be shipped or transported if accompanied by 
a certificate of compliance issued by the shipper of apples having the 
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approval of the director to issue the certificates of compliance: PRO- 
VIDED FURTHER, That apples for processing entering intrastate 
commerce shall not require a permit. 

i) Pears in containers or bulk, for processing: PROVIDED, That 
pears for processing may be shipped or transported if accompanied by 
a certificate of compliance issued by the shipper of pears having the 
approval of the director to issue the certificates of compliance: РЕО- 
VIDED FURTHER, That pears for processing entering intrastate 
commerce shall not require a permit. 

(2) Exemptions — Fruits and vegetables listed in WAC 16-461-010 
shall be exempted from requirements for inspection and issuance of a 
certificate or permit: 

(a) When the product is being transported from the premises where 
grown or produced to a horticultural facility other than wholesale or 
retail for the purpose of storing, grading, packing, packaging, labelling, 
or processing; prior to entering commercial channels for resale; 

(b) When transportation is between horticultural facilities other 
than those facilities which sell at wholesale or retail level, for the pur- 
poses set forth in (a) of this subsection. 


((€3)) (3)(a) Any shipper or packer of apples, apricots, cherries, 
pears, peaches, prunes, or asparagus may petition the director for au- 
thority to issue certificates of compliance for each season. The director 


may issue certificate of compliance agreements, granting such authori- 
ty, on such terms and conditions as he may deem appropriate. The au- 


thority shall be limited to the issuance of certificates of compliance for 
apples, apricots, cherries, pears, peaches, prunes, and asparagus under 
the applicant's direct control or being handled at the shipper's or 
packer's facilities. 

(b) The certificate of compliance shall be issued at time of shipment 
by the shipper or packer authorized to do so: PROVIDED, That the 
apples and/or pears and asparagus about to be shipped or transported 
are in full compliance with the requirements of chapter 15.17 RCW, 
regulations adopted thereunder and administrative directives of the di- 
rector: PROVIDED FURTHER, That apricots, cherries, peaches, 
((or)) prunes, or pears about to be shipped or transported are in full 
compliance with the federal marketing order requiring quality and 
condition certification and Washington state lot identification or feder- 
al-state lot identification. 

(c) The director's approval to issue certificates of compliance 
((shatt)) may be suspended, revoked, or denied for cause, subject to 
RCW 34.05.422(3) and that cause shall be the shipper's or packer's 
failure to comply with the requirements of ((parzgraph-(2))) subsec- 
tion (3)(b) of ((these-regutations)) this section, or for the shipper's or 
packer's actions which impede the department's abilities to ascertain 
full compliance with requirements of chapter 15.17 RCW or rules 
adopted thereunder, or for violation of the terms of the certificate of 

compliance agreement. The period of any suspension shall be deter- 


mined by the director and shall be commensurate with the seriousness 
of the violation. (CFhe-revocatron-shati-be-for-the current season:)) 


(d) Any shipper or packer whose authority to issue certificates of 
compliance has been suspended, revoked, or denied by the director 
shall be subject to those provisions of chapter 15.17 RCW and the 
regulations requiring the issuance of a shipping permit by the director 
before apples, apricots, cherries, pears, peaches, prunes, and asparagus 
may be shipped or transported. 

(e) Certificates of compliance shall be on forms approved and issued 
by the director of agriculture. ((Each-certificate-of comptrance-shatt-be 

:)) 

(f) Any shipper or packer authorized to issue certificates of compli- 
ance shall deposit with the director of agriculture at the regular base 
fee equivalent to that charged by the director for a shipping permit, for 
each certificate of compliance issued by the authorized shipper or 
packer. The base fees shall be deposited with the director of agricul- 
ture in the same manner as fees for shipping permits. 


WSR 92-01-122 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Board of Dental Examiners) 

[Order 228B—Filed December 19, 1991, 10:22 a.m.] 


Date of Adoption: December 6, 1991. 
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Purpose: To make housekeeping changes to update 
references to agency, WACS, etc. in the Dental Practice 
Act. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 246-818-110; and amending WAC 
246-818-020, 246-818-060, 246-818—070, 246-818- 
080, 246-818-090, 246-818-120, and 246-8 18—130. 

Statutory Authority for Adoption: WAC 246-818— 
020, 246-818-060, 246-818-070, 246-818-090, 246— 
818—110, 246-818-120, and 246-818-130 is RCW 18- 
„32.035; and WAC 246-818-080 is RCW 18.32.035 and 
70.24.270. 

Pursuant to notice filed as WSR 91-21-117 on Octo- 
ber 22, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 6, 1991 
Ernest E. Patricelli, DDS 
Chairperson 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-020 EXAMINATION ELIGIBIL- 
ITY AND APPLICATION. (1) To be eligible for the 
dental examination, the applicant must be a graduate 
from a dental school approved by the Washington state 
board of dental examiners. The board of dental exami- 
ners adopts those standards of the American Dental As- 
sociation's Commission on Accreditation which were rel- 
evant to accreditation of dental schools and current in 
January 1981 and has approved all and only those dental 
schools which were accredited by the commission as of 
January 1981. Other dental schools which apply for 
board approval and which meet these adopted standards 
to the board's satisfaction will be approved, but it is the 
responsibility of a school to apply for approval and of a 
student to ascertain whether or not a school has been 
approved by the board. 

(2) To be eligible for the dental examination the ap- 
plicant must provide certification of the successful com- 
pletion of the National Dental Examination Parts I and 
П. 

(3) Applications for the examination may be secured 
from the state of Washington department of ((łicens= 
їтр)) health. The application must be completed in every 
respect, and reach the state of Washington department 
of ((Hcensmg)) health at least sixty days prior to the 
examination. 

(4) The only acceptable proof of graduation from an 
approved dental school is an official transcript from such 
school, or a verified list of graduating students from the 
dean of the dental school. The verified list of students 
will only be acceptable from applicants who have gradu- 
ated within forty-five days of the examination for which 
they are applying. An applicant may complete his/her 
other application requirements and be scheduled for the 
examination before he/she has graduated, but no appli- 
cant will be admitted to the examination unless the offi- 
cial transcript or the verified list from the dean has been 
received by the department of ((tieensimg)) health on or 
before the first day of the examination. 

(5) In case of applicant having previously been in 
practice, the board requires a sworn statement covering 
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history of practice for a five-year period immediately 
preceding application for this examination. This state- 
ment must accompany the application when returning it 
to the department of ((Heensing)) health. 

(6) Upon establishing examination eligibility, the de- 
partment of ((Heensing)) health will mail to each appli- 
cant examination forms, instructions and schedule. It is 
imperative that the applicant bring this information to 
the examination as it will be used by the board through- 
out the practical examination. 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-060 PRACTICAL EXAMINA- 
TION REVIEW PROCEDURES. (1) Any candidate 
who takes the practical examination for licensure as a 
dentist and does not pass may request informal review 
by the examining board of his or her examination re- 
sults. This request must be in writing and must be re- 
ceived by the department within twenty days of the 
postmark of notification of the examination results. The 
examining board will not set aside its prior determina- 
tion unless the candidate shows, by a preponderance of 
evidence, significant error in examination procedure, or 
bias, prejudice, or discrimination in the examination 
process. 

(2) The procedure for filing an informal review is as 
follows: 

(a) Contact the department of ((teensimg)) health 
office in Olympia to request that copies of the score 
sheets on the failed practical portion of the examination 
be provided. 

(b) The candidate will be provided a form to complete 
in defense of examination performance. Such form must 
be returned to the department within fifteen days. 

(c) The candidate must specifically identify the chal- 
lenged portion(s) of the examination and must state the 
specific reason or reasons why the candidate feels the 
results of the examination should be changed. 

(d) The candidate will be identified only by candidate 
number for the purpose of this review. Letters of refer- 
ence, requests for special consideration, or reexamination 
of the patient will not be considered by the examining 
board. 

(e) The examining board will schedule a closed session 
meeting to review the examination, score sheets, and 
form completed by the candidate for the purpose of in- 
formal review. 

(f) The candidate will be notified in writing of the 
results. 

(3) Any candidate who is not satisfied with the result 
of the informal examination review may submit a writ- 
ten request for a formal hearing to be held before the 
examining board, pursuant to the Administrative Proce- 
dure Act. Such written request for hearing must be re- 
ceived by the department of ((łtcensing)) health within 
twenty days of the postmark of the notification of the 
results of the board's informal review of the examination 
results. The written request must specifically identify the 
challenged portion(s) of the examination and must state 
the specific reason(s) why the candidate feels the results 
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of the examination should be changed. The examining 
board will not set aside its prior determination unless the 
candidate shows, by a preponderance of evidence, signif- 
icant error in examination procedure, or bias, prejudice, 
or discrimination in the examination process. 

(4) Before the hearing is scheduled the parties shall 
attempt by informal means to resolve the following: 

(a) The simplification of issues; 

(b) Amendments to the candidate's notice identifying 
the challenged portion(s) of the examination and the 
statement of the specific reason(s) why the candidate 
feels the results of the examination should be changed; 

(c) The possibility of obtaining stipulations, admission 
of facts, and documents; . 

(d) The limitation of the number of expert witnesses; 

(e) A schedule for completion of all discovery; and 

(f) Such other matters as may aid in the disposition of 
the proceeding. 

If the parties are unable to resolve any of these issues 
informally, either party shall request a prehearing con- 
ference to be held before an administrative law judge or 
a board member, as decided by the board. 

(5) In the event there is a prehearing conference, the 
administrative law judge or board member shall enter an 
order which sets forth the actions taken at the confer- 
ence, the amendments allowed to the pleading, and the 
agreements made by the parties of their qualified repre- 
sentatives as to any of the matters considered, including 
the settlement or simplification of issues. The prehearing 
order limits the issues for hearing to those not disposed 
of by admissions or agreements. Such order shall control 
the subsequent course of the proceeding unless modified 
for good cause by subsequent prehearing order. 

(6) Candidates will receive at least twenty days notice 
of the time and place of the formal hearing. The hearing 
will be restricted to the specific portion(s) of the exami- 
nation the candidate has identified as the basis for his or 
her challenge of the examination results unless amended 
by a prehearing order. The board will not consider reex- 
amination of the patient. The issues raised by the candi- 
date at the formal hearing shall be limited to those is- 
sues raised by the candidate for consideration at the in- 
formal review unless amended by a prehearing order. 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-070 WRITTEN EXAMINATION 
REVIEW PROCEDURES. (1) Any candidate who 
takes the written examination phase of the dental exam- 
ination and does not pass may request informal review 
by the examining board of his or her examination re- 
sults. This request must be in writing and must be re- 
ceived by the department within twenty days of the 
postmark of notification of the examination results. The 
examining board will not set aside its prior determina- 
tion unless the candidate shows, by a preponderance of 
evidence, significant error in examination content or 
procedure, or bias, prejudice, or discrimination in the 
examination process. 

(2) The procedure for filing an informal review is as 
follows: 
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(a) The department of ((ircensmg)) health office will 
schedule in Olympia an appointment to appear person- 
ally to review the score sheets on the failed written por- 
tion of the examination. 

(b) The candidate will be provided a form to complete 
in the department of ((Heensing)) health office in 
Olympia in defense of examination performance. 

(c) The candidate must specifically identify the chal- 
lenged portion(s) of the examination and must state the 
specific reason or reasons why the candidate feels the 
results of the examination should be changed. 

(d) The candidate will be identified only by candidate 
number for the purpose of this review. Letters of refer- 
ence or requests for special consideration will not be 
read or considered by the examining board. 

(e) The candidate may not bring in notes, texts, or 
other individuals except for an attorney, for use while 
completing the informal review form. 

(f) The candidate will not be allowed to take any 
notes or materials from the office upon leaving. 

(g) The examining board will schedule a closed ses- 
sion meeting to review the examination, score sheets and 
form completed by the candidate for the purpose of in- 
formal review. 

(h) The candidate will be notified in writing of the 
results. 

(3) Any candidate who is not satisfied with the result 
of the informal examination review may submit a writ- 
ten request for a formal hearing to be held before the 
examining board, pursuant to the administrative proce- 
dure act. Such written request for hearing must be re- 
ceived by the department of ((Heenstng)) health within 
twenty days of the postmark of the notification of the 
results of the board's informal review of the examination 
results. The written request must specifically identify the 
challenged portion(s) of the examination and must state 
the specific reason(s) why the candidate feels the results 
of the examination should be changed. The examining 
board will not set aside its prior determination unless the 
candidate shows, by a preponderance of evidence, signif- 
icant error in examination content or procedure, or bias, 
prejudice, or discrimination in the examination process. 

(4) Before the hearing is scheduled the parties shall 
attempt by informal means to resolve the following: 

(a) The simplification of issues; 

(b) Amendments to the candidate's notice identifying 
the challenged portion(s) of the examination and the 
statement of the specific reason(s) why the candidate 
feels the results of the examination should be changed; 

(c) The possibility of obtaining stipulations, admission 
of facts and documents; 

(d) The limitation of the number of expert witnesses; 

(e) A schedule for completion of all discovery; and, 

(f) Such other matters as may aid in the disposition of 
the proceeding. 

If the parties are unable to resolve any of these issues 
informally, either party shall request a prehearing con- 
ference to be held before an administrative law judge or 
a board member, as decided by the board. 

(5) In the event there is a prehearing conference, the 
administrative law judge or board member shall enter an 
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order which sets forth the actions taken at the confer- 
ence, the amendments allowed to the pleading and the 
agreements made by the parties of their qualified repre- 
sentatives as to any of the matters considered, including 
the settlement or simplification of issues. The prehearing 
order limits the issues for hearing to those not disposed 
of by admissions or agreements. Such order shall control 
the subsequent course of the proceeding unless modified 
for good cause by subsequent prehearing order. 

(6) Candidates will receive at least twenty days notice 
of the time and place of the formal hearing. The hearing 
will be restricted to the specific portion(s) of the exami- 
nation the candidate has identified as the basis for his or 
her challenge of the examination results unless amended 
by a prehearing order. The issues raised by the candi- 
date at the formal hearing shall be limited to those is- 
sues raised by the candidate for consideration at the in- 
formal review unless amended by a prehearing order. 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-080 APPLICATION FOR LI- 
CENSURE—AIDS EDUCATION REQUIRE- 
MENTS. (1) Definitions. 

(a) “Acquired immunodeficiency syndrome" or 
"AIDS" means the clinical syndrome of HIV-related 
illness as defined by the board of health by rule. 

(b) "Office on AIDS" means that section within the 
department of ((sociat-and)) health ((services)) or any 
successor department with jurisdiction over public health 
matters as defined in chapter 70.24 RCW. 

(2) Application for licensure. Effective May 1, 1990 
persons applying for licensure shall submit, in addition 
to the other licensure requirements, evidence to show 
compliance with the education requirements of subsec- 
tion (3) of this section. | 

The board will accept courses taken since January 1, 
1986 which fulfill the requirements of the hours and 
topics listed in subsection (3) of this section. 

(3) AIDS education and training. Acceptable educa- 
tion and training. The board will accept formal lecture- 
type education and training that is consistent with the 
topical outline available from the Office on AIDS. Such 
education and training shall be a minimum of seven 
clock hours. As an alternative to formal lectures, the 
board will also accept education and training obtained 
through videos and/or self-study materials: PROVID- 
ED, That such videos and/or self-study materials must 
include a written examination that is graded by the pro- 
vider of the materials. 

All education and training shall include the subjects 
of prevention, transmission and treatment of AIDS. 

(4) Documentation. The applicant shall: 

(a) Certify, on forms provided, that the minimum ed- 
ucation and training has been completed after January 
1, 1986; 

(b) Keep records for two years documenting atten- 
dance and description of the learning; 

(c) Be prepared to validate, through submission of 
these records, that attendance has taken place. 
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AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-090 GRADUATES OF NONAC- 
CREDITED SCHOOLS. The following requirements 
apply to persons who are graduates of dental schools or 
colleges not accredited by the American Dental Associa- 
tion Commission on Accreditation. 

(1) A person who has issued to him or her a degree of 
doctor of dental medicine or doctor of dental surgery by 
a nonaccredited dental school listed by the World 
Health Organization, or by a nonaccredited dental 
school approved by the board of examiners, shall be eli- 
gible to take the examination given by the board in the 
theory and practice of the science of dentistry upon fur- 
nishing all of the following: 

(a) Certified copies of dental school diplomas. 

(b) Official dental school transcripts. 

(c) Proof of identification by an appropriate govern- 
mental agency; provided, however, that alternate ar- 
rangements may be made for political refugees. 

(d) Effective February 1, 1985, satisfactory evidence 
of the successful completion of at least two additional 
predoctoral or postdoctoral academic years of dental 
school education at a dental school approved pursuant to 
WAC ((368=40=10+)) 246-818—020(1) and a certifica- 
tion by the dean of that school that the candidate has 
achieved the same level of didactic and clinical compe- 
tence as expected of a graduate of that school. 

(2) Upon completion of the requirements in subsection 
(1) of this section, an applicant under this section will be 
allowed to take the examination pursuant to WAC 
((308—40—102)) 246—818—030 and will be subject to the 
applicable provisions of WAC ((368=46-16t)) 246-818— 
020: PROVIDED, HOWEVER, That individuals who 
had fulfilled the requirements for application prior to the 
requirement of subsection (1)(d) of this section and who 
have applied by January 31, 1985, may be allowed one 
opportunity to pass the clinical (practical) examination 
in 1985. ` 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-120 LICENSURE WITHOUT 
EXAMINATION FOR DENTISTS—ELIGIBILITY. 
The Washington board of dental examiners may grant 
licensure without an examination to dentists licensed in 
other states who: 

(1) Have graduated from an educational program ap- 
proved by the board of dental examiners; provided that 
graduates of non-accredited schools must meet the re- 
quirements of WAC ((308—40—H9)) 246-818-090. 

(2) Have successfully completed Parts I and II of the 
National Dental Board examination. 

(3) Have been issued a license, registration or certifi- 
cate to practice dentistry, without restrictions, in another 
state by successful completion of an examination, if the 
other state's current licensing standards are substantive- 
ly equivalent to the licensing standards of the state of 
Washington. The board of dental examiners will deter- 
mine if the other state's current licensing standards are 
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substantively equivalent to licensing standards in this 
state, pursuant to WAC ((308—40—152)) 246-818-140. 

(4) Are currently engaged in the practice of dentistry 
in another state pursuant to WAC ((308=40=+5+)) 246- 
818-130(11). | 

(5) Have completed the AIDS education requirement 
defined in WAC ((308=40=+07)) 246-818-080. 

(6) Are certified as having been licensed by the state 
board(s) of dentistry in all the state(s) in which the ap- 
plicant has held a dental license. 

(7) Have completed the jurisprudence requirement as 
determined by the Washington board of dental 
examiners. 

(8) Participate in a personal interview with the board, 
if requested by the Washington board of dental 
examiners. 


AMENDATORY SECTION (Amending Order 101B, 
filed 12/6/90, effective 1/31/91) 


WAC 246-818-130 LICENSURE WITHOUT 
EXAMINATION FOR DENTISTS—APPLICATION 
PROCEDURE. The applicant is responsible for obtain- 
ing and furnishing to the Washington board of dental 
examiners all materials required by the board to estab- 
lish eligibility for a license without examination. Any 
fees for verification of requirements must be paid by the 
applicant. 

A license issued based on the succeeding criteria, may 
be revoked upon evidence of misinformation or substan- 
tial omission. 

The following must be submitted to the board: 

(1) A completed application for licensure without ex- 
amination to include the payment of the required appli- 
cation fee. The application must be signed and nota- 
rized. All information must be completed and received 
within 180 days of receipt of the initial application. Only 
completed applications will be reviewed by the board. 
Completed applications will be acted on at the next 
scheduled board meeting; provided that the board may 
extend application reviews to the following meeting or 
meetings if required by the number of completed appli- 
cations or the board's other business. 

(2) A statement by the applicant as to whether he/she 
has been the subject of any disciplinary action in the 
state(s) of licensure and whether he/she has engaged in 
unprofessional conduct as defined in RCW 18.130.180. 

(3) A statement by the applicant that he/she is not an 
impaired practitioner as defined in RCW 18.130.170. 

(4) A certification by the state board(s) of dentistry 
(or equivalent authority) that, based on successful com- 
pletion of an examination, the applicant was issued a li- 
cense, registration, certificate or privilege to practice 
dentistry, without restrictions, and whether he/she has 
been the subject of final or pending disciplinary action. 

(5) Documentation to substantiate that standards de- 
fined in WAC ((308—40—152)) 246-818-140 have been 
met. 

(6) A certification from each state or jurisdiction 
where the applicant holds or has held a license to prac- 
tice dentistry and whether he/she has been the subject 
of final or pending disciplinary action. 
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(7) An official dental school transcript showing the 
degree and date of graduation. This transcript shall be 
mailed from the school directly to the board. 

(8) The national board scores certified by the Joint 
Commission on National Dental Examinations. 

(9) A current photograph duly identified and attested. 

(10) Proof of completion of AIDS education as re- 
quired by WAC ((308—40—107)) 246-818-080. 

(11) Proof that the applicant is currently engaged in 
the practice of dentistry in another state, and has been 
for at least five years, as demonstrated by the following 
information: 

(a) Address of practice location(s); 

(b) Length of time at the location(s); 

(c) Certification of a minimum of twenty hours per 
week in dental practice, as defined by RCW 18.32.020; 

(d) Malpractice insurance carrier(s) and years when 
insured; 

(e) Federal or state tax numbers; 

(f) DEA number if any; and 

(g) A copy of the applicant's current dental license. 

Dentists serving in the United States federal services 
as described in RCW 18.32.030(2), for the period of 
such service, need not provide (a) through (f) ((above)) 
of this subsection, but must provide documentation from 
their commanding officer regarding length of service, 
duties and responsibilities and a copy of their current li- 
cense. Such dental service, including service within the 
state of Washington, shall be credited toward the dental 
practice requirement. 

Dentists employed by a teaching institution, for the 
period of such dental practice, need not provide (a) 
through (f) ((above)) of this subsection, but must pro- 
vide documentation from the dean or appropriate ad- 
ministrator of the institution regarding the length and 
terms of employment and their duties and responsibili- 
ties, and a copy of their current license. Such dental 
practice, including practice within the state of 
Washington, shall be credited toward the dental practice 
requirement. 


REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 246-818-110 AIDS PREVENTION AND 
INFORMATION EDUCATION REQUIREMENTS. 


WSR 92-01-123 
PROPOSED RULES 
STATE BOARD OF EDUCATION 
[Filed December 19, 1991, 10:42 a.m.] 


Original Notice. 

Title of Rule: WAC 180-25-03] Special state study 
and surveys—Additional state assistance. 

Purpose: To provide state reimbursement to school 
districts for direct expenses related to special study ac- 
tivities for the State Board of Education. 

Statutory Authority for Adoption: 
28A.525.020. 


RCW 
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Summary: Provides state reimbursement to school 
districts for direct expenses related to special study ac- 
tivities for the State Board of Education. 

Reasons Supporting Proposal: In order to develop a 
new priority system as directed by chapter 14, Laws of 
1991, and other subsequent special projects, it is neces- 
sary for school districts to develop facility and other 
capital construction data. This rule will provide timely 
compensation for this unbudgeted and necessary activity. 

Name of Agency Personnel Responsible for Drafting: 
Richard Wilson, Superintendent of Public Instruction, 
Old Capitol Building, 753-2298; Implementation: David 
Moberly, Superintendent of Public Instruction, Old 
Capitol Building, 753-6742; and Enforcement: Michael 
Roberts, Superintendent of Public Instruction, Old Cap- 
itol Building, 753-6729. 

Name of Proponent: State Board of Education, 
government. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See above. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Thurston Room, Educational Ser- 
vice District No. 113, 601 McPhee Road S.W., 
Olympia, WA 98502, on January 23, 1992, at 9:00 a.m. 

Submit Written Comments to: Dr. Monica Schmidt, 
State Board of Education, P.O. Box 47200, Olympia, 
WA 98504-7200, by January 22, 1992. 

Date of Intended Adoption: January 24, 1992. 

December 18, 1991 
Dr.. Monica Schmidt 
Executive Director/Secretary 


NEW SECTION 


WAC 180-25-031 SPECIAL STATE STUDY AND SUR- 
VEYS—ADDITIONAL STATE ASSISTANCE. Each school district 
that has participated subsequent to October 5, 1991, or hereafter par- 
ticipates, at the request of the state board of education or superintend- 
ent of public instruction, in a special state study and survey by devel- 
oping and providing data above and beyond the data called for by 
WAC 180-25-025 shall be eligible for state assistance in addition to 
such state assistance as the school district may be eligible for under 
WAC 180-25-030. Such additional state assistance shall be based 
upon the direct costs incurred by a school district for the development 
of such additional data and shall not exceed ten thousand dollars per 
School district per special state study and survey. 


WSR 92-01-124 
PROPOSED RULES 
STATE BOARD OF EDUCATION 
[Filed December 19, 1991, 10:43 a.m.] 


Original Notice. 

Title of Rule: МАС 180-16-200 Total program hour 
offering—Basic skills and work skills requirements— 
Waiver; and WAC 180-16—205 Classroom teacher con- 
tact hours requirement— Waiver. 

Purpose: To provide an opportunity for waiver of pro- 
gram hour and classroom teacher contact hour require- 
ments for school districts with a restructuring plan. 
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Statutory Authority for Adoption: RCW 28А.150.220 
and 28A.150.260. 

Statute Being Implemented: RCW 28A.150.220 and 
28A.150.260. 

Summary: Provides opportunity for school districts 
engaged in restructuring to apply for waiver of the basic 
education requirements of program hours and classroom 
teacher contact time. 

Reasons Supporting Proposal: This amendment pro- 
vides a less cumbersome process to permit flexibility 
while maintaining accountability and requiring commu- 
nity involvement in school restructuring. 

Name of Agency Personnel Responsible for Drafting: 
Richard Wilson, Superintendent of Public Instruction, 
Old Capitol Building, 753-2298; Implementation: 
Monica Schmidt, Superintendent of Public Instruction, 
Old Capitol Building, 753-6715; and Enforcement: 
Linda Byrnes, Superintendent of Public Instruction, Old 
Capitol Building, 753-6710. 

Name of Proponent: State Board of Education, 
government. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: This rule provides a procedure for school districts 
engaged in restructuring to apply for a waiver of pro- 
gram hour or classroom teacher contact hour require- 
ments. This streamlined process should permit greater 
flexibility and encourage more districts to restructure. 

Proposal Changes the Following Existing Rules: The 
changes remove some procedures and add requirements 
tying request to improved student achievement with evi- 
dence of community involvement. Adds a second board 
meeting where the request can be presented. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Thurston Room, ESD 113, 601 
McPhee Road S.W., Olympia, WA, on January 23, 
1992, at 9:00 a.m. 

Submit Written Comments to: Dr. Monica Schmidt, 
State Board of Education, P.O. Box 47200, Olympia, 
WA 98504-7200, by January 21, 1992. 

Date of Intended Adoption: January 24, 1992. 

December 18, 1991 
Dr. Monica Schmidt 
Executive Director/Secretary 


AMENDATORY SECTION (Amending Order 15-86, filed 10/7/86) 


WAC 180-16-200 TOTAL PROGRAM HOUR OFFERING— 
BASIC SKILLS AND WORK SKILLS REQUIREMENTS— 
WAIVER. (1) Total program hour offering—Definition. 

(a) Each school district shall make available to students enrolled at 
least a total program hour offering as set forth in subsections (2) 
through (6) of this section. For the purpose of this section, "total pro- 
gram hour offering" shall mean those hours of sixty minutes each, in- 
clusive of intermissions for class changes, recess and teacher/parent- 
guardian conferences which are planned and scheduled by thc district 
for purposes of discussing students' educational needs or progress— 
exclusive of time actually spent for eating lunchtime meals—when stu- 
dents are provided the opportunity to engage in educational activity 
planned by and under the direction of school district staff, as directed 
by the administration and board of directors of the district. 

For special education/handicapped programs operating in separate 
facilities in a school district, do not exclude the time actually spent for 
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eating lunchtime meals if that time is specifically identified and uti- 
lized as instructional meal training for each student in the program. 

(b) Adjustments of program hour offerings between grade level 
groupings. Any school district may petition the state board of educa- 
tion for a reduction in the total program hour offering requirements for 
one or more of the grade level groupings specified in subsections (2) 
through (6) of this section. The state board of education shall grant all 
such petitions that are accompanied by an assurance that the mini- 
mum tota! program hour offering requirements in one or more other 
grade level groupings will be exceeded concurrently by nó less than the 
number of hours of the reduction. 

(c) Each school district shall make available to students enrolled at 
least an instructional hour offering as set forth in subsections (3) 
through (6) of this section. For the purpose of this section, "instruc- 
tional hour offering" shall mean those hours of sixty minutes each— 
exclusive of recess time, passing time, total lunch intermission time, 
and noncountable release time on early dismissal days—when students 
are provided the opportunity to engage in the basic skills and/or work 
skills offered by and under the direction of school district staff, as di- 
rected by the administration and board of directors of the district. 

(d) A school district has "provided the opportunity to engage їп" the 
basic skills and work skills activities required by this section when the 
district actually conducts basic skills and work skills instruction for 
students. If a district is not actually conducting the percentage(s) of 
basic skills and/or work skills required by this section, such district 
nevertheless shall be deemed to be in compliance with such require- 
ments if such district's instructional time offered to students in basic 
skills and work skills instruction equals or exceeds the minimum in- 
structional hour requirements in each grade level grouping as specified 
in subsections (3) through (6) of this section. A school district that 
makes a reasonable and good faith effort through the first day of the 
school term to provide students the opportunity to take the section(s) 
or course(s) necessary to comply with the basic skills and work skills 
percentages, as specified in subsections (3) through (6) of this section 
and no student enrolled in such section(s) or course(s), may count that 
section(s) or course(s) toward the total basic skills and work skills per- 
centages offered to students that term. Each of the basic skills areas 
specified in subsections (2) through (6) of this section for a particular 
grade level grouping must be offered each school year to students at 
one or more of the grade levels within the particular grade level 
grouping. Instruction in at least one of the following work skills must 
be offered each school year to students at one or more of the grade 
levels within each of the grade level groupings specified in subsections 
(5) and (6) of this section: Industrial arts, home and family life edu- 
cation, business and office education, distributive education, agricul- 
tural education, health occupations education, vocational education, 
trade and industrial education, technical education and career 
education. 

(e) Five percent variation—Basic skills and work skills require- 
ments. A school district may establish minimum course mix percenta- 
ges that deviate within any grade level grouping by up to five percent- 
age points above or below the minimums established by subsections (3) 
through (6) of this section, provided the total program hour offering 
requirement for the grade level grouping is met. 

(2) Kindergarten. Each school district shall make available to stu- 
dents in kindergarten at least a total program offering of four hundred 
fifty hours each school year. The program shall include reading, arith- 
metic, language skills and such other subjects and activities as the 
school district shall determine to be appropriate for the education of 
the school district's students enrolled in such program. 

(3) Grades I through 3. Each school district shall make available to 
students in grades one through three at least a total program hour of- 
fering of two thousand seven hundred hours each school year. A mini- 
mum of ninety-five percent (ninety percent with the five percent vari- 
ation included, or 2,430 instructional hours) of such total program 
hour offerings shall be in the instruction of the basic skills areas of 
reading/language arts (which may include foreign languages), mathe- 
matics, social studies, science, music, art, health and physical educa- 
tion. The remaining five percent of the total program hour offerings 
may include such subjects and activities as the schoo! district shall de- 
termine to be appropriate for the education of the school district's stu- 
dents in such grades. 

(4) Grades 4 through 6. Each school district shall make available to 
students in grades four through six at least a total program offering of 
two thousand nine hundred seventy hours each school year. А mini- 
mum of ninety percent (eighty-five percent with the five percent varia- 
tion included, or 2,524.5 instructional hours) of such total program 
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hour offerings shall be in the instruction of the basic skilis areas of 
reading/language arts (which may include foreign languages), mathe- 
matics, sociał studies, science, music, art, health and physical educa- 
tion. The remaining ten percent of the total program hour offerings 
may include such subjects and activities as the school district shali de- 
termine to be appropriate for the education of the school district's stu- 
dents in such grades. 

(5) Grades 7 through 8. Each school district shall make available to 
students in grades seven through eight at least a total program hour 
offering of one thousand nine hundred eighty hours each school year. 
A minimum of eighty-five percent (eighty percent with the five percent 
variation included, or 1,584 instructional hours) of such total program 
hour offerings shall be in the instruction of the basic skills areas of 
reading/language arts (which may include foreign languages), mathe- 
matics, social studies, science, music, art, health and physical educa- 
tion. A minimum of ten percent (five percent with the five percent 
variation included, or 99 instructional hours) of the total program of- 
ferings shall be in the instruction of work skills. The remaining five 
percent of the total program hour offerings may include such subjects 
and activities as the school district shall determine to be appropriate 
for the education of the school district's students in such grades. 

(6) Grades 9 through 12. 

(a) Each school district shall make available to students in grades 
nine through twelve at least a total program hour offering of four 
thousand three hundred twenty hours each school year. A minimum of 
sixty percent (fifty-five percent with the five percent variation includ- 
ed, or 2,376 instructional hours((f}}))) of such total program hour of- 
ferings shall be in the instruction of the basic skills areas of language 
arts, foreign language, mathematics, social studies, science, music, art, 
health and physical education. A minimum of twenty percent (fifteen 
percent with the five percent variation included, or 648 instructional 
hours) of the total program hour offerings shall be in the instruction of 
work skills., The remainder of the total program hour offerings may in- 
clude traffic safety or such subjects and activities as the school district 
shall determine to be appropriate for the education of the school dis- 
trict's students in such grades: PROVIDED, That, whether or not the 
five percent deviations in course mix percentages allowed by subsection 
(2)(d) of this section are applied, not less than four hundred and thir- 
ty-two instructional hours (i.e., ten percent of the total program hour 
requirement) of such remaining instructional hours shall consist of 
basic skills and/or work skills: PROVIDED, That any program hours 
and/or instructional hours not achieved due to the implementation of 
WAC 180-16-215(4) relating to students graduating from high 
school, shall not be deducted from the total program hours calculated. 

(b) Grade nine option. Each school district shall have the option of 
including grade nine within the program hour offering requirements of 
grades seven and eight so long as such requirements for grades seven 
through nine are increased to two thousand nine hundred seventy hours 
and such requirements for grades ten through twelve are decreased to 
three thousand two hundred forty hours. Each school district shall 
state which option is in use when providing compliance documentation 
to the superintendent of public instruction. 

(7) Basis and means for determining compliance with basic skills 
and work skills percentage requirements. 

(a) Each school district shall adopt a written policy and procedure 
for establishing the basis and means for determining and monitoring 
compliance with the basic skills and work skills percentages, the course 
requirements and instructional hour minimums as established by this 
section. Written documentation of such annual determinations and 
monitoring activities shall be maintained on file by each school district. 

(b) Handicapped education programs, vocational-technical institute 
programs, state institution, state residential school programs and alter- 
native education programs where students are provided access to the 
basic skills/work skills offered in the regular program, all of which 
programs are conducted for the common school age, kindergarten 
through secondary school program students encompassed by this sec- 
tion, shall be exempt from the basic skills and work skills percentage 
and course requirements of this section in order that the unique needs, 
abilities or limitations of such students may be met. 

(8) WAIVER OPTION. 

(a) A district, desiring to implement a local plan to provide an ef- 
fective educational system to enhance the educational program for all 
students, may apply for a waiver from the provisions of subsections (2) 
through (6) of this section, pertaining to the total program hour offer- 
ings requirement and the basic skills/work skills percentages/instruc- 
tional hours requirement. The state board of education ((shaH)) may 
grant said waiver ((ї 
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subsection)). Approval of district waivers shall occur at the 


November/December or March state board of education meeting prior 
to ((the-schoot-year-when)) implementation ((is-to-commrence—Each 


nS Ld Ra ‘Ged im d) of 


this-subscction)) 


te})) for school districts or individual schools within a district who 


submit a plan for restructuring of the educational program that 
includes: 

(i) A description of the relationship between the requested waiver 
and expected student achievement; 

(ii) Specific standards for increased student learning that the district 


expects to achieve; 


(iii) How the higher standards are to be achieved, including time- 


lines for implementation; 


iv) How the district plans to assess achievement; 
v) Evidence that the board of directors, teachers, administrators, 


and classified employees are committed to working cooperatively in 
implementing the plan; 


Evidence that opportunities were provided for parents and citi- 
zens to be involved in the development of the plan; and 
(b) APPLICATION PROCEDURE. 


((E ; 


69)) The application for a waiver and all supporting documentation 
must be received by the superintendent of public instruction at least 
thirty days prior to the November/December or March state board of 
education meeting((;—whem)) where consideration of ((aH)) the 
waiver((s)) shall occur. The superintendent of public instruction shall 
review all applications and supporting documentation to insure the ac- 
curacy of the information (( 
board-of-edueation)). In the event that deficiencies are noted in the 
application or documentation, districts will have the opportunity to 
make corrections and to seek state board approval at a subsequent 
meeting. 

((63)) (c) RENEWAL PROCEDURE. 


((€37A7schoołdistrietmay-renew-the-state-board-of educations ap- 
š : 
ja atofa о aia аты > репо of is ai years ids е 
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strbsequent mecting:)) Waivers granted by the state board of education 


under this section may be renewed every three years upon the state 
board of education receiving a renewal request from the school district 
board of directors. In addition to other evaluation and assessment ac- 
tivities, the school district shall conduct at least one public meeting to 
evaluate the educational programs that were implemented as a result 
of the waivers before filing the request. The request to the state board 
of education shall include information and data regarding the activities 
and programs implemented as a result of the waivers and a summary 
of the comments received at the public meeting or meetings. 


AMENDATORY SECTION (Amending Order 15-86, filed 10/7/86) 


WAC 180-16-205 CLASSROOM TEACHER CONTACT 
HOURS REQUIREMENT— WAIVER. (1) Contact hours require- 
ment—Definition. The average annual classroom contact hours for 
each average annual full-time equivalent certificated classroom teacher 
employed by a school district shall be no less than twenty-five hours 
per week. For the purpose of this section "classroom contact hours" 
shall mean those hours a certificated classroom teacher is instructing 
students in a classroom, exclusive of such time as the teacher spends 
for preparation, conferences, administrative duties, and any other non- 
classroom instruction duties. 

(2) Classroom— Definition. For the purpose of this section, "class- 
room" shall mean those areas or spaces within or without a building, 
on or off a school campus, that are utilized by a certificated classroom 
teacher and his/her students for the conduct of planned instructional 
activities. 

(3) Computation of FTE teachers. For the purpose of this section 
the "average annual full-time equivalent classroom teachers" of a 
school district shall be the sum of full-time and part-time teachers 
computed as follows: 

(a) Full-time teachers. Each employee who is employed full time for 
the regular instructional year exclusive of summer school, and who is 
assigned solely classroom instructional and related duties (e.g., plan- 
ning periods, parent/teacher conferences, before and after school su- 
pervision of students, etc.) pursuant to his/her basic contract shall be 
counted as one full-time equivalent classroom teacher regardless of 
his/her actual teaching load. No such employee shall be.counted as 
more than one full-time equivalent classroom teacher: PROVIDED, 
That in the case of full-time employees of a school district that con- 
ducts a year round regular school program who are employed for a 
term in excess of the equivalent of the regular instructional year for 
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individual students, such excess term of employment shall be counted 
as a portion of an additional full-time equivalent classroom teacher. 

(b) Part-time teachers. Each part-time employee who is assigned 
classroom instructional duties solely or in part, and each full-time em- 
ployee who is assigned both classroom instructional duties and non- 
classroom related duties (e.g., administrative duties, extracurricular 
instructional or supervisory duties, etc.) pursuant to his/her basic con- 
tract, shall be counted as a fractional full-time equivalent classroom 
teacher based upon the percentage of time he or she performs duties 
equivalent to the duties performed by a full-time employee who is as- 
signed solely classroom instructional duties and related duties (e.g., 
planning periods, parent/teacher conferences, before and after school 
supervision of students, etc.) pursuant to his/her basic contract. 

(4) Computation of annual average classroom contact hour require- 
ment. A school district's compliance with the average annual contact 
requirement shall be based upon teachers' normally assigned weekly 
instructional schedules, as assigned by the district administration. Ad- 
ditional recordkeeping by classroom teachers as a means of accounting 
for contact hours shall not be required. . 

(a) For each teacher, count the actual number of minutes during the 
school week when the teacher has regularly scheduled responsibilities 
for the instruction of students. Teacher instructional contact time for 
the purposes of this requirement shall be that time between the start of 
the first regularly scheduled class and the end of the last regularly 
scheduled class including actual minutes scheduled in all regular class- 
es, laboratories, study halls and the supervision of extended classrooms, 
work experience, outdoor education and other such programs. 

(b) Time spent for lunch intermissions, class changes, recesses, 
planning/preparation, staff meetings, home visits, conferences, supervi- 
sion of students in noninstructional activities (lunch duty, playground 
duty, hall duty, sports programs, student clubs and other activities not 
requiring student attendance or required for credit), and for specialist 
teachers (librarian, subject-matter specialist) when the teacher is free 
from instructional purposes (i.e., released from classroom responsibili- 
ties) shall not be countable time for the purpose of computing the 
teacher's instructional contact. This time is considered valuable and is 
covered under (e) of this subsection. 

(c) The number of average annual full-time equivalent classroom 
teachers employed by a school district and computed pursuant to sub- 
section (3) of this section shall be divided into the total number of ac- 
tual contact minutes within a normally scheduled instructional week, 
pursuant to (a) and (b) of this subsection, that such average annual 
full-time equivalent classroom teachers are scheduled to be in contact 
with and instructing students in a classroom (including those hours 
which would have been accrued but for the implementation of WAC 
180-16-215(4) relating to students graduating from high school. 

(d) The quotient received by dividing the total number of actual 
contact minutes per week, for all average annual full-time equivalent 
classroom teachers in the school district by the number of average an- 
nual full-time equivalent classroom teachers shall be called the net av- 
erage contact minutes per week for the average annual full-time 
equivalent certificated classroom teacher in the school district. 

(e) At the discretion of each school district board of directors, up to 
two hundred minutes per average annual full-time equivalent class- 
room teachers for every five school days scheduled for the regular in- 
structional year may be added to thc net average contact minutes per 
week to accommodate for time spent in authorized parent-guardian/ 
teacher conferences, recess, passing time between classes and informal 
instructional activity. 

(f) The quotient received by dividing the net average contact min- 
utes, per week, including up to two hundred minutes to accommodate 
for time spent in authorized parent-guardian/teacher conferences, re- 
cess, passing time between classes and informal instructional activity, 
by sixty shall be the school district's average annual direct classroom 
contact hours per week for the average annual full-time equivalent 
certificated classroom teacher in the school district. 

(g) The average annual classroom contact hours per week.shall not 
be less than twenty-five hours per week. 

(5) WAIVER OPTION. 

(a) In the event that a district develops an educational excellence 
component(s) which consists of less than the twenty-five hours of av- 
erage teacher contact and the district determines, but for the inclusion 
of this component(s), that it would meet the twenty-five hour average 
teacher contact requirement, the district may apply for a waiver of the 
inclusion of this component(s) within the calculations. The state board 
of education ((shaH)) may grant said waiver ((ifthe-dtstrret-demon= 

+ wert сон ira criteri 


n 
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specified-in (b) and-(c)- of this-subsection)). Approval of district waiv- 
ers shall occur at the November/ December or March state board of 
education mesting prior to ((the-schoot-year—wher)) implementation 
(G 


63)) for school districts or individual schools within a district who 


submit a plan for restructuring of the educational program that 
includes: 

(i) A description of the relationship between the requested waiver 
and expected student achievement; 

(ii) Specific standards for increased student learning expected to be 
achieved; 

(iii) How the higher standards are to be achieved, including time- 
lines for implementation; 

(iv) How the district plans to assess achievement; 

(v) Evidence that the board of directors, teachers, administrators, 
and classified employees are committed to working cooperatively in 
implementing the plan; 

(vi) Evidence that opportunities were provided for parents and citi- 
zens to be involved in the development of the plan; and 


(b) APPLICATION PROCEDURE. 


((Gy A district;-upon-the-adoption-of a toca plan of cducatronat-ex- 


69)) The application for a waiver and all supporting documentation 
must be received by the superintendent of public instruction at least 
thirty days prior to the November/December or March state board of 
education meeting((;—whem)) where consideration of ((aH)) the 
waiver((s)) shall occur. The superintendent of public instruction shall 
review all applications and supporting documentation to insure the ac- 
curacy of the information ((and-shat-recommend-approvatto-the state 
board-of-edueation)). In the event that deficiencies are noted in the 
application or documentation, districts will have the opportunity to 
make corrections and to seek state board approval at a subsequent 
meeting. 

((6d))) (с) RENEWAL PROCEDURES. 
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sabsequent-meceting:)) Waivers granted by the state board of education 
under this section may be renewed every three years upon the state 
board of education receiving a renewal request from the school district 


board of directors. In addition to other evaluation and assessment ac- 


tivities, the school district shall conduct at least one public meeting to 
evaluate the educational programs that were implemented as a result 
of the waivers before filing the request. The request to the state board 
of education shall include information and data regarding the activities 
and programs implemented as a result of the waivers and a summary 
of the comments received at the public meeting or meetings. 
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PROPOSED RULES 
STATE BOARD OF EDUCATION 
[Filed December 19, 1991, 10:45 a.m.] 


Original Notice. 

Title of Rule: Chapter 180-77 WAC, Vocational cer- 
tification standards for business and industry. 

Purpose: Comply with RCW 28A.410.050(2) which 
requires that the State Board of Education develop and 
adopt rules establishing masters degree equivalency 
standards for vocational instructors performing instruc- 
tional duties and acquiring professional level certification 
after August 31, 1992. 

Statutory Authority for 
28A.410.050(2). 

Statute Being Implemented: RCW 28A.410.050(2). 

Summary: The proposed amendments to chapter 180— 
77 WAC complies with the RCW 28A.410.050(2) man- 
date. It provides opportunity to update chapter 180-77 
WAC standards for vocational certification of business 
and industry instructors. 

Reasons Supporting Proposal: See above. 

Name of Agency Personnel Responsible for Drafting: 
Rick Wilson, Office of Superintendent of Public Instruc- 
tion, Old Capitol Building, 753-2298; Implementation: 


Adoption: RCW 
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John Pearson, Office of Superintendent of Public In- 
struction, Old Capitol Building, 753-1545; and Enforce- 
ment: Jay Wood, Office of Superintendent of Public In- 
struction, Old Capitol Building, 753—2062. 

Name of Proponent: State Board of Education, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: See above. 

Proposal Changes the Following Existing Rules: 
WAC 180-77-040 general requirements for vocational 
certification of instructors from business and industry; 
WAC 180-77-045 specific requirements for vocational 
certification of instructors from business and industry; 
WAC 180-77—-050(3) instructors from business and in- 
dustry renewal requirements; updates WAC 180-77-065 
reinstatement requirements for extended absence; new 
sections WAC 180—77-105 grandfather clause for cur- 
rent vocational business and industry instructors; WAC 
180-77-100 part-time vocational certificate for instruc- 
tors from business and industry; and WAC 180-77-110 
vocational instructor certification reciprocity. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Thurston Room, Educational Ser- 
vice District 113, 601 McPhee Road S.W., Olympia, 
WA 98502, on January 23, 1992, at 9:00 a.m. 

Submit Written Comments to: Dr. Monica Schmidt, 
State Board of Education, P.O. Box 47200, Olympia, 
WA 98504-7200, by January 22, 1992. 

Date of Intended Adoption: January 24, 1992. 

December 18, 1991 
Dr. Monica Schmidt 
Executive Director /Secretary 


AMENDATORY SECTION (Amending Order 11—78, filed 9/7/78) 


WAC 180-77-040 GENERAL REQUIREMENTS FOR VO- 
CATIONAL CERTIFICATION OF INSTRUCTORS FROM 


BUSINESS AND INDUSTRY. ((Instructors-in-agricukture, business 


э 
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t -)) Prior to 


(e) -Hnstructors-must_posscss-a valid first-aidcertificate" 
employment in an approved vocational program, a vocational instruc- 
tor must be qualified to hold a credential in one of the designated pro- 
gram areas of: Agriculture, business, health occupations, trade and in- 
dustrial occupations, home economics related occupations, marketing, 
and diversified occupations must meet the following requirements: 

(1) To qualify for a credential in one of the program areas, an in- 
structor must provide documentation of one of the following: 

(a) Completion of an apprenticeship program receiving journey level 
according to rules and regulations established by the Washington state 
apprenticeship and training council. 

(b) A valid license by the state of Washington to practice a particu- 
lar occupation or profession. 

(c) An associate degree or diploma issued by a community or tech- 
nical college, which indicates the completion of a program for the same 
occupation as the program area credential. 

(d) A recommendation by the local vocational education program 
advisory committee that the candidate possesses required knowledge 
and skills in a specific occupation which was determined following a 
review of the candidates credentials. 

(2) The requirements for the two-year certificate are as follows: 

(a) Each instructor shall have an individual professional growth plan 
which covers the time interval of the current certificate and which has 
been developed in consultation with and approved by the vocational 
director /administrator and/or designee. The plan shall be designed to 
meet program and instructor needs and be reviewed by the program 
advisory committee for recommendation. The individual professional 
growth plan shall list college credit, clock hour credit, gainful industry 
employment, and internships deemed appropriate to maintain and im- 
prove occupational and teaching competencies. The vocational direc- 
tor/administrator and/or designee shall maintain a file of all such 
plans. Such plans shall be reviewed annually by the vocational direc- 
tor/administrator and/or designee. 
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(b) Instructors must meet occupational experience as defined in 


WAC 180-77-003. 

i) The minimum occupational experience is three years (6000 
hours) of gainful employment provided that one year (2000 hours) of 
that experience shall have been within the five years prior to applica- 
tion for the initial certificate. 

Instructors may meet gainful employment requirements in se- 


lected occupations through work skill competency performance related 
to subject area as identified by vocational educators and specialists in 
the field and by verification of one year (2000 hours) of gainful work 
experience within the five years prior to application for the initial cer- 
tificate. The instructors work skill competencies are evaluated by a 
business and/or industrial employer utilizing the check list of compe- 
tencies identified for the subject area occupation and be recommended 
by the local vocational education program advisory committee. 

(c) Completion of three quarter credits or 30 clock hours in methods 
of teaching vocational subjects. 

(d) An additional thirty-two quarter credits or 320 clock hours, or a 
combination thereof of provider approved professional education, pro- 
fessional experience, and/or technical/education upgrading as defined 
in WAC 180-77-003 (13), (14), and (20). One hundred hours of oc- 
cupational experience after the minimum requirement as defined in 
WAC 180-77-003(15) is approved for one-quarter hour of approved 
teacher training. 

(e) Instructors assigned to vocational programs which involve coop- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(f) Instructors are required to meet the general safety and industrial 
hygiene and first aid CPR requirements. 

(g) For the purposes of WAC 392-121-245 (4)(a) and 392-121- 
272 (4)(b) the minimum vocational certification requirements of a 
person meeting the vocational certification requirements of (a) through 
(1) of this subsection shall be deemed to have been met when the min- 
imum occupational experience requirement of (b) of this subsection 


was met. 


(3) The requirements for the three-year certificate are as follows: 

a) Each instructor shall have an individual professional growth plan 
as described in subsection (2)(a) of this section. 

(b) Instructors are required to have an additional fifty quarter cred- 
its or 500 clock hours, or a combination thereof, of provider approved 
professional education, professional experience, and/or technical/edu- 
cation upgrading as defined in WAC 180-77-003 (13), (14), and (20 
which must include the following courses offered for three quarter 
credits or 30 clock hours each: 

Occupational analysis introduction to competency based 
curriculum; 


(ii) Course organization; 

(iii) Philosophy of vocational education; 

(iv) Advanced competency based curriculum; 

(v) Leadership techniques. 

The above course offerings shall include concepts for developing 
competencies in working with special populations and equity issues. 
One hundred hours of gainful work experience in the subject area be- 
ing taught is equivalent to technical upgrade of one quarter credit or 
10 clock hours. 

(c) Instructors assigned to vocational programs which involve соор- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(d) Instructors must possess a valid first aid/CPR certificate. 

(4) The three-year certificate may be renewed one time in the fol- 
lowing manner: 

a) Each instructor shall have an individual professional growth 
as described in subsection (2)(a) of this section. 

(b) Instructors are required to have an additional fifty quarter cred- 
its or 500 clock hours or a combination thereof, of provider approved 
professional education, professional experience, and/or technical /edu- 
cation upgrading as defined in WAC 180-77-003 (13), (14), and (20) 
since the issuance of the previous three-year certificate. 

One hundred hours of gainful work experience in the subject area 
being taught is equivalent to technical upgrade of one quarter credit or 


10 clock hours. 
c) Vocational teaching experience of one year under the previous 


certificate is required. 

(d) Instructors assigned to vocational programs which involve соор- 
егайуе education methods must complete three quarter credits ог 30 
clock hours in coordination techniques for cooperative education. 

(e) Instructors must possess a valid first aid/CPR certificate. 
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(5) The requirements for a five-year certificate are as follows: 

a) Each instructor shall have an individual professional growth plan 
as described in subsection (2)(a) of this section. 

(b) Instructors must have completed the requirements for the two- 
year, three-year, or three-year renewal certificates. 

(c) Within the last five years, instructors must have completed addi- 
tional nine quarter credits or 90 clock hours or a combination thereof, 
of provider approved professional education, professional experience, 
and/or technical/education upgrading as defined іп МАС 180-77-003 
(13), (14), and (20). One hundred hours of gainful work experience in 
the subject area since the previous certificate is equivalent to technical 
upgrade of one quarter credit or ten clock hours. A maximum of 600 
hours of gainful work experience in the occupation certified may be 
substituted for six of the nine quarter credits. 

(d) Satisfactory completion of the one hundred thirty-five quarter 
credits and/or equivalency credits for placement on the MA+0 column 
of the state-wide salary allocation schedule. 


€) Vocational teaching experience of one year under the previous 


certificate is required. 

(f) Instructors assigned to vocational programs which involve coop- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(g) Instructors must possess a valid first aid/CPR certificate. 

(6) The five-year certificate may be renewed every five years if the 
following criteria are met. 

a) Each instructor shall have an individual professional growth plan 
as described in subsection (2)(a) of this section. 

(b) Within the last five years, instructors must have completed nine 
quarter credits or 90 clock hours or a combination thereof, of provider 
approved professional education, professional experience, and/or tech- 
nical/education upgrading as defined in WAC 180—77—003 (13), (14), 
and (20). One hundred hours of gainful work experience in the subject 
area since the previous certificate is equivalent to technical upgrade of 
one quarter credit or 10 clock hours. А maximum of 600 hours of 
gainful work experience in the occupation certified may be substituted 
for six of the nine quarter credits. 

(c) Vocational teaching experience of not less than two years is re- 
quired during the life of the previous five-year certificate. 

(d) Instructors assigned to vocational programs which involve coop- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(e) Instructors must possess a valid first aid/CPR certificate. 


AMENDATORY SECTION (Amending Order 11—78, filed 9/7/78) 


WAC 180-77-045 SPECIFIC REQUIREMENTS FOR VOCA- 
TIONAL CERTIFICATION OF INSTRUCTORS FROM BUSI- 


NESS AND INDUSTRY. ((Fhose-areas having specific requirements 
tm-additron-tethe-generat-vocatronatrequirements-for-a-one=year—cer= 


patronatanatysis-and-a-course-in-teadership-devetopment:)) (1) Each 
instructor shall have an individual professional growth plan which cov- 


ers the time interval of the current certificate and which has been de- 
velo in consultation with and approved by the vocational director 


administrator and/or designee. The plan shall be designed to meet 
program and instructor needs and be reviewed by the program advisory 


committee for recommendation. 
2) The minimum occupational work experience of 6000 hours shall 


determine the specific program subject matter that the instructor is 
qualified to teach. 


AMENDATORY SECTION (Amending Order 11—78, filed 9/7/78) 


WAC 180-77-050 RENEWAL OF VOCATIONAL CERTIFI- 
CATION FOR INSTRUCTORS. Instructors in agriculture, business 
and office, community resource training program coordinators (CRT), 
distributive education, distributive education—cooperative preparatory 
and preparatory specialist, diversified occupations, home and family 
life (useful), home economics related occupations (gainful), home eco- 
nomics subject matter specialist (useful), home economics subject 
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matter specialist (gainful), home economics related occupations, in- 
dustrial co-op education (ICE), and trade and industrial, technical and 
health occupations must meet the following requirements for certifica- 
tion renewal: 

(1) Instructors with a bachelor's degree must meet the following 
general requirements for certification renewal: 

(a) The one-year certificate may be renewed two times; 

(b) The three-year certificate may be renewed one time provided the 
instructor has: 

(i) One year of teaching experience in the field certified to teach 
during the life of the previous certificate; except: 

(A) Home and family life (useful), and home economics related oc- 
cupations (gainful) which do not require teaching experience; 

(B) Home economics subject matter specialist (useful and gainful) 
require vocational teaching experience during the life of the previous 
certificate in the home economics specialty area or the home economics 
related occupation. 

(ii) Three quarter credits or the equivalent of approved vocational 
teacher training in the field certified to teach since the initial three- 
year certificate; except: 

Home and family life (useful) and home economics related occupa- 
tions (gainful) which do not require additional teacher training. 

(iii) Instructors must possess a valid first aid certificate. 

(c) The five-year certificate may be renewed every five years pro- 
vided the following conditions are met; except home and family life 
(useful) and home economics related occupation (gainful): 

(i) Two years of professional experience in the field certified to teach 
during the life of the five-year vocational certificate; except home eco- 
nomics subject matter specialist (useful and gainful) require teaching 
experience in the home and family life specialty or in the home eco- 
nomics related occupation during the life of the previous certificate; 

(ii) Six quarter credits or the equivalent of approved vocational 
teacher training which may include three quarter credits or the equiv- 
alent of technical upgrading or equivalent work experience prior ap- 
proved by the state board of education since the previous certificate; 

(iii) Instructors must possess a valid first aid certificate. 

(d) Home and family life (useful) and home economics related oc- 
cupations (gainful) require the following of the instructors for first re- 
newal of the five-year vocational certificate: 

(i) Forty-five quarter credits of state board of education approved 
professional and technical studies which include at least six quarter 
credits in home economics subject matter and/or home economics ed- 
ucation beyond the requirements for the first five-year certificate; and 

(ii) Vocational home and family life education teaching experience 
during the life of the preceding certificate. 

(e) Home and family life (useful) and home economics related oc- 
cupations (gainful) require the following of the instructors for second 
and subsequent renewals of the five-year vocational certificate: 

(i) Within the five-year period immediately preceding the request 
for renewal, the instructor must have had teaching experience in home 
and family life education subjects or in the home economics related 
occupation (gainful); 

(ii) Six quarter credits or the equivalent of professional education, 
including home economics and/or home economics education; and 

(iii) Instructors must possess a valid first aid certificate. 

(2) Instructors with a bachelor's degree must meet the following 
specific requirements in addition to the general requirements for certi- 
fication renewal: 

Those areas having specific requirements for renewal of the one- 
year certificate are as follows: 

(a) Home economics subject matter specialist (useful and gainful) 
require that the one-year certificate may be renewed two times in the 
following manner: : 

(i) Instructors must have a course in principles and objectives of vo- 
cational education for the first renewal; and 

(ii) Instructors are required to have three quarter credits or the 
equivalent of professional education in the discipline to be taught. 

(b) Business and office instructors are required to have a course in 
objectives, principles and philosophies of vocational education in order 
that the one—year certificate be renewed. 

(3) Instructors from business and industry must meet the following 
general requirements for certification renewal: 
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T ; 1s:)) (а) The three-year certifi- 
cate may be renewed one time in the following manner: 

(i) Each instructor shall have an individual professional growth plan 
as described in WAC 180—77—040 (2)(a). 

(ii) Instructors are required to have an additional fifty quarter cred- 
its or 500 clock hours or a combination thereof, of provider approved 
professional education, professional experience, and/or technical/edu- 
cation upgrading as defined in WAC 180-77—003 (13), (14), and (20 
since the issuance of the previous three-year certificate. One hundred 
hours of gainful work experience in the subject area being taught is 
equivalent to technical upgrade of one quarter credit or 10 clock hours. 

(iii) Instructors must possess vocational teaching experience of one 
year in the occupation certified to teach during the life of the previous 
certificate. 

(iv) Instructors assigned to vocational program which involve coop- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(v) Possession of a valid first aid /CPR certificate. 

(b) The five-year certificate may be renewed every five years if the 
following criteria are met: 

(i) Each instructor shall have an individual professional growth plan 
as described in МАС 180-77—040 (2)(a). 

(ii) Within the last five years instructors must have completed nine 


quarter credits or 90 clock hours or a combination thereof, of provider 
approved professional education, professional experience, and/or tech- 


nical/education upgrading as defined in WAC 180—77-003 (13), (14), 


and (20). One hundred hours of gainful work experience in the subject 
area since the previous certificate is equivalent to technical upgrade of 
one quarter credit or ten clock hours. A maximum of 600 hours of 
gainful work experience in the occupation certified may be substituted 
for six of the nine quarter credits. 

(iii) Instructors must possess vocational teaching experience of not 
less than two years during the life of the previous five-year certificate. 
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(iv) Instructors assigned to vocational programs which involve coop- 
erative education methods must complete three quarter credits or 30 
clock hours in coordination techniques for cooperative education. 

(v) Possession of a valid first aid/CPR certificate. 


AMENDATORY SECTION (Amending Order 11—78, filed 9/7/78) 


WAC 180-77-065 VOCATIONAL CERTIFICATION REIN- 
STATEMENT REQUIREMENTS FOR EXTENDED ABSENCE 
FROM SUBJECT AREA OF VOCATIONAL EDUCATION FOR 
SIX YEARS OR MORE. Instructors in agriculture, business and of- 
fice, CRT, distributive education, diversified occupations, home eco- 
nomics related occupations (gainful), ICE and trade and industrial, 
technical and health occupations are required to meet the following: 

Teachers returning to the profession need a minimum of three quar- 
ter credits or the equivalent of approved teacher training in the pro- 
gram area within the last five years to reinstate the vocational certifi- 
cate last held, except home and family life (useful) which requires 
candidates who have completed an approved program for training vo- 
cational teachers and have not taught for ten years or more must com- 
plete a total of twelve quarter credits or the equivalent including home 
economics education and subject matter courses to qualify for the five- 
year vocational certificate. A one-year certificate can be issued upon 
completion of three quarter credits of the above requirements. 


NEW SECTION 


WAC 180-77-100 PART-TIME VOCATIONAL CERTIFI- 
CATE FOR INSTRUCTORS FROM BUSINESS AND INDUS- 
TRY. Notwithstanding other requirements prescribed in this chapter 
for eligibility for vocational certification in the state of Washington, 
the part-time vocational certificate shall be issued under specific cir- 
cumstances set forth below for limited service: 

(1) The issuance of the part-time certificate is limited to: 

(a) Persons whose contract is no greater than .5 of a full-time 
equivalent instructor. 

(b) Persons highly qualified and experienced in the knowledge and 
occupational skills of the vocational program to be certified. 

(c) Persons who meet the general requirements for vocational certi- 
fication from business and industry pursuant to WAC 180-77-040 
(1)(a) through (d) and (2)(f). 

(d) Persons who are employed in a vocationally approved program. 

(2) The certificate is issued to individuals who are screened by the 
local vocational director/administrator and school district superintend- 
ent or designee. The local vocational director/administrator or super- 
intendent will verify that the following criteria have been met when 
requesting the part-time vocational certificate: 

(a) No person with vocational certification in the field is available as 
verified by the local vocational director/administrator ог 
superintendent; 

(b) The individual is being certified for a limited assignment and re- 
sponsibility in a specified vocational program area; 

(c) Personnel so certificated will be oriented and prepared for the 
specific assignment and will be apprised of any legal liability, the lines 
of authority and the duration of the assignment; and 

(d) The vocational director/administrator and local program adviso- 
ry committee will indicate the basis on which he/she has determined 
that the individual is competent for the assignment and will verify that 
general requirements for certification as set forth in WAC 180—75-085 
(1) and (2) have been met. 

(3) The certificate is valid for one year and only for the teaching 
area specified on the certificate. The certificate may be reissued on ap- 
plication and evidence that requirements continue to be met. 


NEW SECTION 


WAC 180-77-105 GRANDFATHER CLAUSE FOR CUR- 
RENT VOCATIONAL CERTIFIED TEACHERS FROM BUSI- 
NESS AND INDUSTRY. Any person who holds a current vocational 
certificate under chapter 180—77 WAC prior to August 1, 1992, has 
the option to continue being vocationally certified under chapter 180— 
77 WAC adopted September 7, 1978, or follow the new WAC 180- 
77-040 revised January 1992 by the state board of education. Any 
person who allows their certificate to lapse as defined in WAC 180- 
85-040, must renew the certificate under the current chapter 180—77 
WAC in effect at time of reapplication. 
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NEW SECTION 


WAC 180-77-110 VOCATIONAL INSTRUCTOR CERTIFI- 
CATION RECIPROCITY. The superintendent of public instruction 
will recognize community and technical college instructors certified 
under WAC 131-16-091 through 131-16-095 when these individuals 
provide instruction to high school students. These instructors must 
maintain their certification in good standing and, if teaching students 
sixteen years of age or younger, shall be required to have completed 
and have on file a background check at the applicant's expense through 
the Washington state patrol criminal identification system. 


WSR 92-01-126 
PROPOSED RULES 


STATE BOARD OF EDUCATION 
[Filed December 19, 1991, 10:47 a.m.] 


Original Notice. 

Title of Rule: WAC 180-16-222 Exceptions to class- 
room teacher assignment policy; 180—16—223 Temporary 
out-of-endorsement assignment criteria; 180-75-016 
Equivalency of standards; 180-75—055 Types of certifi- 
cates; 180-75—065 Fee for certification; 180-75—080 
Citizenship requirements—Exceptions; 180—75—085 
General requirements—Teachers, administrators, educa- 
tional staff associates; 180—75—087 Reinstatement of 
certificates; 180—75-089 Teacher exchange permits; 
180-75-090 Temporary permits; 180—75-110 Study of 
educational staff associate certification; 180—79—047 
Conversion to new standards; 180-79-049 Professional 
preparation program requirement for certification; 180- 
79-075 Certificate endorsement; 180—79—080 Author- 
ized endorsements for teachers; 180-79—086 Minimum 
preparation for endorsements for teachers; 180—79-115 
Academic requirements for certification—Teachers; 
180-79-120 Academic requirements for certification— 
Administrators; 180-79-123 Experience requirement for 
continuing certification—Administrators; 180-79—129 
Implementation of general knowledge requirement for 
certification; 180-79—-131 General knowledge required of 
all candidates for certification; 180-79-136 General 
knowledge required of all candidates for teacher certifi- 
cates; 180-79—230 Limited certificates; 180—-79—310 
Minimum course work credit hours—Definition; 180— 
79-311 Specialty areas of study; 180—79—333 Compara- 
tive religion—Subject area endorsement; 180—79—379 
Philosophy—Subject area endorsement; 180-85-045 
Approved in-service education agency— Definition; 180— 
85-077 Continuing education credit —ESAS; and 180- 
85-115 SPI notice of lapsed certificate. 

Purpose: Changes for editorial clarification; additions 
due to new RCW mandates; and new sections to imple- 
ment new provisions of certification requirements. 

Statutory Authority for Adoption: 
284.410.010. 

Statute Being Implemented: RCW 284.410.010. 

Summary: The proposed amendments, new sections 
and repealers address recent proposed rules by the State 
Board.of Education and new statutes adopted by the 
1991 legislature. 

Reasons Supporting Proposal: Need for clarifying 
language to assist implementation from the field, and to 
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adopt rules to support new RCWs and new sections im- 
plementing new certification requirements. 

Name of Agency Personnel Responsible for Drafting: 
Richard Wilson, Superintendent of Public Instruction, 
Old Capitol Building, 753-2298; Implementation: 
Theodore Andrews, Superintendent of Public Instruc- 
tion, Old Capitol Building, 753-3222; and Enforcement: 
John Brickell, Superintendent of Public Instruction, Old 
Capitol Building, 753-3222. 

Name of Proponent: State Board of Education, 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: All of the proposed amendments, new sections and 
repealers strengthen teacher preparation programs and 
requirements for certification in the state of Washington. 

Proposal Changes the Following Existing Rules: 
Eliminates ambiguous language and combines two pre- 
vious WACS into a single clarifying WAC. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Thurston Room, Educational Ser- 
vice District 113, 601 McPhee Road S.W., Olympia, 
WA 98502, on January 23, 1992, at 9:00 a.m. 

Submit Written Comments to: Dr. Monica Schmidt, 
State Board of Education, P.O. Box 47200, Olympia, 
WA 98504—7200, by January 22, 1992. 

Date of Intended Adoption: January 24, 1992. 

December 18, 1991 
Dr. Monica Schmidt 
Executive Director/Secretary 


AMENDATORY SECTION (Amending Order 5-86, filed 6/10/86) 


WAC 180-16-222 EXCEPTIONS TO CLASSROOM TEACH- 
ER ASSIGNMENT POLICY. Exceptions to the classroom teacher 
assignment specified in WAC 180-16-221 shall be limited to the 
following: 

(1) Any certificated teacher may be assigned to serve as a substitute 
classroom teacher at any grade level or in any subject area for a period 
not to exceed thirty consecutive school days in any one assignment. 

(2) Any certificated person holding a limited certificate as specified 
іп WAC 180-79—230 or a vocational education certificate as specified 
in chapter 180-77 WAC or any person holding a nonimmigrant alien 
permit issued pursuant to WAC 392-193-055, may be assigned as per 
the provisions of such section or chapter. 

(3) Any certificated teacher may be assigned to courses offered in 
basic education subject areas not included within the list of endorse- 
ments specified in WAC 180—79—080. 

(4) Any certificated teacher may be assigned temporarily to an out- 
of-endorsement grade level or subject area if such assignment complies 
with WAC 180-16-223. 


(5) Any certificated teacher may be assigned to a middle school or 
junior high school block program, which for the purpose of this section 
Shall be defined as the same teacher assigned to teach two or more 
subject areas to the same group of students, if the teacher has an en- 
dorsement in one of the subject areas and has completed or will com- 
plete within one year nine quarter hours in each of the other subject 
areas. 

(6) Any certificated teacher who holds one of the specific subject 
area endorsements (i.e., drama, English, journalism, and/or speech) 
related to the broad area of English/Language Arts, may be assigned 
at the junior high school/middle school level to teach any other related 
course in that respective broad subject area endorsement if the teacher 
has completed or will complete at least nine quarter hours (six semes- 
ter hours) of study within one year in the assigned endorsement area. 
Only coursework which received a grade of C (2.0) or higher or a 
grade of pass on a pass-fail system of grading shall be counted toward 
the required minimum number of credit hours. 
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(7) Any certificated teacher who holds one of the specific subject 
area endorsements (i.e., biolo chemistry, earth science, and/or 
physics) related to the broad area of science, may be assigned at the 
junior high school/middle school level to teach any other related 
course in that respective broad subject area endorsement if the teacher 
has completed or will complete at least nine quarter hours (six semes- 
ter hours) of study within one year in the assigned endorsement area. 
Only coursework which received a grade of C (2.0) or higher or a 
grade of pass on a pass-fail system of grading shall be counted toward 
the required minimum number of credit hours. 

(8) Any certificated teacher who holds one of the specific subject 
area endorsements (i.c., anthropology, economics, geography, history, 

litical science, psychology, and/or sociolo related to the broad 
area of social studies, may be assigned at the junior high school/mid- 
dle school level to teach any other related course in that respective 
broad subject area endorsement if the teacher has completed or will 
complete at least nine quarter hours (six semester hours) of study 
within one year in the assigned endorsement area. Only coursework 
which received a grade of C (2.0) or higher or a grade of pass on a 
pass-fail system of grading shall be counted toward the required mini- 


mum number of credit hours. 


*. 
AMENDATORY SECTION (Amending WSR 90-17-009, filed 
8/6/90, effective 9/6/90) 


WAC 180-16-223 TEMPORARY OUT-OF-ENDORSEMENT 
ASSIGNMENT CRITERIA. In order for a temporary out-of-en- 
dorsement assignment for a classroom teacher to comply with the basic 
education approval standards, the board of directors of the district 
must comply with the following: 

(1) The board of directors of the district must make one or more of 
the following factual determinations: 

(a) The district was unable to recruit a teacher with the proper en- 
dorsement who was the best qualified of candidates for the position. 

(b) The need for a teacher with such an endorsement could not have 
been reasonably anticipated and the recruitment of such a classroom 
teacher at the time of assignment was not reasonably practicable. 

(c) The reassignment of another teacher within the district with the 
appropriate endorsement to such assignment would be unreasonably 
disruptive to the current assignments of other classroom teachers or 
would have an adverse effect on the educational program of the stu- 
dents assigned such other classroom teachers. 

(d) The district has a surplus of teachers with endorsements in 
specified grade levels or subject areas and it is necessary to reassign 
such teachers in whole or part in order to avoid adversely affecting 
such teachers' contract status. 

(2) The teacher assigned to the out-of-endorsement grade level or 
subject area must meet the following requirements: 

(a) The teacher so assigned must have at least two full school years 
of classroom teaching experience and must not have been placed on 
probation pursuant to RCW 284.405.100 during the last two school 
years. 

(b) The teacher so assigned must have completed six semester hours 
or nine quarter hours of course work which are applicable to an en- 
dorsement in the out-of-endorsement grade level or subject area. 

(3) The board of directors of the district shall comply with the fol- 
lowing conditions: 

(a) Prior to the assignment of the out-of-endorsement grade level or 
subject area, or as soon as reasonably practicable thereafter, but in no 
event beyond twenty school days after the commencement of the as- 
signment, if the assignment was not reasonably foreseeable, a desig- 
nated representative of the district and the classroom teacher so as- 
signed shall mutually develop a written plan which provides necessary 
assistance to the teacher so assigned and which provides for a reason- 
able amount of planning and study time associated specifically with the 
out-of-endorsement classroom assignment. 

(b) No classroom teacher shall be assigned in any one semester or 
trimester to more than one preparation in one out-of-endorsement 
grade level or subject area and for no more than two periods of not 
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(c) Any observation conducted in the out-of-endorsement grade 
level or subject area will not be utilized by the district as evidence to 
support probation of the teacher so assigned pursuant to RCW 
28A.405.100 or nonrenewał of such teacher pursuant to RCW 
28A.405.210. 

(d) A second or third year assignment to an out—of—endorsement 
grade level or subject area will be made only pursuant to WAC 180- 
16—224 and in no case will the teacher be assigned to the same out-of- 
endorsement grade level or subject area during more than three school 
years at any time in which the teacher serves within the same school 
district; hence, this provision applies to assignments in consecutive or 
nonconsecutive school years. 

(4) The board of directors shall submit to the office of superintend- 
ent of public instruction as part of its annual report required by WAC 
180-16-195, a list which indicates all assignments for the previous 
school year in out-of-endorsement grade levels or subject areas. Such 
list shall include: 

(a) The name and certification number of each teacher so assigned, 
the out-of-endorsement grade levels or subject areas and the number 
of such periods taught by such teacher, and the dates upon which such 
assignment(s) commenced and concluded. 

(b) The reason for each such assignment. 

(c) The reason why the particular teacher was selected for the out- 
of-endorsement grade level or subject area. 

(d) A dated copy of each plan of assistance required pursuant to 
WAC 180-16-223 (3)(a). Such copy shall not contain any personal 
information the disclosure of which would violate the named teacher's 
right to privacy pursuant to RCW 42.17.310(b). 

(e) An assurance that each such assignment was made in compli- 
ance with WAC 180—16-221 through 180—16-224. 

(5) PROVIDED, That the provisions of subsections (2)(a) and (b) 
and (3)(b) of this section shall be waived for a period of three consec- 
utive school years for each proposed out-of-endorsement assignment 
by the state board of education if: 

(a) The board of directors of the school district adopts a resolution 
for each proposed out-of-endorsement assignment which states that 
the district has made a good faith effort to comply with the 
provision(s) for which it is requesting a waiver. Such resolution must 
recite the actions that the school district has taken to comply. Upon 
adoption and transmission of such resolution to the superintendent of 
public instruction, the district shall be authorized to assign each such 
classroom teacher affected to the proposed out-of-endorsement assign- 
ment until the state board of education makes its determination under 
(c) of this subsection. 

(b) The superintendent of public instruction presents the resolution 
at a meeting of the state board of education and documents to the 
board the stated efforts of the district. 

(c) The state board of education determines, based on the evidence 
received, that a good faith effort to comply has been made. 


NEW SECTION 


WAC 180-75-016 EQUIVALENCY OF STANDARDS. Rea- 
sonable flexibility in interpretation of the requirements contained in 
this chapter and in chapters 180-78 and 180-79 WAC may be applied 
consistent with the intent and spirit of the requirements of the appro- 
priate chapter. For example, advanced degrees in the same or related 
fields may be substituted for required lesser degrees. An annual report 
of the use of this rule shall be submitted to the state board of educa- 
tion by the superintendent of public instruction. 


AMENDATORY SECTION (Amending WSR 89-22-010, filed 
10/20/89, effective 11/20/89) 


WAC 180-75-055 TYPES OF CERTIFICATES. Four types of 
certificates shall be issued: 

(1) Teacher. The teacher certificate, including ((аћет)) teacher ex- 
change permits as provided in ((chapter-392=+93)) WAC 180-75—089, 
authorizes service as a classroom teacher. 

(2) Administrator. 

(a) The administrator certificate endorsed "principal" authorizes 
services as a building administrator or vice principal. 

(b) The administrator certificates endorsed "superintendent" or 
"program administrator" will be issued to persons who meet state 
board of education certification standards for service in the roles of su- 
perintendent or program administrator. 

(3) Educational staff associate. The educational staff associate cer- 
tificate authorizes service in endorsed roles of communication disorders 
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specialists, counselors, school nurses, occupational therapists, physical 
therapists, psychologists, social workers, and reading resource special- 
ists: PROVIDED, That nothing within chapter 180-79 WAC author- 
izes professional practice by an educational staff associate which is 
otherwise prohibited or restricted by any other law, including licensure 
statutes and rules and regulations promulgated by the appropriate li- 
censure board or agency. 

(4) Vocational. The vocational certificate authorizes service in voca- 
tional instruction in accordance with the provisions of chapter 180-77 
WAC. 


AMENDATORY SECTION (Amending WSR 90-17-009, filed 
8/6/90, effective 9/6/90) 


WAC 180-75-065 FEE FOR CERTIFICATION. (1) In accord- 
ance with provisions of RCW 28A.410.060 and 28A.415.010, the fee 
for certificates which are valid for more than one year, issued by au- 
thority of the state of Washington and authorizing the holder to serve 
in the common schools of the state, shall be as follows: 

(a) The continuing certificate is seventy dollars; 

(b) The reinstatement, additional endorsement on the teaching cer- 
tificate, duplicate certificates, substitute certificates, and certificates is- 
sued for the purpose of showing a name change is fifteen dollars; and 

(c) Any other certificate or credential or any renewal thereof shall 
be five dollars for each year of validity: 

(d) PROVIDED, That the fee for all vocational certificates shall be 
one dollar. 

(2) The fee for any other certificate/credential, or for any renewal 
thereof, issued by the authority of the state of Washington and au- 
thorizing the holder to serve in the common schools of the state, shall 
be five dollars. 

(3) Officials authorized to collect certification fees are educational 
service district superintendents, local school district superintendents, 
deans and directors of education at colleges and universities, and des- 
ignees of program units. The fee must accompany the application for a 
certificate and shall be transmitted by the receiving district, college or 
university, or program unit designee at least quarterly to the educa- 
tional service district within which the application is filed for disposi- 
tion in accordance with provisions of RCW 28A.410.060. The fee shall 
not be refunded unless the application is withdrawn before it is finally 
considered (i.e., the issuance of a certificate or a written communica- 
tion denying such issuance) by the superintendent of public instruction 
or his or her designee. Fees not refunded shall apply as a credit to a 
reapplication for the same or one or more other certificates if such ap- 
plicant reapplies within twenty-four months of the date of denial. 
Moneys accrued from certification fees within the boundaries of an 
educational service district shall be divided in the following manner: 

(a) Local school districts employing more than one hundred teachers 
and other professional staff and collecting certification fees may retain 
one dollar of each fee in order to hold a professional training institute. 
If such district does not hold an institute all such moneys shall be 
placed to the credit of the educational service district. 

(b) No less than fifty percent of the funds accruing within the 
boundaries of an educational service district shall be used to support 
program activities related to state-wide precertification professional 
preparation and evaluation. 

(c) The remaining funds shall be used to support professional in- 
service training programs and evaluations thereof. 


AMENDATORY SECTION (Amending WSR 90-17-009, filed 
8/6/90, effective 9/6/90) 


WAC 180-75-085 GENERAL REQUIREMENTS—TEACH- 
ERS, ADMINISTRATORS, EDUCATIONAL STAFF ASSOCI- 
ATES. The following requirements are to be met by candidates for 
certification as teachers, administrators, or educational staff associates: 

(1) Age. No person who is less than eighteen years of age shall re- 
ceive a certificate to serve in the public or nonpublic schools of 
Washington state. 

(2) Character. Applicants for certificates in Washington state who 
are not holders of a valid Washington state teacher's, administrator's, 
educational staff associate's, or vocational certificate must give evi- 
dence of good moral character and personal fitness as specified in 
WAC 180-75-082 and must make arrangements with the Washington 
state patrol for a background check as required by RCW 28A.410.010: 
PROVIDED, That applicants for vocational teaching certificates who 
do not make such an arrangement with the state patrol shall have 
placed on such certificates by the superintendent of public instruction a 
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provision which restricts the certificate holder to the teaching of voca- 
tional technical institute students who are sixteen years of age or older. 

(3) Academic. A candidate for certification shall have successfully 
completed ((am)) a state approved college/university professional 
preparation program m ((within-the-state-of-Washington)) and hold ap- 
propriate degrees, licenses, and additional course work as prescribed in 
chapter 180-79 WAC or have qualified under WAC 180-79—245: 


PROVIDED, That this section shall not apply to vocational, limited, 
internship, or instructional specialists certificates. a Te 

((€-Program-completion-—A-candidate-for-am-nitial-or-contimuing 
certificate shat provide erification that i or-she-has-completed an 
approved professtonał preparation program f 
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AMENDATORY SECTION (Amending WSR 90-17-009, filed 
8/6/90, effective 9/6/90) 


WAC 180-75-87 REINSTATEMENT OF CERTIFICATES. 
Only a continuing certificate may be reinstated. A holder of a lapsed, 
surrendered, or revoked continuing professional certificate at the time 
of application for reinstatement of such certificate must submit the 
following: 

(1) Character evidence as required by WAC 180-75-085(2) for 
candidates for certification. 


(2) (( 


3))) In accordance with RCW 28A.410.110, a revoked certificate 
may not be reinstated within one calendar year from the date of 
revocation. 

((69)) (3) PROVIDED, That no certificate may be reinstated if 
more than five calendar years has passed since the date of lapsing, 
surrender, or revocation; however, such applicants may apply pursuant 
to WAC 180-75-061 for a new certificate under standards in effect at 
the time of application. 


( з 


NEW SECTION 


WAC 180-75-089 TEACHER EXCHANGE PERMITS. Teach- 
er exchange permits may be issued by the superintendent of public in- 
struction to an individual admitted to the United States for the pur- 
pose of serving as an exchange teacher. Such teacher exchange permit 
shałl be valid for one year and may be renewed once. 


AMENDATORY SECTION (Amending WSR 90-12-121, filed 
6/6/90, effective 7/7/90) 


WAC 180-75-090 TEMPORARY PERMITS. Temporary per- 
mits may be issued by the superintendent of public instruction and 
designated agents under the following conditions: 

(1) Femporary permits may be issued under this section to those 
persons who have filed an application for a certificate; who, based on 
available documentation, including affidavits or other evidence that 
appears reliable which substantiates the existence of missing documen- 
tation, appear to have completed all requirements for certification; and 
who do not disclose any information which indicates that such appli- 
cant fails to meet the character requirement of WAC 180—75-085(2). 

(2) An individual may apply for a permit directly to the superin- 
tendent of public instruction or designated agents—i.e., educational 
service districts or Washington state institutions of higher education. 
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(3) A permit entitles the holder to serve as a teacher, educational 
staff associate or administrator consistent with the endorsement(s) on 
his/her permit. 

(4) A permit is valid for one hundred twenty consecutive calendar 
days ((commencing-with-the-datc-foHowing the-date-of-issuancc)) un- 
less prior to ((such)) the expiration date the superintendent of public 
instruction determines the applicant is ineligible to receive a valid cer- 
tificate or endorsement. In such cases, the temporary permit shall ex- 
pire on the date notice of cancellation is received by the applicant 
and/or the employer. (( 


:)) 
(5) The temporary permit may be reissued only upon demonstration 
that the applicant has made a good faith effort to secure the missing 


documentation. 

(6) Issuing authority. The superintendent of public instruction either 
directly or through a designated agent shall issue all permits and shall 
provide institutions of higher education and educational service dis- 
tricts with forms and instructions relevant to application for a permit. 


NEW SECTION 


WAC 180-75-110 STUDY OF EDUCATIONAL STAFF 
ASSOCIATE CERTIFICATION. Recognizing that the educational 
staff associate endorsements, established approximately twenty years 
ago, need to be reviewed to determine if they continue to meet the 
emerging needs of today's children, the state board of education and 
the superintendent of public instruction will establish an advisory com- 
mittee to study ESA certification. The advisory committee, described 
below, shali have the responsibility to study the roles, responsibilities, 
and professional standards for existing and potential education staff 
associate endorsements. The advisory committee shall recognize the 
ultimate responsibility of school districts to provide for the very best 
service to children and to meet their needs. A progress report and pre- 
liminary recommendations for changes shall be submitted to the state 
board of education no later than December 1993. The advisory com- 
mittee shall seek broad involvement of the state's professional staff in 
the development of these recommendations. 

Between December 1991 and the completion of this study in 1994, 
the admission to practice examination shall be waived for existing 
ESAs. Also, any existing educational staff associate professional edu- 
cation advisory board may request a waiver of an existing state stan- 
dard for program approval. The waiver may be approved by the state 
board of education if the requesting educational staff associate profes- 
sional education advisory board can show how the intent of the stan- 
dard can be met in another manner. 

The advisory committee shall consist of one ESA from each of the 
existing eight endorsement categories to be recommended by their pro- 
fessional association, two teachers to be recommended by their profes- 
sional association, two school administrators to be recommended by 
their professional association, two school superintendents to be recom- 
mended by their professional association, two parents, who are not 
school district employees, to be recommended by the special education 
coalition, one school director to be recommended by his/her profes- 
sional association, the state special education director or his designee, 
one university training representative from each ESA category cooper- 
atively selected through the respective institutions, and two representa- 
tives from "related and interested" organizations to be recommended 
by the WEA-ESA commission. 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 180-75-080 CITIZENSHIP REQUIREMENTS— 
EXCEPTIONS. 


AMENDATORY SECTION (Amending Order 27-88, filed 
12/14/88) piecu 


WAC 180-79-047 CONVERSION TO NEW STANDARDS. 
Notwithstanding any provision of WAC 180-79-045 to the contrary, 
any person who holds a provisional or initial certificate issued under 
ue standards of the state board of education shall be eligible to 

((appty-for-and-receive-2)) convert to an initial or continuing certifi- 
cate ((under-standards-treffect at the time of appiication)) by meeting 


requirements for that certificate pursuant to chapters 180-75 and 180- 
79 WAC. 
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AMENDATORY SECTION (Amending WSR 90-12-075, filed 
6/1/90, effective 7/2/90) 


WAC 180-79-049 PROFESSIONAL PREPARATION PRO- 
GRAM REQUIREMENT FOR CERTIFICATION. All applicants 
for certification, except as otherwise provided in WAC 180-79—230 
and 180-79-245, in order to be certified within the state of 
Washington shall have completed a state approved college/university 
preparation program in the professional field for which certification is 
to be issued. In addition, candidates for principal's certificates must 
have completed a state approved college/university preparation pro- 
gram for certification as a teacher and candidates for superintendent's 
certificates must have completed a state approved college/university 
preparation program for certification as a teacher or educational staff 
associate. 


AMENDATORY SECTION (Amending WSR 90-12-075, filed 
6/1/90, effective 7/2/90) 


WAC 180-79-075 CERTIFICATE ENDORSEMENT. Profes- 
sional education certificates shall be endorsed as follows: 

(1) Teacher certificates shall specify endorsements in subject area(s) 
and grade level(s). 

(2) Educational staff associate certificates shall identify the field of 
specialization by endorsement. 

(3) Administrator certificates shall identify the field of specialization 
(principal, program administrator, superintendent) by endorsement. 

Principals' initial certificates shall be endorsed for grades preschool- 
9, 4-12, or preschool-12 based on recommendations from the college 
or university in which the candidate completed an approved prepara- 
tion program. 

(4) In order to change or add an endorsement to any teaching cer- 
tificate, the candidate must complete an application, pay the certifica- 
tion fee specified in WAC 180-75-065, and submit verification of 
completion of the necessary requirements specified in this chapter. 


AMENDATORY SECTION (Amending WSR 91-04-016, filed 
1/28/91, effective 2/28/91) 


WAC 180-79-080 AUTHORIZED ENDORSEMENTS FOR 
TEACHERS. Endorsements for grade levels and subject areas within 
such grade levels for certificated teachers receiving endorsements shali 
be limited to the following: 

(1) Preschool through grade three endorsements shall be granted in 
the subject area of: 

(a) Early childhood special education. 

(b) Early childhood education. 

(2) Grade kindergarten through grade eight endorsements shall be 
granted in the subject area of elementary education which shall in- 
clude all subject areas taught in such grades. 

(3) Grade kindergarten through grade twelve endorsements shall be 
granted in: 

(a) Art 

(b) Music (broad subject area endorsement) and the specialized 
subject areas of: 

(i) Choral music 

(ii) Instrumental music 

(c) Physical education 

(d) Reading 

(e) Designated foreign language 

(f) Special education 

(g) Learning resources 

(h) English as a second language 

(i) Bilingual education. 

(4) Grade four through grade twelve endorsements shall be granted 
in: 

(a) English/language arts (broad subject area endorsement) and the 
specialized English/language arts subject areas of: 

(i) Drama 

(ii) English 

(iii) Journalism 

(iv) Speech. 

(b) Science (broad subject area endorsement) and the specialized 
Science subject areas of: 

(i) Biology 

(ii) Chemistry 

(iii) Earth science 

(iv) Physics. 


WSR 92-01-126 


(c) Social studies (broad subject area endorsement) and the special- 
ized social studies subject areas of: 

(i) Anthropology 

(ii) Economics 

(iii) Geography 

(iv) History 

(v) Political science 

(vi) Psychology 

(vii) Sociology. 

(d) The specialized subject areas of: 

(i) Agriculture 

(ii) Business education 


(iii) Comparative religion 


(iv) Computer science 

((€v})) (v) Health 

((69)) (vi) Home and family life education (formerly home 
economics) 

((67)) (vii) Technology education (formerly industrial arts) 

((tvit})) (viii) Mathematics 


((€rr3)) (ix) Marketing education. 
(x) Philosophy. 


(5) Traffic safety endorsements may be noted on certificates issued 
under this chapter if the candidate meets the requirements of the reg- 
ulations promulgated by the superintendent of public instruction pur- 
suant to RCW 28A.220.020(3). 


AMENDATORY SECTION (Amending Order 27-88, filed 
12/14/88) 


WAC 180-79-086 MINIMUM PREPARATION FOR EN- 
DORSEMENTS FOR TEACHERS. Endorsements granted teachers 
shall comply with the following: 

(1) Endorsements—with the exception of the broad subject area en- 
dorsements of English /language arts, music, science, and social stud- 
ies, which shall require the satisfactory completion of a minimum of 
forty-five quarter hours (thirty semester hours) of course work-— shall 
require the satisfactory completion of a minimum of twenty-four 
quarter hours (sixteen semester hours) of course work((—mot-including 


any—practiceteaching—imternship;—or-other-ctinicat-or-fretdtaboratory 
experience-courses=))in the subject area in a regionally accredited in- 
stitution of higher education or in a college or university with a pro- 
fessional preparation program approved by the state board of educa- 
tion pursuant to chapter 180-79 WAC. 

(2) Reasonable flexibility shall be permitted in establishing equival- 
encies for specified subject area course work. The test for substitution 
of an equivalent course for a stated subject area course is a factual de- 
termination that the subject matter content of the equivalent course, or 
combination of courses, substantially complies with the generally rec- 
ognized course content of the subject area course. 


(3) Course work used to meet endorsement requirements must be 
completed through a regionally accredited college/university and may 
not include student teaching credits. 


4) Only course work in which an individual received a grade of C 


(2.0) or higher or a grade of pass on a pass-fail system of grading 


shall be counted toward the required minimum number of credit hours 
as defined in WAC 180-79-086. 


AMENDATORY SECTION (Amending WSR 90-22-002, filed 
10/25/90, effective 11/25/90) 


WAC 180-79-115 ACADEMIC REQUIREMENTS FOR CER- 
TIFICATION—TEACHERS. Candidates for teachers' certificates 
shall complete the following requirements in addition to those set forth 
in WAC 180-75—080 and 180—75—085. 

(1) Initial. 

(a) Candidates for the initial certificate who apply for such certifi- 
cate on or before August 31, 1992, shalł hold a baccalaureate degree 
from a regionally accredited college or university and shall have com- 
pleted the degree major in an academic field or in the teaching spe- 
cialization of early childhood, elementary, reading, or special 
education. 

(b) Candidates for the initial certificate who apply for such certifi- 
cate after August 31, 1992, shall hold an approved baccalaureate de- 
gree from a regionally accredited college or university: PROVIDED, 
That if the approved baccalaureate degree is in early childhood educa- 
tion, elementary education, or special education, the candidate also 
must have at least thirty quarter hours (twenty semester hours) in one 
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of the academic fields listed in WAC 180-79—080 (3)(a) through (e) 
and (4). 

(2) Continuing. 

(a) Candidates who apply for a continuing certificate on or before 
August 31, 1992, shall have ((compłeted)) at least forty-five quarter 
hours (thirty semester hours) of upper division and/or graduate work 
completed subsequent to the conferrał of the baccalaureate degree: 
PROVIDED, That if the individual is pursuing study in a new subject 
matter area or specialization, lower division courses in that subject 
area or specialization shall be accepted toward continuing certification 
upon completion of the requirements for an endorsement in that sub- 
ject area or specialization. 

(b) Candidates who apply for a continuing certificate after August 
31, 1992, shall have completed an approved masters degree. 

(c) Candidates for a continuing certificate shall have been granted 
((o—havc—compteted-the requirements for)) at least two subject area 
endorsements. 


(d) Candidates who apply for a continuing certificate after August 
31, 1992, who have not successfully completed course work or an in- 
service program including a minimum of ten clock hours of instruction 
on issues of abuse, must complete such course work or in-service pro- 
gram as a condition for the issuance of a continuing certificate. The 
content of the course work or in-service program shall discuss the 
identification of physical, emotional, sexual, and substance abuse, in- 
formation on the impact of abuse on the behavior and learning abilities 
of students, discussion of the responsibilities of a teacher to report 
abuse or provide assistance to students who are the victims of abuse, 
and methods for teaching students about abuse of all types and their 
prevention. 


AMENDATORY SECTION (Amending Order 27-88, filed 
12/14/88) 


WAC 180-79-120 ACADEMIC REQUIREMENTS FOR CER- 
TIFICATION—ADMINISTRATORS. Candidates for the respective 
administrative certificate shall complete the following requirements in 
addition to those set forth in WAC 180-75-085. 

(1) Superintendent. 

(a) Initial. 

(i) The candidate who applies for an initial certificate on or before 
August 31, 1992, shall hold a master's degree and complete at least 
fifteen quarter hours (ten semester hours) of graduate study beyond 
the master's degree in education-related course work and shall hold or 
be eligible to hold a valid initial or continuing teacher or ESA certifi- 
cate at the time he or she applies for the initial superintendent's 
certificate. 

(ii) The candidate who applies for an initial certificate after August 
31, 1992, shall hold an approved masters degree and have completed 
subsequent to the baccalaureate degree at least forty-five quarter 
hours (thirty semester hours) of graduate level course work in 
education. 


(iii) The candidate must meet requirements for a superintendent's 
certificate pursuant to WAC 180-79-049. 

(b) Continuing. 

(i) The candidate who applies for a continuing certificate on or be- 
fore August 31, 1992, shall have completed at least thirty quarter 
hours (twenty semester hours) of graduate work beyond the master's 
degree. 

(ii) The candidate who applies after August 31, 1992, shall hold an 
approved masters degree and have completed subsequent to the bacca- 
laureate degree at least sixty quarter hours (forty semester hours) of 
graduate level course work in education or shall hold a doctorate in 
education. 


(iii) The candidate must meet requirements for a superintendent's 
certificate pursuant іо WAC 180—79—049. 

(2) Principal. 

(a) Initial. 

(i) The candidate who applies on or before August 31, 1992, shall 
hold or have held a ((vałid)) Washington initial ((or)), continuing 
((teacher)) or comparable teaching certificate from another state at 
the time he or she applies for the initial principal's certificate and shall 
have completed (( T 


of —work-applicabic-to-a-graduate-degree-subsequent-to-recerptoof-a 
baccalaureate-degree-cm)) an approved program for the preparation of 
principals. 

(ii) The candidate who applies after August 31, 1992, shall hold 
((an-approved)) a masters degree and have completed ((subsequent to 
the-baccataurcate-degree-ateast-thirty quarter hours (twenty semester 
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frours)-of-graduatcdevel-course-work-in-education)) an approved pro- 
gram for the preparation of principals. 

(b) Continuing. 

(i) The candidate who applies on or before August 31, 1992, shall 
hold a master's degree. 

(ii) The candidate who applies after August 31, 1992, shall hold an 
approved masters degree and completed subsequent to the baccalaure- 
ate degree at least forty-five hours (thirty semester hours) of graduate 
level course work in education or shall hold a doctorate in education. 


(iii) The candidate must meet requirements for a principal's certifi- 


cate pursuant to WAC 180—79—049. 
(3) Program administrator. 


(a) Initial. 

(i) The candidate who applies on or before August 31, 1992, shall 
hold a valid initial or continuing teacher or educational staff associate 
certificate at the time he or she applies for the program administrator's 
initial certificate and shall hold a master's degree. 

(ii) The candidate who applies after August 31, 1992, shall hold an 
approved masters degree, a masters degree required for an educational 
staff associate certificate, a masters degree in school nursing, occupa- 
tional therapy or physical therapy, or a masters degree in public, edu- 
cation, or business administration and have completed subsequent to 
the baccalaureate degree at least twenty-four quarter hours (sixteen 
semester hours) of graduate level course work in education. 

(b) Continuing. 

(i) The candidate who applies on or before August 31, 1992, shall 
have completed at least fifteen quarter hours (ten semester hours) of 
graduate work subsequent to the master's degree relevant to educa- 
tional administration or his or her subject matter field(s) or 
specialization(s). 

(ii) The candidate who applies after August 31, 1992, shall hold an 
approved masters degree, a masters degree required for an educational 
staff associate certificate, a masters degree in school nursing, occupa- 
tional therapy, physical therapy, or a masters degree in public, educa- 
tion, or business administration and have completed subsequent to the 
baccalaureate degree at least thirty quarter hours (twenty semester 
hours) of graduate level course work in education or shall hold a doc- 
torate in education. 


NEW SECTION 


WAC 180-79-123 EXPERIENCE REQUIREMENT FOR 
CONTINUING CERTIFICATION—ADMINISTRATORS. In ad- 
dition to the academic requirements specified in WAC 180-79-120, 
candidates for continuing administrator certificates shall provide, as a 
condition for issuance of a continuing certificate, documentation of one 
hundred eighty days or full time equivalent or more employment in the 
respective role with an authorized employer—i.e., school district, edu- 
cational service district, state agency, college or university, private 
school, or private school system—and at least thirty days of such em- 
ployment with the same employer. The requirements set forth in this 
section shall expire August 31, 1992. 


AMENDATORY SECTION (Amending Order 3-88, filed 2/17/88) 


WAC 180-79-131 GENERAL KNOWLEDGE REQUIRED OF 
ALL CANDIDATES FOR CERTIFICATION. General knowledge 
required of all candidates for certification includes the following: 

(1) SCHOOLS AND SOCIETY. Topics to be included consist of the 
following: 

(a) Development of education in public and private schools in the 
United States. 

(b) The nature and foundation of the educational system, including 
the evolution of school curriculum in grades P-12. 

(c) Public policy issues related to the role of schools in a democratic 
society, with particular emphasis on: 

(i) Equity issues related to various populations—e.g., race, sex, 
handicapping conditions, gifted, migrant, poverty, aliens, etc. 

(ii) Study of values in public schools. 

(iii) Issues related to the funding of public and private schools. 

(iv) Compulsory attendance, compulsory education, and parental 
rights and responsibilities. 

(v) Federal, state, and community control of schools. 

(vi) Resource personnel and public and private agencies, including 
professional associations, which offer services to teachers, children, 
parents, and schools. 

(2) HUMAN GROWTH, DEVELOPMENT, AND LEARNING. Topics includ- 
ed consist of the following: 
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(a) Physical, psychomotor, cognitive, sociał, and emotional develop- 
ment of the normal and exceptional child, including those who are vic- 
tims_of abuse, children with handicapping conditions and the highly 
capable from birth to age twenty—one. 

(b) Theories of learning, including: 

(i) Behavioralism. 

(ii) Social learning. 

(iii) Information processing. 

(iv) Cognitive development. 

(c) Educational processes appropriate to normal and exceptional 
children, including those with handicapping conditions and the highly 
capable from birth through age twenty—one as to: 

(i) Collection and interpretation of data. 

(ii) Identification and assessment of individual students. 

(iii) Impact of teaching and learning techniques on behavior. 

(3) AMERICAN SCHOOL LAW. Topics include legal matters common to 
all education systems within the United States and consist of the 
following: 

(a) Educational structure and governance, including the role of the 
courts. 

(b) Students and the law, including First Amendment and due pro- 
cess rights, corporal punishment, grading, expulsion, suspension, disci- 
pline, and search and seizure and privacy rights. 

(c) School professionals and the law, including nonrenewal, dis- 
charge, revocation, academic freedom, collective bargaining, profes- 
sional ethics and legal responsibilities, and child abuse and other re- 
porting requirements. 

(d) Professional and school district liability, including negligence 
and tort liability. 

(e) Federal law respecting the rights of the handicapped. 


AMENDATORY SECTION (Amending Order 3-88, filed 2/17/88) 


WAC 180-79-136 GENERAL KNOWLEDGE REQUIRED OF 
ALL CANDIDATES FOR TEACHER CERTIFICATES. General 
knowledge of all candidates for teacher certificates include the 
following: 

(1) CLASSROOM MANAGEMENT AND DISCIPLINE. Topics to be included 
consist of the following: 

(a) Research and theoretical models used to design instructional 
programs that manage the physical environment and the human dy- 
namics of the classroom. 

(b) Alternative forms of corrective action and application of such to 
classroom behavior. 

(c) Designing instructional units, including alternative approaches to 
development, implementation, and evaluation of such units. 

(2) INSTRUCTION METHODOLOGY. Topics to be included consist of 
the following: 

(a) Instructional theory and strategies (i.e., Informational Process- 
ing, Personal, Social, Behavioral Systems), including the strengths and 
weaknesses of alternative models. 

(b) The needs of exceptional students including those who are vic- 
tims of abuse requiring special instruction, the assessment of learning 
abilities, the appropriate methods and materials, and the ways of 
adapting the regular curriculum for these students. 

(c) The instructional uses of audio-visual materials, the computer, 
and other technological developments. 

(d) Techniques for assessing students' reading and writing levels in 
content areas, making appropriate referrals, and, if necessary, pre- 
scribing appropriate remedial action. 

(3) STUDENT TESTING, ASSESSMENT, AND EVALUATION. Topics to be 
included consist of the following: 

(a) Developing and using classroom formative and summative pro- 
cedures including planning, developing, administering and returning, 
essay, true/false, matching, and multiple choice items. 

(b) Observing and rating student achievement and behavior. 

(c) Student marking or grading systems. 

(d) Social, legal, and ethical issues in student testing. 

(4) PROGRAM ASSESSMENT. Topics to be included consist of the 
following: 

(a) Interpreting norm and criterion referenced tests. 

(b) Reliability and validity of classroom and standardized tests. 

(c) Basic measurement and statistical concept. 

(d) Ethnographic approaches. 

(5) TEACHER EVALUATION AND PROFESSIONAL GROWTH. Topics to be 
included consist of the following: 

(a) State evaluation laws, including contract renewal procedures. 
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(b) Procedures for obtaining feedback on professional effectiveness. 
(c) Developing personal inservice plans for professional 
improvement. 


AMENDATORY SECTION (Amending WSR 91-05-056, filed 
2/15/91, effective 3/18/91) : 


WAC 180-79-230 LIMITED CERTIFICATES. Notwithstand- 
ing other requirements prescribed in this chapter for eligibility for cer- 
tification in the state of Washington, the following certificates shall be 
issued under specific circumstances set forth below for limited service: 

(1) Conditional certificate. 

(a) Such certificates are issued upon application by the local school 
district or educational service district superintendent to persons: 

(i) Who meet the age, good moral character, and personal fitness 
requirements of WAC 180—75-085 (1) and (2); and 

(ii) Who are highly qualified and experienced in subject matter to be 
taught in the common or nonpublic schools; or 

(iii) Who qualify to instruct in the traffic safety program as para- 
professionals pursuant to WAC 392-153-020 (2) and (3); or 

(iv) Who are assigned instructional responsibility for intramural/ 
interscholastic activities which are part of the district approved pro- 
gram; or 

(v) Who possess a baccalaureate or higher degree or otherwise re- 
quired in WAC 180-79-125 and who possess a state of Washington 
license for a nurse, occupational therapist, or physical therapist: PRO- 
VIDED, That ((thi T threat i 

T idni : )) the district will be re- 


sponsible for orienting and preparing individuals for their assignment 
as described in (c)(ii) of this subsection. 


(b) The educational service district or local district superintendent 
will verify that the following criteria have been met when requesting 
the conditional certificate: 

(i) No person with regular certification in the field is available as 
verified by the district or educational service district superintendent; 

(ii) The district or educational service district superintendent will 
indicate the basis on which he/she has determined that the individual 
is competent for the assignment; 

(iii) The individual is being certificated for a limited assignment and 
responsibility in a specified activity /field. 

(c) When requesting the conditional certificate for persons who are 
highly qualified and experienced in fields of knowledge to be taught in 
the common or nonpublic schools, the educational service district su- 
perintendent or local district superintendent will verify that the follow- 
ing additional criteria will be met: 

(i) The individual will be delegated primary responsibility for plan- 
ning, conducting, and evaluating instructional activities with the direct 
assistance of a school district mentor and will not be serving in a para- 
professional role which would not require certification; 

(ii) Personnel so certificated will be oriented and prepared for the 
specific assignment by the employing district. A written plan of assist- 
ance will be developed, in cooperation with the person to be employed 
within twenty working days from the commencement of the assign- 
ment. In addition, prior to ((teachimg)) service the person will be ap- 
prised of any legal liability, the responsibilities of a professional edu- 
cator, the lines of authority, and the duration of the assignment; 

(iii) Within the first sixty working days, personnel so certificated will 
complete sixty clock hours (six quarter hours or four semester hours) 
of course work in pedagogy and child/adolescent dcvelopment appro- 
priate to the assigned grade level(s) as approved by the employing 
school district. | 

(d) The certificate is valid for two years or less and only for the ac- 
tivity specified. The certificate may be reissued for two years and for 
two year intervals thereafter upon completion of sixty clock hours (six 
quarter hours or four semester hours) of course work since the issuance 
of the most recent certificate as approved by the employing school 
district. 

(2) Substitute certificate. 

(a) The substitute certificate entitles the holder to act as substitute 
during the absence of the regularly certificated staff member for a pe- 
riod not to exceed thirty consecutive school days during the school year 
in any one assignment. This certificate may be issued to: 

(i) Teachers, educational staff associates or administrators whose 
state of Washington certificates have expired, or 

(ii) Persons who have completed state approved preparation pro- 
grams at regionally accredited colleges and universities for certificates. 

(b) The substitute certificate is valid for life: 
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(c) PROVIDED, That if the district has exhausted or reasonably 
anticipates it will exhaust its list of qualified substitutes who are will- 
ing to serve as substitutes, the superintendent of public instruction may 
issue emergency substitute certificates to persons not fully qualified 
under this subsection for use in a particular school district once the list 
of otherwise quaiified substitutes has been exhausted. Such emergency 
substitute certificates shall be valid for three years. 

(3) Emergency certification. 

(a) Emergency certification for specific positions may be issued upon 
the recommendation of school district and educational service district 
superintendents to persons who hold the appropriate degree and have 
substantially completed a program of preparation in accordance with 
Washington requirements for certification: PROVIDED, That a quali- 
fied person who holds regular certification is not available or that the 
position is essential and circumstances warrant consideration of issu- 
ance of an emergency certificate. 

(b) The emergency certificate is valid for one year. 

(4) Nonimmigrant alien exchange teacher. Applicants for certifica- 
tion as a nonimmigrant alien exchange teacher must qualify pursuant 
to WAC ((392=+93=0556))) 180--75-089 and be eligible to serve as a 
teacher in the elementary or secondary schools of the country of 
residence. 

(( PAK з А | : 

65) Nonimmigrant atten оеп kicia teacher Sp for 
1 = = 
quatify pursuant to AC-392-193 055(2y-and-posscss z baccaławre 
ас degree or-estabtish equivalency to 2 baccałaurcate degree by har 
ы his-or-hcr idis о waj, transeripts e a ated I > ner 
Washingtom:)) 


NEW SECTION 


WAC 180-79-311 SPECIALTY AREAS OF STUDY. (1) Spe- 
cialty areas of study in middle grades, gifted, and at-risk students shall 
be recognized by the state board of education on the basis of the 
following: 

(a) Completion of twelve quarter hours (eight semester hours) of 
academic study from a regionally accredited college or university di- 
rectly addressing knowledge and skills relevant to the respective spe- 
cialty area as recommended by the respective college/university 
PEAB; and 

(b) Recommendation of the individual by the college/university that 
has offered the specialty area of study. 

(2) Specialty areas of study are not endorsements and shall have no 
bearing on assignment policies as outlined in chapter 180-18 WAC. 

(3) The recognition of specialty areas of study shall in no way im- 
pact the requirements for obtaining or maintaining an initial or con- 
tinuing certificate. 

(4) The recognition of specialty areas of study shall be reviewed by 
PEAC with recommendations to the state board of education by June 
30, 1995. 


NEW SECTION 


WAC 180-79-333 COMPARATIVE RELIGION—SUBJECT 
AREA ENDORSEMENT. In order to receive an endorsement in 
comparative religion, the candidate shall have completed the minimum 
course work credit hours in the subject area of comparative religion, 
including but not limited to, credit hours in each of the essential arcas 
of, History and/or development of comparative religious thought, and 
Issues and trends in modern religions, plus two other essential areas of 
study: 

(1) History and/or development of comparative religious thought. 

(2) Issues and trends in modern religions. 

(3) Ethics. 

(4) Aesthetics. 

(5) Epistemology. 

(6) Metaphysics. 

(7) Logic. 

(8) History of philosophy. 


NEW SECTION 


WAC 180-79-379 PHILOSOPHY—SUBJECT AREA EN- 
DORSEMENT. In order to receive an endorsement in philosophy, the 
candidate shall have completed the minimum course work credit hours 
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in the subject area of philosophy, including but not limited to, credit 
hours in a minimum of four of the following areas of essential study: 

(1) Ethics. 

(2) Aesthetics. 

(3) Epistemology. 

(4) Metaphysics. 

(5) Logic. 

(6) History of philosophy. 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: ; 


WAC 180-79-129 IMPLEMENTATION OF GENERAŁ 
KNOWLEDGE REQUIREMENT FOR CERTIFICATION. 

WAC 180-79-310 MINIMUM COURSE WORK CREDIT 
HOURS—DEFINITION. 


AMENDATORY SECTION (Amending WSR 91-04-016, filed 
1/28/91, effective 2/28/91) 


WAC 180-85-045 APPROVED IN-SERVICE EDUCATION 
AGENCY—DEFINITION. As used in this chapter, the term "ap- 
proved in-service education agency" shall mean an agency approved 
by the state board of education to provide in-service education pro- 
grams and to grant continuing education credit hours to all or a selec- 
tive group of educators. Such agency must demonstrate the following 
characteristics: 

(1) The agency is one of the following entities or a department or 
section within such entities: 

(a) A college or university referenced in WAC 180-85—025(1); 

(b) ((A-professionał)) An organization which for the purpose of this 
chapter shall mean any local, state, regional, or national nonprofit or- 
ganization (( imari ) which offers in-service education 
programs to teachers, administrators, and/or educational staff 
associates; 

(с) A school district, an educational service district, ((amd)) the su- 
perintendent of public instruction, or any state or national agency; or 

(d) An approved private school which for the purpose of this chapter 
shall mean the same as provided in WAC 180—90-112. 

(2) The agency has either a committee or board of directors which 
provides prior approval to proposed in-service education programs on 
the basis that the proposed programs are designed to meet the program 
standards set forth in WAC 180—85—200. In the case of school districts 
or educational service districts the committee shall be composed of the 
same representatives as required by RCW 28A.415.040—1.e., "repre- 
sentatives from the ranks of administrators, building principals, teach- 
ers, classified and support personnel .. ., . . . the public ((—)), and. . 
institution(s) of higher education, . . .." 


NEW SECTION 


WAC 180-85-077 CONTINUING EDUCATION CREDIT— 
ESAS. Educational staff associates may use crcdits or clock hours that 
satisfy the continuing education requirements for their professional li- 
censure, if any, toward fulfilling the continuing education certification 
requirements. 


AMENDATORY SECTION (Amending WSR 90-12-076, filed 
6/1/90, effective 7/2/90) 


WAC 180-85-115 SPI NOTICE OF LAPSED CERTIFICATE. 
On or before October 1 of each year, the superintendent of public in- 
struction shall make reasonable attempts to notify cach affected certif- 
icate holder whose certificate has lapsed the preceding August 31 of 
such status. The notice shall include procedures for reinstatement and 
procedures for disputing the lapsed status. ((4n-addition—on-or-before 
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WSR 92-01-127 
PERMANENT RULES 
STATE BOARD OF EDUCATION 
[Filed December 19, 1991, 10:48 a.m.] 


Date of Adoption: November 22, 1991. 

Purpose: Changes for editorial clarification; additions 
due to new RCW mandates; and new sections to imple- 
ment new provisions of certification requirements. 

Citation of Existing Rules Affected by this Order: 
Repealing WAC 180-78-125, 180—86—012 and 180-86- 
097; and amending WAC 180—75-081, 180—78—047, 
180—78-145, and 180—78—170. 

Statutory Authority for Adoption: RCW 18A.410.010 
[28A.410.010] and 28A.70.005. 

Pursuant to notice filed as WSR 91-20-152 on Octo- 
ber 2, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 180—78—165 removed pending further 
review prior to adoption consideration. 

Effective Date of Rule: Thirty—one days after filing. 

December 18, 1991 
Dr. Monica Schmidt 
Executive Director 


AMENDATORY SECTION (Amending WSR 90-02- 
073, filed 1/2/90, effective 2/2/90) 


WAC 180-75081 GOOD MORAL CHARAC- 
TER AND PERSONAL FITNESS—DEFINITION. 
As used in this chapter, the terms "good moral character 
and personal fitness" means character and personal fit- 
ness necessary to serve as a certificated employee in 
schools in the state of Washington, including character 
and personal fitness to have contact with, to teach char- 
acter and personal fitness to have contact with, to teach, 
and to perform supervision of children. Good moral 
character and personal fitness includes, but is not limited 
to, the following: 

(1) No conviction of any felony crime involving: 

(a) The physical neglect of a child under chapter 9A- 
.42 RCW; 

(b) The physical injury or death of a child under 
chapter 9A.32 or 94.36 RCW, excepting motor vehicle 
violations under chapter 46.61 RCW; 

(c) The sexual exploitation of a child under chapter 
9.68A RCW; 

(d) Sexual offenses where a child is the victim under 
chapter 9A.44 RCW; 

(e) The promotion of prostitution of a child under 
chapter 9A.88 RCW; 

(f) The sale or purchase of a child under RCW 
9A.64.030; 

(g) PROVIDED, That the general classes of felony 
crimes referenced within this subsection shall include 
equivalent federal and crimes in other states committed 
against a child; 

(h) PROVIDED FURTHER, That for the purpose of 
this subsection "child" means a minor as defined by the 
applicable state or federal law; 

(i) PROVIDED FURTHER, That for the purpose of 
this subsection "conviction" shall include a guilty plea. 
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(2) No conviction of any crime within the last ten 
years, including motor vehicle violations, which would 
materially and substantially impair the individual's wor- 
thiness and ability to serve as a professional within the 
public and private schools of the state. In determining 
whether a particular conviction would materially and 
substantially impair the individual's worthiness and abil- 
ity to practice, the following and any other relevant con- 
siderations shall be weighed: 

(a) Age and maturity at the time the criminal act was 
committed; 

(b) The degree of culpability required for conviction 
of the crime and any mitigating factors, including mo- 
tive for commission of the crime; 

(c) The classification of the criminal act and the seri- 
ousness of the actual and potential harm to persons or 
property; 

(d) Criminal history and the likelihood that criminal 
conduct will be repeated; 

(e) The permissibility of service as a professional edu- 
cator within the terms of any parole or probation; 

(f) Proximity or remoteness in time of the criminal 
conviction; 

(g) Any evidence offered which would support good 
moral character and personal fitness; 

(h) If this subsection is applied to a person certified 
under the laws of the state of Washington in a suspen- 
sion or revocation action, the effect on the education 
profession, including any chilling effect, shall be 
weighed; and 

(i) In order to establish good moral character and 
personal fitness despite the criminal conviction, the ap- 
plicant or certificate holder has the duty to provide 
available evidence relative to the above considerations. 
The superintendent of public instruction has the right to 
gather and present additional evidence which may cor- 
roborate or negate that provided by the applicant or 
certificate holder. | 

(3) No ((веттопз)) behavioral problem which endang- 
ers the educational welfare or personal safety of stu- 
dents, teachers, or other colleagues within the educa- 
tional setting. 

(4) No ((intentionatand-knowing)) practice within 
the state of Washington within the previous five school 
years with an expired, lapsed, surrendered, or revoked 
certificate in a professional position for which certifica- 
tion is required under the rules of the state board of 
education. 


AMENDATORY SECTION (Amending Order 26-88, 
filed 12/14/88) : 


WAC 180-78-047 ANNUAL REPORT BY COL- 
LEGES AND UNIVERSITIES. Each college or uni- 
versity offering an approved professional preparation 
program shall submit by July 31 of each year, an annual 


report covering the period from July | of the previous 
year to June 30 of the current year, containing the 


following: 
(1) The minutes of each professional education advi- 
sory board. 
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(2) The number of candidates recommended for initial 
and continuing certificates by type of certificate and en- 
dorsement areas. 

(3) Other material related to the professional prepa- 
ration programs requested by the superintendent of pub- 
lic instruction. 


AMENDATORY SECTION (Amending Order 26-88, 
filed 12/14/88) 


WAC 180-78-145 EVIDENCE OF COMPLI- 
ANCE WITH PROFESSIONAL EDUCATION AD- 
VISORY BOARD APPROVAL STANDARD. The 
following evidence shall be evaluated to determine 
whether each professional preparation program is in 
compliance with the program approval standard of 
WAC 180-78-140(1). 

(1) The professional education advisory board has 
been established in accordance with WAC 180-78—075 
through 180-78—120. 

(2) The professional education advisory board has 
carried out ((its-responsibiittitesunder_WAC—180-78= 


{viid)) the following responsibilities: 

(a) Elect a chair of the professional education adviso- 
ry board. 

(b) Adopt bylaws which are consistent with the provi- 
sions of this chapter. 

(c) Meet at the call of the chair of the professional 
education advisory board or as provided in the bylaws of 
the professional education advisory board which, in ei- 
ther case, shall be at least four meetings per calendar 
year. 

(d) Advise the superintendent of public instruction of 
needed changes in the administrative code affecting the 
professional preparation programs for which the profes- 
sional education advisory board has responsibility. 
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(e) Advise the quality review team as provided in 
WAC 180-78-190(3). 

(f) Report alternative professional programs, if 
developed. 

(3) In determining compliance with this subsection, 
written documentation must be available for review in- 
dicating that the following have been reviewed annually: 

(a) One or more program approval standards of WAC 
180-78-140 and, as needed, formally notify the college 
or university in writing of changes the professional edu- 
cation advisory board believes are necessary or required 
to bring the college or university into compliance with 
the program approval standards for the professional 
preparation program and, based upon such review, pro- 
vide formal recommendations pursuant to subsection 
(2)(d) of this section. 

(b) The plan to provide all candidates for certification 
with field experiences with ethnic, racial, and cultural 
populations and with special education and highly capa- 
ble students. 

(c) The evaluation data, including course, field expe- 
rience (МАС 180—78—-165(2)), and follow-up data 
(WAC 180—78-175 (4) and (5)). 

(4) In determining compliance with this subsection, 
written documentation must be available indicating that 
the following have been reviewed at least once every 
three years: 

(a) The policies used to develop agreements between 
the college/universities and agencies providing field sites 
for field experience. 

(b) The curriculum materials and media collection. 

(c) Proposed revisions in the professional preparation 
program to reflect local district policies related to 
changing demographics, curriculum, organization, and 


federal and state laws, including administrative rules 
and case law. 


(d) Recent professional developments which may im- 
pact the design of the professional preparation program. 
((€b})) (5) Written minutes are available for each 
meeting of each professional education advisory board 


((inehrding)) which shall include the following items for 
each meeting listed in the college or university's annual 
report (МАС 180—78-047): Attendance by individuals 


and the agencies they represent, agenda items, substan- 
tive issues discussed, actions taken, and a list of all rec- 
ommendations for change. 

((©с))) (6) Documentation from the college or univer- 
sity is available showing that each recommendation from 
each professional education advisory board during each 
academic year has been considered and acted upon by 
faculty committees or administrators—depending upon 
college or university governance—and, if delayed, modi- 
fied, or not adopted, a rationale provided to the profes- 
sional education advisory board as to why a recommen- 
dation was delayed, modified, or not adopted. All rec- 
ommendations from professional education advisory 
boards shall be forwarded to appropriate faculty com- 
mittees or administrators within two months of formal 
receipt by the chief administrator of the professional 
preparation program. 
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REPEALER 


The following section of the Washington Administra- 
tive Code is repealed: 


WAC 180-78-125 RESPONSIBILITIES OF 
PROFESSIONAL EDUCATION ADVISORY 
BOARDS. 


AMENDATORY SECTION (Amending Order 26-88, 
filed 12/14/88) 


WAC 180-78-170 EVIDENCE OF COMPLI- 
ANCE WITH CANDIDATE FIELD EXPERIENCE 
POLICIES PROGRAM APPROVAL STANDARD. 
The following evidence shall be evaluated to determine 
whether each professional preparation program is in 
compliance with the candidate field experience policies 
program approval standard of WAC 180-78—140(6): 

(1) Field experiences prior to student teaching, prac- 
ticum, or internship requirements shall consist of no less 
than forty hours of structured observation of one or 
more professionals serving in the role for which the can- 
didate is being prepared. 

(2) Agreements exist between the college or university 
and the agencies providing field sites for field experienc- 
es which specify the role of the involved agencies and the 
responsibilities and contributions each will make to the 
field program. 

(3) Candidates participate in structured experiences 
with ethnic, racial, and cultural populations and with 
special education and highly capable students. Such ex- 
periences provide opportunities for candidates to under- 
stand the unique contributions, similarities, differences, 
interdependencies, and special needs of students with 
particular emphasis on those from varying racial, cul- 
tural, linguistic, and socio-economic backgrounds. 

(4) Field experiences integrate theory and practice 
and are documented by written records which describe: 

(a) Specifications for selecting field sites and field 
personnel. 

(b) Criteria for assigning students to field settings, in- 
cluding provisions for changes in assignments if 
necessary. 

(c) Responsibilities of college and university supervi- 
sors and school personnel working with candidates in 
planning, instruction, observation, evaluation, and/or 
grading. 

(d) Knowledge and skills relevant to the respective 
roles specified in WAC 180-78-205 through 180—78— 
325. 

(5) School personnel working with candidates for the 
required eight weeks field experiences must have had 
three years experience in the role supervised (i.e., as a 
teacher, administrator, or ESA), have been oriented to 
their responsibilities, and have been given training by the 
college or university and/or school district in their role 
and responsibilities. 

(6) Records of observations and conferences are 
maintained for each candidate in the professional prepa- 
ration program. Such records shall document at least 
((eight)) a total of twelve hours of observations by, and 
conferences with, a college or university supervisor. 
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(7) Standards for evaluating the candidate's success- 
ful completion of the required student teaching, practi- 
cum, or internship shall include the following categories: 

(a) The state's minimum criteria, as set forth in 
chapter 392-191 WAC, for the evaluation of certificated 
employees, if applicable to the role. 

(b) The state's general and role specific skills as set 
forth in WAC 180-78—205 through 180—78—325. 

(c) Current research findings as reported in relevant 
professional publications. 


NEW SECTION 


WAC 180-78-196 ADMISSION TO PRACTICE 
EXAMINATION—TEACHER, AND ADMINIS- 
TRATOR. After August 31, 1993, all candidates who 
apply for an initial or a first time Washington teacher, 
or administrator certificate must pass an admission to 
practice examination based on WAC 180-79-131 Gen- 
eral knowledge required of all candidates for certifica- 
tion. In addition, teachers must pass a second examina- 
tion based on WAC 180—79—136 General knowledge re- 
quired of all candidates for teacher certificates. Admin- 
istrators must also pass an additional examination based 
оп WAC 180—-79-140 General knowledge required of all 
candidates for administrator certificates. Any teacher or 
administrator who allows his or her certificate to lapse 
after August 31, 1993, or who converts to guidelines in 
effect after that time shall be required to pass the ad- 
mission to practice examination. 


NEW SECTION 


WAC 180-78-201 PROGRAM APPROVAL- 
TEACHERS, COLLABORATION WITH K-12 
SCHOOLS. An approved preparation program shall an- 
nually develop and implement a plan to increase the lev- 
el of collaboration and interaction between the pro- 
gram's faculty and K-12 schools in the state. The plan 
shall require, to the maximum extent feasible, that each 
member of the full time teacher preparation faculty an- 
nually provide instruction to students in the K-12 class- 
room in a public or approved private school setting in 
the state of Washington, during the regular school year. 
The instruction that will be provided must be in accord- 
ance with RCW 28A.405.010 and applicable state board 
of education rules. 


NEW SECTION 


WAC 180-78-232 OUTCOME-BASED STAN- 
DARDS: ADVISORY COMMITTEE. The state 
board of education acknowledges that it has the primary 
responsibility for establishing standards for the approval 
of programs for the preparation of teachers. It also rec- 
ognizes that developmental efforts are occurring across 
the United States to establish outcome-based standards 
which could, when in place, increase the quality of be- 
ginning teachers by establishing more effective measures 
of accountability while reducing the rules and regula- 
tions governing colleges and universities that prepare 
teachers. Therefore, the state board of education re- 
quests the superintendent of public instruction to appoint 
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and provide necessary assistance to an advisory commit- 
tee, described below which shall have the responsibility 
to present recommendations for outcome-based stan- 
dards to the state board of education no later than Oc- 
tober 1, 1993. In completing this task, the advisory 
committee shall consider at a minimum such develop- 
ments as the assessment of authentic teaching tasks, 
student teacher work samples, and assessment ap- 
proaches now being developed by the National Board for 
Professional Teaching Standards, major testing compa- 
nies, and other states. The committee shall be composed 
of at least three teachers, three higher education faculty 
and/or administrators, three principals, one personnel 
administrator, one superintendent, one school board 
member, and one parent representative. 


REPEALER 


The following sections of the Washington Adminis- 
trative Code are repealed: 


WAC 180-86-012 SUNSET OF AUTHORITY 
TO REPRIMAND. 

WAC 180-86-097 SUNSET OF ADVISORY 
COMMITTEE. 


WSR 92-01-128 
PREPROPOSAL COMMENTS 
BUILDING CODE COUNCIL 
[Filed December 19, 1991, 10:50 a.m.] 


Subject of Possible Rule Making: To establish mini- 
mum building/fire standards for wildland/urban inter- 
face areas within Washington state which have been 
identified as having high or extreme hazard risk levels. 

Persons may Comment on this Subject in the Follow- 
ing Ways: Provide comments in writing, State Building 
Code Council, 906 Columbia Street S.W., P.O. Box 
48300, Olympia, WA 98504-8300, December 15, 1991, 
through March 31, 1992. 

Other Information or Comments by Agency at this 
Time, if any: Persons interested in either serving on a 
Technical Advisory Group or in receiving regulations 
when drafted should notify staff, Mari Eichner, State 
Building Code Council, 906 Columbia Street S.W., P.O. 
Box 48300, Olympia, WA 98504-8300. Formal rule 
making is anticipated in June 1992 with public hearings 
scheduled in fall 1992. Adoption will occur by 
November 30, 1992. 

December 12, 1991 
Gene J. Colin 
Chair 


WSR 92-01-129 
PREPROPOSAL COMMENTS 
BUILDING CODE COUNCIL 
[Filed December 19, 1991, 10:51 a.m.] 


Subject of Possible Rule Making: To establish final 
requirements for the maintenance of indoor air quality 


Washington State Register, Issue 92-01 


in newly constructed residences as required by RCW 
19.27.190(2). 

Persons may Comment on this Subject in the Follow- 
ing Ways: Provide comments in writing, State Building 
Code Council, 906 Columbia Street S.W., P.O. Box 
48300, Olympia, WA 98504-8300, by December 19, 
1991, through January 31, 1992. 

Other Information or Comments by Agency at this 
Time, if any: Persons interested in either serving on the 
Technical Advisory Group to draft standards and rules 
or receiving draft regulations, should notify staff by 
January 31, 1992, Don Kaiser, State Building Code 
Council, 906 Columbia Street S.W., P.O. Box 48300, 
Olympia, WA 98504-8300. Provide comments on po- 
tential regulatory language for modifying the existing 
Ventilation and Indoor Air Quality Code (chapter 51—13 
WAC) which is an interim standard. Formal rule mak- 
ing is anticipated in June 1992 with public hearings 
scheduled in the fall of 1992. Adoption will occur by 
January I, 1993. 

November 8, 1991 
Gene J. Colin 
Chair 


WSR 92-01-130 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 19, 1991, 10:53 a.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To repeal chapter 51-10 WAC, State regu- 
lations for barrier-free facilities. Barrier-free regula- 
tions have been incorporated into chapter 51-20 WAC. 

Citation of Existing Rules Affected by this Order: 
Repealing chapter 51-10 RCW. 

Statutory Authority for Adoption: Chapters 70.92 and 
19.27 RCW. 

Pursuant to notice filed as WSR 91-16-110 on Au- 
gust 7, 199]. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


REPEALER 


The following chapter of the Washington Administra- 
tive Code is repealed: 


Chapter 51-10 МАС BARRIER~FREE 
FACILITIES 


WSR 92-01-131 
PROPOSED RULES 
PUBLIC DISCLOSURE COMMISSION 
[Filed December 19, 1991, 11:50 a.m.] 


Original Notice. 
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Title of Rule: WAC 390—-05-300 Suspension of re- 
porting requirements; 390—05—305 Petition for disclo- 
sure—Form; 390-16-041 Forms—Summary of total 


contributions and expenditures; and 390—28—025 Hear- j 


ing to modify reporting requirements. 

Purpose: WAC 390—05—300, reporting requirements 
are suspended for jurisdictions with fewer than 1,000 
registered voters unless petition with valid signatures is 
filed with Public Disclosure Commission; WAC 390-05- 
305 describes what petition (in WAC 390—05-300) re- 
quires; WAC 390-16-041, describes forms required to 
be filed by candidates and political committees who use 
full and abbreviated reporting options; and WAC 390- 
28-025, an official may request a hearing to modify re- 
porting requirements. 

Statutory Authority for Adoption: RCW 42.17.370. 

Summary: WAC 390—05—300 and 390-05—305, to 
make rule consistent with 1986 amendment to statute; 
WAC 390—16—041, add a new form to allow state exec- 
utive and legislative candidates to provide more detailed 
information; and WAC 390—28—025, adds a paragraph 
to indicate how modification hearing is to be conducted. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Graham E. Johnson, 
Olympia, 3-1111. 

Name of Proponent: [Public Disclosure Commission], 
governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 390-05-300, jurisdictions with fewer than 
1,000 registered voters are not required to file certain 
reports with the Public Disclosure Commission unless a 
petition is filed with the Public Disclosure Commission. 
If petition is filed, officials in that jurisdiction will be 
notified of their requirements under the disclosure law; 
WAC 390—05—305, the petition for disclosure must in- 
clude, among other things, name of jurisdiction, name 
and address of candidates and ballot issue committees in 
jurisdiction, name, address and legal signature of at least 
15% of registered voters; WAC 390—16-041, Forms C- 
4, Schedules A, B, C, & L are required from officials 
and political committees who use full reporting option. 
Forms C-4, Schedules A-s/1, B-s/l, C and L are re- 
quired to be filed by candidates for state executive and 
legislative offices. Form C4ABB is required to be filed by 
candidates and political committees who use abbreviated 
reporting; and WAC 390-28—025, officials who find they 
cannot fully comply with the disclosure law can request 
a reporting modification hearing before the commission. 

Proposal does not change existing rules. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Second Floor Conference Room, 
Evergreen Plaza, 711 Capitol Way, Olympia, WA, on 
January 28, 1992, at 9 a.m. 

Submit Written Comments to: Public Disclosure 
Commission, P.O. Box 40908, Olympia, WA 98504- 
0908, by January 15, 1992. 
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Date of Intended Adoption: January 28, 1992. 
December 19, 1991 
Graham E. Johnson 
Executive Director 


AMENDATORY SECTION (Amending Order 85—03, filed 7/9/85) 


WAC 390-05-300 SUSPENSION OF REPORTING RE- 
QUIREMENTS. From the effective date of RCW 42.17.405, the fol- 
lowing reporting requirements are suspended in jurisdictions with less 
than one thousand registered voters as of the date of the most recent 
general election in the jurisdiction: 

(1) The F-1 financial reports of public officials required by RCW 
42.17.240 and WAC 390-24-010, 390-24-020 and 390—24-025; 

(2) The L-5 public agency lobbying report required by RCW 42- 
.17.190 and WAC 390-20-120; 

(3) The C-1 through C-4 campaign finance reports required for 
ballot issues by RCW 42.17.040 through 42.17.090 and WAC 390- 
16-011, 390—16—031, 390-16-036, 390-16-041, and independent 
campaign expenditure reports (C-6) required for ballot issues by 
RCW 42.17.100 and WAC 390—16-050: Provided, That reporting re- 
quirements shall be reinstated by order of the commission at its next 
regular or special meeting if: 

(a) A certified "petition for disclosure" containing the valid signa- 
tures of ((five)) fifteen percent of the number of registered voters of 
the jurisdiction as of the date of the most recent general election in the 
jurisdiction is filed with the commission; or 

(b) The jurisdiction has by ordinance, resolution or other official ac- 
tion petitioned the commission to void the suspension with respect to 
elected officials, candidates and ballot propositions for the jurisdiction. 

If reporting requirements are reinstated by petition, the commission 
shall promptly notify all known affected candidates and incumbent 
elected officials of their duty to file disclosure reports. Such individuals 
and committees shall be ordered to file the required statements within 
thirty days of the commission order. 


AMENDATORY SECTION (Amending Order 85-03, filed 7/9/85) 


WAC 390-05-305 PETITION FOR DISCLOSURE—FORM. 
(1) A petition for disclosure shall be legible, on 8-1/2 x 11" paper and 
shall include the following information: 

(a) The name of the jurisdiction; 

(b) A request that public disclosure be required; 

(c) The names and addresses of all known candidates and ballot 
proposition committees in the jurisdiction who will be required to 
report; 

(d) The legibly printed name and address and the legal signature of 
at least ((five)) fifteen percent of the number of registered voters in the 
jurisdiction as of the date of the most recent general election in the 
jurisdiction. 

(2) The petition shall be verified and certified by the auditor or 
elections officer of the county or counties in which the jurisdiction is 
located. The signatures shall be verified by comparing the signatures 
on the petition to the signatures on the voter registration roll. The au- 
ditor shall place his seal on each verified page of the petition in order 
to certify it to the commission. 

(3) A suggested form for petition is: 


"We, the undersigned citizens and registered — voters 


of (name of jurisdiction) , request that the Public Disclosure 
Commission order disclosure in (name of jurisdiction) Ni 


(4) A suggested form for the petition of a jurisdiction by ordinance, 
resolution or other official action is: 


"W the (governing board) 
of nans of jurisdiction) request that the Public Disclosure 
Commission order disclosure in (name of jurisdiction) . This 


request is made pursuant to RCW 42.17.405 and WAC 390- 05- 
305(4)." 


Reviser's note: RCW 34.05.395 requires the use of underlining and 
deletion marks to indicate amendments to existing rules. The rule pub- 
lished above varies from its predecessor in certain respects not indicat- 
ed by the use of these markings. 
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AMENDATORY SECTION (Amending WSR 91-22-033, filed 
10/30/91, effective 11/30/91) 


WAC 390-16-041 FORMS—SUMMARY OF TOTAL CON- 
TRIBUTIONS AND EXPENDITURES. (1) The official form for re- 
ports of contributions and expenditures by candidates and political 
committees (( )) who use the "full" 

reporting option is designated "C—4," revised 1/90, and includes 
Schedule A, revised 1/90, Schedule B, revised 1/90, Schedule C, re- 
vised 1/90, and Schedule L, revised 1/90. 

(2) The official form for reports of contributions and expenditures 
by candidates for the state legislature or state executive office and who 


Washington State Register, Issue 92-01 


use the "full" reporting option is designated C~4, revised 1/90, and 
includes Schedule ((A=s/fHfH)) A-s/l, revised 10/91, Schedule B- 
v revised 10/91, Schedule C, revised 1/90, and Schedule L, revised 
1/90. 

(3) The official form for reports of contributions and expenditures 
by candidates and political committees who use the "abbreviated" re- 
porting option is designated "C-4abb," revised 1/90. 

(4) Copies of ((fthese-forms}{this-form})) these forms are available 
at the Commission Office, Room 403, Evergreen ergreen Plaza Building, 
Olympia, Washington 98504. Any attachments shall be on 8-1/2" x 
11" white paper. 
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STATE LJ у PERITO 
D, SUMMARY, FULL REPORT — 
шыш... RECEIPTS_AND EXPENDITURE pu 
Candidate or committee name (Оо not abbreviate. include full name.) aA 
1400 R 
Address E 
i 
City County Zip t 
D 
Report From: (last C-4) To: (end of period) 
Period 
Covered 
RECEIPTS 
1. Previous total cash and in kind contributions (From line 8, last C-4) 
(it beginning a new campaign or calendar year, see instruction booklet). tod ro Tes ЛК a moie acea ane p a os n—— ÁP—I 
2. Cash received (From line 2, Schedule А)......................................... —— 
3. In kind contributions received (From line 1, Schedule В)............................ EE ZY ZEK 
4. Total cash and In kind contributions received this period (Line 2 РШЕ З) rec x" a i EE 
5. Loan principal repayments made (From line 2, Schedule 1)......................... ( ) 
6. Corrections (From line 1 or 3, Schedule C)........................... Show + or (-) 
7. Net adjustments this period (Combine lines 6 4 @).................................................... Show + or (-) 
8. Total cash and In kind contributions during campaign (Combine fines 14 & T) q a shah Ee ЛОК I ese de VE pe——I P! 
9. Total pledge payments due (From line 2, Schedule B) КНН 
EXPENDITURES 
10. Previous total cash and in kind expenditures (From line 17, last C-4) .... Жама OZI NETTO DAK w a 
(If beginning a new campaign or calendar year, see instruction booklet) 
11. Total cash expenditures (From line 4, Schedule A or line 6 Schedule A-s/D..... ODT M —— — 
12. in kind expenditures (goods A services) (From line 1, Schedule B)................... pz ZY R RECZ Hd 
13. Total cash and in kind expenditures made thia period (Line 11 plus line 12).......................................... ahaa Ц 
„14. Loan principal repayments made (From line 2, Schedule 1)......................... ( ) 
16. Corrections (From line 2 or 3, Schedule С)........................... Show + or (-) 
16. Net adjustments this period (Combine linea 14 A 165)................................................. Show + or (-) 
17. Total cash and in kind expenditures during campaign (Combine linea 10, 13 and 16).................................. 


CANDIDATES 


Please complete: mo ai CASH SUMMARY 
Won Lost Unopposed on ballot А 
18. eh on h i line 17)............................. ———— 
ry election Г] Г] D Г] 8. Cash on hand (Line 8 minus line 17) 


(Line 18 ehould equal your checkbook balance.) 


General election L] LJ D) LI 


19. Liabilities: (Sum of loans and debts owed)........................ 


Candidate's Signature 


Treasurer's Signature (Н а political committee) 


PDC form C4 (Rev. 1/90) -1499- See Instructions on reverse 
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PUBLIC DISCLOSURE COMMISSION PDC FORM 
С 4 CONTRIBUTION AND 
(1/90) 


403 EVERGREEN PLAZA, FJ-42 
OLYMPIA, WASHINGTON 08504-3342 
Telephone (206) 753-1111 


EXPENDITURE SUMMARY 


INSTRUCTIONS 
Please consult PDC instruction manuals when completing this report. 
Reporting requirements are contained in and governed by chapters 42.17 RCW and 390-16 WAC. 


WHO MUST FILE Each candidate and political committee using Full Reporting. 

FILING DATES 1) Eile with C-1 (Registration) if you received contributions or made expenditures before 
registering. : 
2) Eile on the 10th of each month if contributions or expenditures were over $200 since last C-4 
was filed. (Note: These 10th-of-the-month reports are not required if another C-4 must be filed 
during that month. See #3 below.) 


3) For each primary, general and special election in which the candidate or political committee 
makes an expenditure, file 


» 21 days prior to the election 
* 7 days prior to the election 
* 10thofthe first month after the election* 


(*Not required after primary from candidates who will be in the general election or from continuing 
political committees.) 


4) Eile final report when campaign is finished or committee closes operation. Often, this coincides 
with the primary or general post-election, 10th-of-the-month report. 


Ali reports are considered filed as of the postmark date or the date hand-delivered to PDC. 
SCHEDULES AND State executive and legislative candidates will file Schedules A-s/l, B, C and L, as appro- 
ATTACHMENTS priate, along with the C-4. These candidates also will file Form C-4x with each C-4. 


Judicial and local office candidates and all political committees will file Schedules A, B, C and L, 
as appropriate, along with their C-4 reports. 


All candidates and committees must attach any C-3 reports that were due but not filed. 
WHERE TO SEND Send original C-4 reports along with any attachments to PDC at the above address. Candidates 
REPORTS send a duplicate copy to their County Auditor (County Elections Department). Political commit- 
tees send a copy to County Auditor of the county in which their headquarters is located or, if no 
headquarters, the county in which their treasurer resides. 
OTHER REPORTS С-3 (Cash Receipts Report); Used with Full Reporting only. 
C-4 (Contribution and Expenditure Report); Used with Full Reporting only. 


ABB C-4 (Receipts and Expenditures Summary): Filed by candidates using Abbreviated 
Reporting. 


; Filed by committees which receive funds 
earmarked for use on behalf of another candidate or committee. 


For assistance, call or write PDC! 
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SCHEDULE 
to C4 


CASH RECEIPTS AND EXPENDITURES 


Candidate or committee name (Do not abbreviate. Use full name) 


(1/90) 


1. CASH RECEIPTS (Contributions) which have been reported on C3. List each deposit made since last C4 report was aubmittod. 


Date of deposit Amount Date of deposit Amount Date о! deposit Amount 


Total deposits 


2. TOTAL CASH RECEIPTS 


Enter aleo on line 2 of C4 


3. CASH EXPENDITURES. List all expenses since last C-4 report was filed. 


a. Total expenditures each $50 or less not itemized below (including petty cash) ......... ERO КОЛЯ СӨЯ SAO КАЛККА КЕККЕ 


b. Payments and reimbursement to candidate or committee officials. Attach a sheet listing each payment, the person paid, the 
original vendor and the purpose of the expenditure, Attach a сору of each receipt or invoice. 


EXPENDITURES OVER $50.00. ITEMIZE EACH BELOW. 


Date paid Name and address of recipient or vendor paid Purpose of expenditure 
Check here L] it continued on attached sheet Total from attached pages р 
4. TOTAL CASH EXPENDITURES Enter also on line 11 of C4 


PDC turm C4A (rev. 1/90) -1499- 
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IN KIND CONTRIBUTIONS, PLEDGES, ORDERS, 
DEBTS, OBLIGATIONS 


Candidate or committee name (Do not abbreviste. Use full name) 


SCHEDULE 
to C4 


(1/90) 


1. IN KIND CONTRIBUTIONS RECEIVED (goods, services, discounts, etc.) 


Date Contributor's name and addresa Description of contribution Fair market Total given by this person 
received value during campaign or year 


TOTAL 
(Enter also on line 3 and line 12 ol C4) 


2. PLEDGES RECEIVED BUT NOT YET PAID. List each pledge of $100.00 or more. 


Total given by thia person 
Date you were Name and address of person making pledge (including organizations) Amount during campaign or year 
notified of 


pledge 


TOTAL (Include new pledges above 
and all other outstanding pledges.) 


(Enter also on line 9 of C4) 


3. ORDERS PLACED, DEBTS, OBLIGATIONS, ESTIMATED EXPENDITURES (Excluding loans. Report loans on Schedule L.) 
8. List each debt, obligation or estimated expenditure which is more than $250.00. 
b. List each debi, obligation or estimated expenditure which is more than $50.00 and has been outstanding for over 30 days. 


£xpenditure Vendor's/Reciplent's name and address Amount owed Purpose of expenditure 
date 


TOTAL 
(Include in line 19 of C4) 


PDC torm C4B (rov. 1/90) + 1500- 
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CORRECTIONS 


Candidate or committee name (Do nol abbreviate. Use full name.) 


SCHEDULE 
to C4 


Date 
1. CONTRIBUTIONS AND RECEIPTS (Include mathematical corrections.) 
Date of Contributor's name or description of correction Amount Corrected Difference 
report reported amount (+ or -) 


Tota! corrections to contributions 
Enter on line 6 о! C4. Show + or (-). 


2. EXPENDITURES (Include mathematical corrections.) 


Date of 


Vendor's name or description of correction 
report 


Amount Corrected 


Difference 
reported amount 


(+ or -) 


Total corrections to expenditures 
Enter on line 15 of C4. Show + or (-). 


3. REFUNDS. The below listod amounts have been received as refunds on expenditures previously reported. The refund has been deposited and reported on C3 
report, lino td. 
Date of Source/person making refund Amount of 
rofund relund 


Total refunds 
Enter as (-) on line 6 & line 15 of C4. 


POG form GAC (rav 1-90) -1318- 
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SCHEDULE 
LO AN S ; See instructions and TO C3 
examples onreverse 


OR C4 (1790) 


Candidate or committoe name 


1. LOAN RECEIVED. 


Date loaned Lender's name and address Amount ofloan  , Annual interest rate; Repayment schedule Date due 


Also include this amount 
on line 1c, СЗ report 


Name and address o! each endorser, co-signer, guarantor or other person liable for the loan: 


2. LOAN PAYMENTS. 


Date paid Lender's name and address Principal paid interest paid Total payment Balance owed 


Total Principal Paid > 
(Enter also on lines 5 and 14, C-4 report) 


Total Payments > 
(Enter as an expenditure on Schedule A) 


3. LOAN FORGIVEN. 


Date Lender’s name and address Original amount Principal repaid Amount forgiven Balance owed 


4. LOANS STILL OWED. List each toan which has previously been reported and still has a balance due. 


Loan date Lender's name and address Original amount Principal repaid Amount owed 
or torgiven 


Subtotal 


New loans received during this reporting period 


Total Loans Owed 
О Check here if continued on attached sheet. (Inciude in total on line 19, C-4 report) 


PDC torm C4L (1/90) -1500- 
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PUBLIC gą DISCLOSURE COMMISSION 


SCHEDULE 


403 EVERGREEN PLAZA, FJ-42 
OLYMPIA, WASHINGTON 98504-3342 


Telephone (208) 753-1111 TOC3 


OR C4 


INSTRUCTIONS 


Please consult PDC instruction manuals when completing this schedule. 
quirements are contained in and governed by chapters 42.17 RCW and 390-16 WAC. 


Reporting re 


WHO MUST FILE Each candidate and political committee using full reporting that receives one or 


more campaign loans. 


FILING DATES ign. complete Part 1 and fi 


that corresponds with the loan's deposit into the account. 
edule for each loan received. 


Use a separate sch 


in whole or in part, complete Part 2 and/or Part 3 


and [| 2 w -4 covering the period when the payment 
or forgiveness occurred. 
When one or more loans remain unpaid, complete Part 4 and fi 


id in full or forgiven. (The same 


Schedule may be used to show loan payments, forgiveness information and to 


show which loans remain unpaid.) 


SCHEDULE 


LOANS 


Sea атте Поч oms 
examples on reveren 


то сз 
он Са 


[—a үүн 


LOAN RECEIVED p 
(Information would 
appear on separate 
Schedule L) 


Daie wenas 


2/10/9x 


Commerc i 
145 Boul 
$2,500 o 


— Adrian Adams for State House _ 
RE 


CEIVED, 


Lender's nome amd 00% ann Amant mi Was Алт marasi rato, Марву эсиме, 


Candidate 121 $200/month Not fixed 


Also include (Ме amont 
on line 1с, СЗ report 


ał loan to the candidate from Washington State Bank. Loan co-signed by Sam P. Smith, 
evard Drive, Podunk, WA and Jane $. Paul, 541 В Street, Podunk, WA. Each guaranteed 
f the loan. 


LOAN PAYMENTS -———*- 


2. LOAN РА 
Date poid 


3/30/9х 
3/31/9х 


ҮМЕМТВ. 


V endor'o name ond somone Principe paid Interest paki ‘Total payman Belnece owed 


Candidate $200 


$100 


$50 
None 


$250 
$100 


$4,800 


Michael Murray $ 400 


Tote! Principal Paid 
[Kantor aiso on nes Б and 14, C-4 report) ? po _ 
Total Paymanta --) 
(Enter вө an expenditure on Schedule A) m 


LOAN FORGIVEN———- 


3/15/9X 


3. LOAM FORGIVEN, 


Lender's amo ont бф өзө Qa amount 


$250 


kelly Adams 


4. LOANS 5 
пея dato 


LOANS STILL ————- 
OWED 


2410/9% 
1/22/9% 
3/01/9X 
3/119X 


Principai горем 
| Нопе 

TILL OWED. List each non airh heo proniossiy besa reported sod sill haa а ресе dee 

das төтө and serene Original osa 


35,000 
500 


Candidate 


Michael Murray 
Kelly Adams 250 


К.М. Lawrence 1,000 


. _ 75,300 


Mew (оола racohred during [he reporting porod . _ 
Total Loans Owed 


(ciuda m total mn tee 10, С. 6 героя) _ i 


UE Grech nere Mf сотней an апасмый shat 
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CASH RECEIPTS AND EXPENDITURES . [sour A: 
STATE EXECUTIVE AND LEGISLATIVE CANDIDATES ` ap m to C4 S/L 


Candidato or ‘Committee Name (реп not abbreviate. Me ul namah” 


(10/91) 


1. CASH RECEIPTS Gonna A which have been Yo on СЗ. List each deposit since last C4 report was ирт ited. 


Dale of Deposit 


Date of Deposit Date of Deposit i Amount Total deposits 


2. TOTAL CASH RECEIPTS ` naj ` Je амы | Enter also on line 2 of C4 


CODES FOR CLASSIFYING EXPENDITURES: If one of the following codes 15 used to describe an expenditure, no other description is generally needed. The 
exceptions are: 1) if expenditures are [n-kind or earmarked contributions to another candidate or committee or Independent expendilures that benefit another 
candidate or committee, Idantily that candidate or committee In the Description block; and 2) when reporting payments to vendors for travel expenses, Identify the 
traveller in the Description block. БП 


^ “С” - Contributions (monetary, In-kind & transfers) .' .. "P" - Postage, Mailing Permits 
CODE “I ` - Independent Expenditures р "5" - Surveys and Polis 
DEFINITIONS ° ` "L° - Literature, Brochures, Printing "Е" - Fundralsing Event Expenses 
ON REVERSE "B° - Broadcast Advertising (Radio, TV) "Т" - Travel, Accommodations, Meals 
3 : E "№ - Newspaper and Periodical Advertising "M* - ManagemenvConsulling Services 


0" - Other Advertising (yard signs, buttons, etc.) "W" - Wages, Salaries, Benefits 
X DES a ES 6" - белега! Operation and Overhead 


3. EXPENDITURES * EE oN i 
a) Expenditures o! $50 or less, including those from petty cash, need not be Itemized. Add up these expenditures by category (Own Campaign, Contribution to 
Others, elc.), and show the categorical subtotals in the appropriate column on the first line below. 
b) itemize each expenditure of more than $50 by date pald, name and address of vendor, code/description, and amount. Put the amount In the appropriate expense 
category column. 


с) For each payment to a candidate, campaign worker, PR firm, unidad agency or credit card company, attach a list of expenses or coples of recelpts/ involces 


supporting the payment. 
| Vendor or Reclplent ; Purpose of Expense - Own . Contribution Public Non-Campaign 
Date Paid : (Name and Address) .'Code . and/or Description z Campaign to Others Office Misc. 


Totals From Attached Pages 


4. TOTALS BY EXPENSE CATEGORY : — ada seus W AEA ченек ——— 


5. TOTAL CASH EXPENDITURES (Sum of columns 1,2,3& 4) ^ - Entor also on line 11 of C4 
PDC Form C4, Sch. Аче! (Rev. 10/91) CODE DEFINITIONS ON REVERSE 
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EXPENDITURE CODE DEFINITIONS AND USES 


"С" MONETARY, IN-KIND AND EARMARKED 
CONTRIBUTIONS (including transfers) your. 
i К r i 
committees, Put a "C" in the Code column, in 
the Description column, specify who was ben- 
efited and, if in-kind, what was purchased, 
and put the amount in "Contribution to Others." 


"I" INDEPENDENT EXPENDITURES (those ex- 
penditures that benefit other candidates or 
committees but are made independently of 
them). Put an "I" in the Code column, fully de- 
scribe purpose and put the amount in "Contri- 
bution to Others." 


"L" LITERATURE. Use "L" for expenditures 
made for the preparation and production of 
campaign literature and printed solicitations, 
including expenditures for mailing lists, de- 
sign, photography, copy, layout, printing and . 
reproduction. Use "P" for literature mailing 
costs. 


"B" BROADCAST ADVERTISING. Use "B" for 
expenditures associated with the production 
and purchase of radio and television advertis- 


ing. 


"N" NEWSPAPER & PERIODICAL ADVERTIS- 
ING. Use "N" for expenditures associated with 
the production and purchase of advertising in 
newspapers, periodicals and other publica- 
tions. 


"O" OTHER ADVERTISING. Use "O" for expendi- 
tures associated with the production and pur- 
chase of advertising on billboards, yard signs 
and campaign paraphernalia such as buttons, 
bumper stickers, T-shirts, etc. 


"P" POSTAGE. Use "P" for expenditures for 

' Stamps, postage, United Parcel Service, Fed- 
eral Express and direct mail services (postage 
only). Use "L" for design and other production 
costs associated with producing campaign lit- 
erature. 


"F" FUNDRAISING EVENTS. Use "F" for expen- 
ditures associated with holding a fundraiser, 
including payments to restaurants, hotels, ca- 
terers, other food and refreshment vendors, 
entertainers and speakers. Use "L" for expen- 
ditures for printed matter produced in connec- 
tion with fundraising events. 


"S" SURVEYS AND POLLS. Use "S" for expendi- 
tures associated with designing or producing 
polls, reports on election trends, voter sur- 
veys, telemarketing, telephone banks, GOTV 
drives, etc. 


"T" TRAVEL, ACCOMMODATIONS, MEALS. 
Use "T" for expenditures associated with trav- 
el. If vendor has been paid directly, identify 
the traveller in Description column. If travel 
payment was made to credit card company or 
traveller (for out-of-pocket expenses), itemize 
expenses on separate sheet and attach to 
Sch. A-s/l. 


"M" MANAGEMENT AND CONSULTING SER- - 
VICES. Use "М" for salaries, fees and commis- 
Sions paid to campaign management 
companies and contract consultants, including 
law firms, whether the person is retained or for- 
mally employed by the campaign (for tax with- 
holding purposes). 


"W" WAGES, SALARIES, BENEFITS. Use "W" 
for expenditures associated with hiring cam- 
paign employees and other freelance workers 
who provide miscellaneous services other 
than campaign management or consulting. 


"G" GENERAL OPERATION AND OVERHEAD. 
Use "G" for general campaign operating ex- 
penses and overhead, including filing fees, 
miscellaneous campaign expenses, headquar- 
ters rental, utilities, and purchase or rental of 
office equipment and furniture. (Note: these 
are campaign-related expenses, not costs as- 
Sociated with holding public office.) 
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EXPENDITURES CONTINUATION SHEET (Attachment to Schedule A-s/l) Page 
STATE EXECUTIVE AND LEGISLATIVE CANDIDATES 
Candidate or Commiltee Name (Do not abbreviate. Use full name.) Report Date 


y Vendor or Recipiənt Purpose of Expense Own Contribution Public Non-Campaign 
Date Paid (Мате and Address) and/or Description Campaign to Others i 
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STATE OF ' WASHINGTON 


gem К SUMMARY, ABBREVIATED REPORT 
Е Š RECEIPTS AND EXPENDITURES 


PUBLIC DISCLOSURE COMMISSION 


РОС OFFICE USE 


“vov 
xv>PE 


Candidate or committee name (Do not abbreviate. Include full name) 


Address 


1. PERIOD COVERED BY REPORT: From; tt 
a. Candidates: Start of campaign through the end of the month c. Continulng Committees filing post-election report: January 1 
in which the election occurred. through end of the month in which election occurred. 
b. Ballot Measure Committees: Start of campaign through the ond d. Continuing Committees filing annual report: Calendar year 
of the month in which the election occurred. (January 1 through December 31). 


2. RECEIPTS 


8. Cashonhand (rom previous campaign or yeat 
(Include money in checking, savings and other ассоџпіз)........................ 


b. Cash contributions received this campaign or year 
(Include monetary contributions, loans, fund raising 
and cash contributions by a сапбїЧйа!е)....................................... 


c. Total cash receipts (Addlines 2a + 2b)......... VOSTRA Ra A ASY Ge CO E Eae BBE wee EE cue eed 2 


d. Other contributions, including in-kind . 
(Include candidates and committee workers out of pocket 
expenditures over $50.00, donated goods and services, 


filing fees paid by others and similar non-cash contributions). .........--...-... зра en 
e. Total contributions (Add lines 2с +24)............................... aż ЛА OD ОТТ, EELE sA) cea 
3. EXPENSES 


a. Cash expenditures .......... spe ZE a O ŚW Z ene bd OPM SE, 


b. Other expenditures. (Enter the amount shown on line 2d above here. 
Non-cash contributions are listed as both received and expended. 
Disregard any materials which may remain on hand.) ........................... 


c. Total expenditures (Add lines За + 3b)............. u aq wawara... 4... w... a... ha e ae eee aeter lae €———— HÀ 


4. SURPLUS/DEFICIT 


a. Cash on hand at end of reporting period (Subtract: line Ja from 2с)................................................ 

b. "Debts and obligalions owed... erri awe лл wewe кз a DY Hee beh PROG di Ьо ia due e gd 

c. Surplus: OF бейсі: e oet eruca asuaka оь GP iw xs Heard EE eur E ДЫ W T xen КАД a RI nA ——M— 
CANDIDATES Won Lost Unopposed Name not on ballot 


PL бб: Primary election g 
Боса General election D] D] D] П 


CERTIFICATION: | certify that this report is true and correct to the best of my knowledge. 
Candidate's signature Date 


Treasurer's signature (if a political committee) Date 


PDC lorm C4ABB (Rev 1/90) -1499- 


See instructions on reverse 
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PDC FORM 


PUBLIC gąDISCLOSURE COMMISSION ABB ABBREVIATED RECEIPTS 


403 EVERGREEN PLAZA, FJ-42 k: & EXPENDITURES 
e le REPORT 


INSTRUCTIONS 


Please consult PDC instruction manuals when completing this report. 
Reporting requirements are contained in and governed by chapters 42.17 RCW and 390-16 WAC. 


WHO MUST FILE Each candidate and political committee using Abbreviated Reporting. 


FILING DATES 1) Special election candidates and politica! committees supporting or opposing special election 
candidates or ballot issues file on the 10th of the month following the election. 


2) Candidates who lose in the primary and political committees supporting or opposing primary 
election ballot issues file on October 10, 


3) Candidates who are in the general election and political committees making expenditures 
supporting or opposing general election candidates or ballot measures file on December 10, 


4) Continuing political committees file annual reports on January 10 covering the preceding calen- 
dar year. 
5) A final report is filed whenever a candidate's committee or a political committee ceases 


operation, disposes of any surplus campaign funds and has a zero account balance. Final 
reports may be filed at any time and may coincide with one of the due dates listed above. 


All reports are considered filed as of the postmark date or the date hand-delivered to PDC. 


WHERE TO FILE Send original C-4 ABB report to PDC at the above address. Candidates send a duplicate copy to 
their County Audilor (County Eleclion Department). Political committees send a copy to County 
Auditor of the county in which their headquarters is located or, if no headquarters, the county in 
which their treasurer resides. 


For assistance, call or write PDC! 
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IN KIND CONTRIBUTIONS, PLEDGES, ORDERS 
DEBTS, OBLIGATIONS 


Candidale or Committee Name (Do not abbreviate. Use full name) 
1. IN KIND CONTRIBUTIONS RECEIVED (goods, services, discounts, etc.) 

Description of Contribution Fair Market Total given by this person 
Value during campaign or year 


SCHEDULE 
to C4 B -S/L 


(10/91) 


Date Contributor's Name and Address 
Received 


TOTAL 
(Enter also on lines 3 and 12 of C4) 


2. PLEDGES RECEIVED BUT NOT YET PAID. List each pledge of $100.00 or more. 


Name and Address of Person Making Pledge (including organizations) 


Total given by this person 
during campaign or year 


Date Notified 
of Pledge 
N/A Sum of outstanding pledges previously itemized on Schedule B— NA 


TOTAL 
(Enter also on line 9 of C4) 


ORDERS PLACED, DEBTS, OBLIGATIONS, ESTIMATED EXPENDITURES (Excluding loans. Report loans on Schedule L.) . 


a. List each debt, obligation or estimated expenditure which is more than $250.00. 
b. List each debt, obligation or estimated expendilure which is more than $50.00 and has been outstanding for over 30 days. 


Amount Owed |Code* OR Description of Obligation 


3. 


Expenditure Vendor's/Recipient's Name and Address 


Date 


i TOTAL 
{Include in tine 19 of C4) 


*Code Definitions on Reverse 


DC form C4B (Rev 10/91)—t 
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"С" 


"p" 


"B" 


"М" 


"О" 


"p" 
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EXPENDITURE CODE DEFINITIONS AND USES 


MONETARY, IN-KIND AND EARMARKED 
CONTRIBUTIONS (including transfers) your. 

i k j n 
committees, Put a "C" in the Code column, in 
the Description column, specify who was ben- 
efited and, if in-kind, what was purchased, 
and put the amount in "Contribution to Others." 


INDEPENDENT EXPENDITURES (those ex- 
penditures that benefit other candidates or 
committees but are made independently of 
them). Put an "I" in the Code column, fully de- 
scribe purpose and put the amount in "Contri- 
bution to Others." 


LITERATURE. Use "L" for expenditures 
made for the preparation and production of 
campaign literature and printed solicitations, 
including expenditures for mailing lists, de- 
sign, photography, copy, layout, printing and... 
reproduction. Use "P" for literature mailing 
costs. 


BROADCAST ADVERTISING. Use "B" for 
expenditures associated with the production 
and purchase of radio and television advertis- 
ing. : 


NEWSPAPER & PERIODICAL ADVERTIS- 
ING. Use "N" for expenditures associated with 
the production and purchase of advertising in 
newspapers, periodicals and other publica- 
tions. 


OTHER ADVERTISING. Use "O" for expendi- 
tures associated with the production and pur- 
chase of advertising on billboards, yard signs 
and campaign paraphernalia such as buttons, 
bumper stickers, T-shirts, etc. 


POSTAGE. Use "Р" for expenditures for 
stamps, postage, United Parcel Service, Fed- 
eral Express and direct mail services (postage 
only). Use "L" for design and other production 
costs associated with producing campaign lit- 
erature. 
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"Е" 


"с" 


"T" 


"M" 


"үү" 


"б" 


FUNDRAISING EVENTS. Use "Е" for ехреп- 
ditures associated with holding a fundraiser, 
including payments to restaurants, hotels, ca- 
terers, other food and refreshment vendors, 
entertainers and speakers. Use "L" for expen- 
ditures for printed matter produced in connec- 
tion with fundraising events. 


SURVEYS AND POLLS. Use "S" for expendi- 
tures associated with designing or producing 
polls, reports on election trends, voter sur- 
veys, telemarketing, telephone banks, GOTV 
drives, etc. 


TRAVEL, ACCOMMODATIONS, MEALS. 
Use "T" for expenditures associated with trav- 
el. If vendor has been paid directly, identify 
the traveller in Description column. If travel 
payment was made to credit card company or 
traveller (for out-of-pocket expenses), itemize 
expenses on separate sheet and attach to 
Sch. A-s/l. 


MANAGEMENT AND CONSULTING SER- : 
VICES. Use "M" for salaries, fees and commis- 
sions paid to campaign management 
companies and contract consultants, including 
law firms, whether the person is retained or for- 
mally employed by the campaign (for tax with- 
holding purposes). 


WAGES, SALARIES, BENEFITS. Use "W" 
for expenditures associated with hiring cam- 
paign employees and other freelance workers 
who provide miscellaneous services other 
than campaign management or consulting. 


GENERAL OPERATION AND OVERHEAD. 
Use "G" for general campaign operating ex- 
penses and overhead, including filing fees, 
miscellaneous campaign expenses, headquar- 
ters rental, utilities, and purchase or rental of 
office equipment and furniture. (Note: these : 
are campaign-related expenses, not costs as- 
sociated with holding public office.) 
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AMENDATORY SECTION (Amending WSR 91-22-083, filed 
11/5/91, effective 12/6/91) 


WAC 390-28-025 HEARING TO MODIFY REPORTING 
REQUIREMENTS. (1) Any person who considers compliance with 
any of the reporting requirements of chapter 42.17 RCW to be a 
manifestly unreasonable hardship in a particular case may apply for a 
modification of such reporting requirements pursuant to RCW 
42.17.370(10) and further pursuant to these rules. 


(2) A hearing to modify the reporting requirements shall be con- 
ducted pursuant to the Administrative Procedure Act (chapter 34.05 
RCW) and its supporting regulations (chapter 10-08 WAC) shall be 
followed unless otherwise modified by chapter 390-28 WAC. 


WSR 92-01-132 
PERMANENT RULES 
„DEPARTMENT OF REVENUE 
[Filed December 19, 1991, 1:12 p.m.] 


Date of Adoption: December 19, 1991. 

Purpose: To implement chapter 29, Laws of 1991 sp. 
sess., regarding the valuation and taxation of computer 
software. 

Statutory Authority for Adoption: Chapter 29, Laws 
of 1991 and RCW 84.08.010. 

Pursuant to notice filed as WSR 91-22-013 on Octo- 
ber 25, 1991. 

Effective Date of Rule: Thirty-one days after filing. 

December 19, 1991 
William N. Rice 
Assistant Director 


NEW SECTION 


WAC 458-12-251 COMPUTER SOFTWARE — 
DEFINITIONS—VALUATION. (1) This rule imple- 
ments the provisions of Chapter 29, Laws of Washington 
1991, ex. sess, regarding the property taxation of com- 
puter software. 

(2) COMPUTER SOFTWARE. Computer software is a set 
of directions or instructions that exist in the form of 
machine-readable or human-readable code, is recorded 
on physical or electronic medium and directs the opera- 
tion of a computer system or other machinery and/or 
equipment. Computer software includes the associated 
documentation which describes the code and/or its use, 
operation, and maintenance and typically is delivered 
with the code to the user. Computer software does not 
include databases, but does include the computer pro- 
grams and code which are used to generate databases. 
Computer software can be canned, custom, or a mixture 
of both. 

(a) A database is text, data, or other information that 
may be accessed or managed with the aid of computer 
software but that does not itself have the capacity to di- 
rect the operation of a computer system or other ma- 
chinery and equipment; and, therefore does not consti- 
tute computer software. 

(3) CUSTOM SOFTWARE. Custom software is computer 
software that is specially designed for a single person's 
or a small group of persons' specific needs. Custom soft- 
ware includes modifications to canned software and can 
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be developed in-house by the user, by outside develop- 
ers, or by both. 

(4) "Person" means any individual, receiver, adminis- 
trator, executor, assignee, trustee in bankruptcy, trust, 
estate, firm, copartnership, joint venture, club, company, 
joint stock company, business trust, municipal corpora- 
tion, political subdivision of the state of Washington, 
corporation, association, society, or any group of indi- 
viduals acting as a unit, whether mutual, cooperative, 
fraternal, nonprofit, or otherwise and the United States 
or any instrumentality thereof. 

(5) A "small group of persons" shall consist of less 
than four persons. A group of four or more persons shall 
be presumed not to be a small group of persons for the 
purposes of this section unless each of the persons are 
affiliated through common control and ownership. 

(a) "Persons affiliated through common control and 
ownership" means 

(i) Corporations qualifying as controlled group of cor- 
porations in 26 USC $ 1563; or 

(ii) Partnerships or other persons in which at least 
80% of the ownership in the persons claimed to be affili- 
ated is the same. 

(6) CANNED SOFTWARE. Canned software, also re- 
ferred to as pre-written, "shrink-wrapped" or standards 
software, is computer software that is designed for and 
distributed "as is" for multiple persons who can use it 
without modifying its code and which is not otherwise 
considered custom software. 

(a) Computer software that is a combination of pre- 
written or standard components and components spe- 
cially modified to meet the needs of a user is a mixture 
of canned and custom software. The standard or pre- 
written components are canned software and the modifi- 
cations are custom software. 

(b) Canned software that is "bundled" with or sold 
with computer hardware retains its identity as canned 
software and shall be valued as such. "Bundled" soft- 
ware is canned software that is sold with hardware and 
does not have a separately stated price, and can include 
operating systems such as DOS, UNIX, OS-, or Sys- 
tem 6.0 as well as other programs. 

(c) An upgrade is canned software provided by the 
software developer, author, distributor, inventor, licensor 
or sublicensor to improve, enhance or correct the work- 
ings of previously purchased canned software. 

(7) EMBEDDED SOFTWARE. Embedded software is 
computer software that resides permanently on some in- 
ternal memory device in a computer system or other 
machinery and equipment, that is not removable in the 
ordinary course of operation, and that is of a type nec- 
essary for the routine operation of the computer system 
or other machinery and equipment. 

(a) Embedded software can be either canned or cus- 
tom software which: 

(1) is an integral part of the computer system or ma- 
chinery or other equipment in which it resides; 

(ii) is designed specifically to be included in or with 
the computer system or machinery or other equipment; 
and 
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(iii) in its absence, the computer system or machinery 
or other equipment is inoperable. 

(b) "Not removable in the ordinary course of opera- 
tion" means that the software is not readily accessible 
and is not intended to be removed without 

(i) terminating the computer system, machinery, or 
equipment's operation; or 

(ii) removal of a computer chip, circuit board, or oth- 
er mechanical device, or similar item. 

(c) "Necessary for the routine operation" means that 
the software is required for the machinery, equipment, 
or computer to be able to perform its intended function. 
In the case of machinery or other equipment, such em- 
bedded software does not have to be a physical part of 
the actual machinery or other equipment, but may be 
part of a separate control or management panel or 
cabinet. 

(8) RETAINED RIGHTS. Retained rights are any and all 
rights, including intellectual property rights such as 
those rights arising from copyright, patent, and/or trade 
secret laws, that are owned or held under contract or li- 
cense by a computer software developer, author, inven- 
tor, publisher or distributor, licensor or sublicensor. 

(9) GOLDEN OR MASTER COPY. А golden or master 
copy of computer software is a copy of computer soft- 
ware from which a computer software developer, author, 
inventor, publisher or distributor makes copies for sale 
or license. 

(10) ACQUISITION COST. 

(a) The acquisition cost of computer software shall 
include the total consideration paid for the software, in- 
cluding money, credits, rights, or other property ex- 
pressed in terms of money, actually paid or accrued. The 
term also includes freight and installation charges but 
does not include charges for modifying software, retail 
sales tax or training. No deduction from the acquisition 
cost of computer software shall be allowed for any re- 
tained rights held by the developer, author, inventor, 
publisher, or distributor. 

(b) In cases where the acquisition cost of computer 
software cannot be specifically identified, it will be val- 
ued at the usual retail selling price of the same or sub- 
stantially similar computer software. | 

(с) In cases where canned software is specially modi- 
fied for the user, the canned component of the computer 
software retains its identity as canned software; and the 
modifications are considered custom software and not 
taxable. 

(11) VALUATION OF CANNED SOFTWARE. 

(a) In the first year in which it will be subject to as- 
sessment, canned software shall be listed and valued at 
one hundred percent (100%) of acquisition cost as de- 
fined in section (10)(a), above, regardless of whether the 
software has been expensed or capitalized on the ac- 
counting records of the business. 

(b) In the second year in which it will be subject to 
assessment, canned software shall be listed at one hun- 
dred percent (100%) of acquisition cost and valued at 
50% (fifty percent) of its acquisition cost. 

(c) After the second year in which canned software 
has been subject to assessment, it shall be valued at zero. 
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(d) Upgrades to canned software shall be listed and 
valued at the acquisition cost of the upgrade package 
under subsections (11)(a) and (b), above, and not at the 
value of what the complete software package would cost 
as a new item. 

(12) VALUATION OF CUSTOMIZED CANNED SOFTWARE. 
In the case where a person purchases canned software 
and subsequently has that canned software customized 
or modified in-house, by outside developers, or both, 
only the canned portion of such computer software shall 
be taxable and it shall be valued as described in subsec- 
tion (11). 

(13) VALUATION OF EMBEDDED SOFTWARE. Because 
embedded software is part of the computer system, ma- 
chinery, or other equipment, it has no separate acquisi- 
tion cost and shall not be separately valued apart from 
the computer system, machinery, or other equipment in 
which it is housed. 

(14) TAXABLE PERSON. Canned software is taxable to 
the person having the right to use the software, including 
a licensee. 

(15) EXEMPTIONS. 

(a) All custom software, except embedded software, 
shall be exempt from property taxation; 

(b) Retained rights of the computer software develop- 
er, author, inventor, publisher, distributor, licensor or 
sublicensor are exempt from property taxation; 

(c) Modifications to canned software shall be exempt 
from property taxation as custom software; however, the 
underlying canned software shall retain its identity as 
canned software and shall be valued as prescribed in 
subsection (11) of this rule; 

(d) Master or golden copies of computer software are 
exempt from property taxation; 

(e) The taxpayer is responsible for maintaining and 
providing records sufficient to support any claim of ex- 
emption for either canned or custom software. 


NEW SECTION 


WAC 458-50-085 COMPUTER SOFTWARE — 
DEFINITIONS—VALUATION -- CENTRALLY 
ASSESSED UTILITIES. (1) This rule implements the 
provisions of Chapter 29, Laws of Washington 1991, ex. 
sess, regarding the property taxation of computer soft- 
ware for centrally assessed utilities. 

(2) COMPUTER SOFTWARE. Computer software is a set 
of directions or instructions that exist in the form of 
machine-readable or human-readable code, is recorded 
on physical or electronic medium and directs the opera- 
tion of a computer system or other machinery and/or 
equipment. Computer software includes the associated 
documentation which describes the code and/or its use, 
operation, and maintenance and typically is delivered 
with the code to the user. Computer software does not 
include databases, but does include the computer pro- 
grams and code which are used to generate databases. 
Computer software can be canned, custom, or a mixture 
of both. 

(a) A database is text, data, or other information that 
may be accessed or managed with the aid of computer 


[ 244] 


Washington State Register, Issue 92-01 


software but that does not itself have the capacity to di- 
rect the operation of a computer system or other ma- 
chinery and equipment; and, therefore does not consti- 
tute computer software. 

(3) CUSTOM SOFTWARE. Custom software is computer 
software that is specially designed for a single person's 
or a small group of persons' specific needs. Custom soft- 
ware includes modifications to canned software and can 
be developed in-house by the user, by outside develop- 
ers, or by both. 

(4) "Person" means any individual, receiver, adminis- 
trator, executor, assignee, trustee in bankruptcy, trust, 
estate, firm, copartnership, joint venture, club, company, 
joint stock company, business trust, municipal corpora- 
tion, political subdivision of the state of Washington, 
corporation, association, society, or any group of indi- 
viduals acting as a unit, whether mutual, cooperative, 
fraternal, nonprofit, or otherwise and the United States 
or any instrumentality thereof. 

(5) A "small group of persons" shall consist of less 
than four persons. A group of four or more persons shall 
be presumed not to be a small group of persons for the 
purposes of this section unless each of the persons are 
affiliated through common control and ownership. 

(a) "Persons affiliated through common control and 
ownership" means 

(i) Corporations qualifying as controlled group of cor- 
porations in 26 USC $ 1563; or 

(ii) Partnerships or other persons in which at least 
80% of the ownership in the persons claimed to be affili- 
ated is the same. 

(6) CANNED SOFTWARE. Canned software, also re- 
ferred to as pre-written, "shrink-wrapped" or standard 
software, is computer software that is designed for and 
distributed "as is" for multiple persons who can use it 
without modifying its code and which is not otherwise 
considered custom software. 

(a) Computer software that is a combination of pre- 
written or standard components and components spe- 
cially modified to meet the needs of a user is a mixture 
of canned and custom software. The standard or pre- 
written components are canned software and the modifi- 
cations are custom software. 

(b) Canned software that is "bundled" with or sold 
with computer hardware retains its identity as canned 
software and shall be valued as such. "Bundled" soft- 
ware is canned software that is sold with hardware and 
does not have a separately stated price, and can include 
operating systems such as DOS, UNIX, OS-2, or Sys- 
tem 6.0 as well as other programs. 

(c) An upgrade is canned software provided by the 
software developer, author, distributor, inventor, licensor 
or sublicensor to improve, enhance or correct the work- 
ings of previously purchased canned software. 

(7) EMBEDDED SOFTWARE. Embedded software is 
computer software that resides permanently on some in- 
ternal memory device in a computer system or other 
machinery and equipment, that is not removable in the 
ordinary course of operation, and that is of a type nec- 
essary for the routine operation of the computer system 
or other machinery and equipment. 
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(a) Embedded software can be either canned or cus- 
tom software which: i 

(1) is an integral part of the computer system or ma- 
chinery or other equipment in which it resides; 

(ii) is designed specifically to be included in or with 
the computer system or machinery or other equipment; 
and 

(iii) in its absence, the computer system or machinery 
or other equipment is inoperable. 

(b) "Not removable in the ordinary course of opera- 
tion" means that the software is not readily accessible 
and is not intended to be removed without 

(i) terminating the computer system, machinery, or 
equipment's operation; or 

(ii) removal of a computer chip, circuit board, or oth- 
er mechanical device, or similar item. 

(c) "Necessary for the routine operation” means that 
the software is required for the machinery, equipment, 
or computer to be able to perform its intended function. 
In the case of machinery or other equipment, such em- 
bedded software does not have to be a physical part of 
the actual machinery or other equipment, but may be 
part of a separate control or management panel or 
cabinet. 

(8) RETAINED RIGHTS. Retained rights are any and all 
rights, including intellectual property rights such as 
those rights arising from copyright, patent, and/or trade 
secret laws, that are owned or held under contract or li- 
cense by a computer software developer, author, inven- 
tor, publisher or distributor, licensor or sublicensor. 

(9) GOLDEN OR MASTER COPY. A golden or master 
copy of computer software is a copy of computer soft- 
ware from which a computer software developer, author, 
inventor, publisher or distributor makes copies for sale 
or license. 

(10) ACQUISITION COST. 

(a) The acquisition cost of computer software shall 
include the total consideration paid for the software, in- 
cluding money, credits, rights, or other property ex- 
pressed in terms of money, actually paid or accrued. The 
term also includes freight and installation charges but 
does not include charges for modifying software, retail 
sales tax or training. No deduction from the acquisition 
cost of computer software shall be allowed for any re- 
tained rights held by the developer, author, inventor, 
publisher, or distributor. 

(b) In cases where the acquisition cost of computer 
software cannot be specifically identified, it will be val- 
ued at the usual retail selling price of the same or sub- 
stantially similar computer software. 

(c) In cases where canned software is specially modi- 
fied for the user, the canned component of the computer 
software retains its identity as canned software; and the 
modifications are considered custom software and not 
taxable. 

(11) VALUATION OF САММЕР SOFTWARE. 

(a) In the first year in which it will be subject to as- 
sessment, canned software shall be listed and valued at 
one hundred percent (100%) of acquisition cost as de- 
fined in section (10)(a), above, regardless of whether the 
software has been expensed or capitalized on the ac- 
counting records of the-business. 
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(b) In the second year in which it will be subject to 
assessment, canned software shall be listed at one hun- 
dred percent (100%) of acquisition cost and valued at 
50% (fifty percent) of its acquisition cost. 

(c) After the second year in which canned software 
has been subject to assessment, it shall be valued at zero. 

(d) Upgrades to canned software shall be listed and 
valued at the acquisition cost of the upgrade package 
under subsections (11)(a) and (b), above, and not at the 
value of what the complete software package would cost 
as a new item. 

(12) vALUATION OF CUSTOMIZED CANNED SOFTWARE. 
In the case where a person purchases canned software 
and subsequently has that canned software customized 
or modified in-house, by outside developers, or both, 
only the canned portion of such computer software shall 
be taxable and it shall be valued as described in subsec- 
tion (11). 

(13) VALUATION OF EMBEDDED SOFTWARE. Because 
embedded software is part of the computer system, ma- 
chinery, or other equipment, it has no separate acquisi- 
tion cost and shall not be separately valued apart from 
the computer system, machinery, or other equipment in 
which it is housed. 

(14) TAXABLE PERSON. Canned software is taxable to 
the person having the right to use the software, including 
a licensee. " 

(15) sirus. Canned and custom software with situs in 
Washington means software physically located in 
Washington or installed in or on machinery, equipment, 
or computer systems physically located in Washington 
on the assessment date. | 

(16) REPORTING. Each utility/taxpayer defined in 
RCW 84.12 and 84.16 shall report to the Department, 
using the Annual Report tax form provided by the De- 
partment, the following information regarding its soft- 
ware with situs in Washington in use on the assessment 
date: 

(a) The acquisition cost of expensed canned computer 
software which was purchased: 

(i) In the year preceding the assessment date; and 

(ii) In the second year prior to the assessment date; 
and 

(iii) in the years prior to the second year preceding 
the assessment date. 

(b) The historic cost less depreciation of capitalized 
canned computer software which was purchased: 

(i) In the year preceding the assessment date; 

(ii) In the second year prior to the assessment date; 

(iii) In the years prior to the second year preceding 
the assessment date; 

(c) The acquisition cost of expensed custom computer 
software which was purchased: 

(1) In the year preceding the assessment date; 

(ii) In the second year prior to the assessment date; 

(iii) In the years prior to the second year preceding 
the assessment date; 

(d) The historic cost less depreciation of capitalized 
custom computer software. 
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(17) CALCULATION OF COMPUTER SOFTWARE VALUE. 
The following formulas shall be used for determining the 
percent taxable calculation of computer software used by 
centrally assessed utilities. 

(a) For the purpose of determining the numerator of 
the percent taxable calculation, the historic cost less de- 
preciation of all taxable Washington property shall be 
computed by adjusting the historic cost less depreciation 
of property capitalized in the company's records as 
follows: 

(i) Add the acquisition cost of expensed canned soft- 
ware acquired in the year preceding the assessment date; 
and 

(ii) Add 50% of the acquisition cost of expensed 
canned software acquired in the second year preceding 
the assessment date; and 

(iii) Subtract 50% of the historic cost less depreciation 
of capitalized canned software acquired in the second 
year preceding the assessment date; and 

(iv) Subtract the historic cost less depreciation of 
capitalized canned software acquired in years prior to 
the second year preceding the assessment date; and 

(v) Subtract the historic cost less depreciation of cap- 
italized custom software. 

(b) For the purpose of determining the denominator 
of the percent taxable calculation, the historic cost less 
depreciation of all Washington property shall be com- 
puted by adding the acquisition cost of expensed canned 
and custom software in use on the assessment date to the 
historic cost less depreciation of Washington property 
capitalized in the company's records. 

(c) The historic cost less depreciation of all taxable 
Washington property (calculated as set forth in subsec- 
tion (a) above) shall be divided by the historic cost less 
depreciation of all Washington property (calculated as 
set forth in subsection (b) above) to arrive at the percent 
taxable calculation. 

(d) The portion of the unit value allocated to 
Washington State shall be multiplied by the percent 
taxable calculated as set forth in subsection (c) above to 
determine the Washington taxable property value. 

(18) EXEMPTIONS. 

(a) All custom software, except embedded software, 
shall be exempt from property taxation; 

(b) Retained rights of the computer software develop- 
er, author, inventor, publisher, distributor, licensor or 
sublicensor are exempt from property taxation; 

(c) Modifications to canned software shall be exempt 
from property taxation as custom software; however, the 
underlying canned software shall retain its identity as 
canned software and shall be valued as prescribed in 
subsection (11) of this rule; 

(d) Master or golden copies of computer software are 
exempt from property taxation; 

(e) The taxpayer is responsible for maintaining and 
providing records sufficient to support any claim of ex- 
emption for either canned or custom software. 
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WSR 92-01-133 
NOTICE OF PUBLIC MEETINGS 
EVERETT COMMUNITY COLLEGE 
[Memorandum— December 17, 1991] 


As per chapter 42.30 RCW, Open Public Meetings Act, 
the time and place of regular meetings for the Everett 
Community College board of trustees for 1992 will be as 
follows: The second and fourth Wednesdays of each 
month, (the second Wednesday will be for the purpose 
of a study session and will be held at 12:30 p.m. The 
fourth Wednesday will be for the purpose of a business 
meeting and will be held at 3:30 p.m.), Everett Commu- 
nity College or elsewhere as announced. 


WSR 92-01-134 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF 
COMMUNITY DEVELOPMENT 
[Memorandum— December 19, 1991] 


The Temporary Committee on Natural Resources of 
State-wide Significance is holding two public hearings to 
review the draft report that will be submitted to the leg- 
islature. For a copy of the draft report call (206) 753- 
2222. 


January 15, 1992 
7:00 p.m. to 9:00 p.m. 
Olympia Concourse 
311 East 4th 
Olympia 


January 16, 1992 
7:00 p.m. to 9:00 p.m. 

Activities Building 

Yakima County Parks Department 
1000 Ahtanum Road 
Yakima 


WSR 92-01-135 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 


[Order R-362, Docket No. A-911231—Filed December 19, 1991, 
4:20 p.m.] 


In the matter of amending WAC 480-09—736 to up- 
date mailing address of WUTC subdivision of Office of 
Administrative Hearings. 

The Washington Utilities and Transportation Com- 
mission takes this action under Notice No. WSR 91-22- 
107, filed with the code reviser on November 6, 1991. 
The commission brings this proceeding pursuant to 
RCW 80.01.040 and chapter 80.36 RCW to implement 
those statutes. 

This proceeding complies with the Open Public Meet- 
ings Act (chapter 42.30 RCW), the Administrative Pro- 
cedure Act (chapter 34.05 RCW), the State Register 
Act (chapter 34.08 RCW), the State Environmental 
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Policy Act of 1971 (chapter 43.21C RCW), and the 
Regulatory Fairness Act (chapter 19.85 RCW). 

The commission scheduled this matter for considera- 
tion under Notice No. WSR 91-22-107, at 9:00 a.m., 
Wednesday, December 18, 1991, in the Commission's 
Hearing Room, Second Floor, Chandler Plaza Building, 
1300 South Evergreen Park Drive S.W., Olympia, WA. 

The notice provided interested persons the opportunity 
to submit data, views, or arguments to the commission in 
writing until December 6, 1991, and orally at the time 
and place set for consideration. The commission received 
no written comments. The commission considered the 
rule change proposal at its December 18, 1991, meeting 
as scheduled in the notice, before Chairman Sharon L. 
Nelson and Commissioner A. J. Pardini. No person 
made oral comments to the commission. 

The rule change affects no economic values. 

In reviewing the entire record, the commission deter- 
mines that it should amend WAC 480-09—736, to read 
as set forth in Appendix A, shown below. WAC 480-09— 
736, as amended, will correctly state the current mailing 
address of the WUTC subdivision of the Office of Ad- 
ministrative Hearings. The rule change shall take effect 
pursuant to RCW 34.05.380(2). 

No changes were made between the text of the 
amendments issued pursuant to Notice No. WSR 91- 
22-107 and the text finally adopted by the commission, 
other than changes in capitalization and punctuation to 
conform to U.S. Postal Service requirements. 


ORDER 


THE COMMISSION ORDERS The following: 

1. WAC 480-09—736, as set forth in Appendix A, is 
amended and adopted as a rule of the Washington Util- 
ities and Transportation Commission to take effect pur- 
suant to RCW 34.05.380(2). 

2. This order and the rule shown below shall be re- 
corded in the order register of the Washington Utilities 
and Transportation Commission and forwarded to the 
code reviser for filing pursuant to chapter 34.05 RCW 
and chapter 1-21 WAC. 

DATED at Olympia, Washington, this 18th day of 
December, 1991. 

Washington Utilities and Transportation Commission 

Sharon L. Nelson, Chairman 
A. J. Pardini, Commissioner 


APPENDIX "A" 


AMENDATORY SECTION (Amending Order R-336, 
Docket No. A-900700, filed 2/22/91, effective 
3/25/91) 


WAC 480-09-736 HEARING GUIDELINES. 
These guidelines are of a general nature and are provid- 
ed to assist the presiding officer in regulating the course 
of the proceeding. The presiding officer has discretion to 
suspend or modify the guidelines or to use measures not 
specified herein when appropriate in the circumstances 
of the case. 

(1) Starting times will be strictly observed. The pro- 
ceeding will go forward in the absence of counsel who 
are late. 
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(2) Motions will be stated and argued at the start of 
the day, unless they arise from matters emerging during 
the hearing that are not reasonably foreseeable. This 
rule does not apply to motions with respect to the ad- 
missibility of evidence which may require foundation. In 
such cases, the presiding officer should be notified that a 
motion will be presented during the hearing. 

(3) АП counsel are expected to address comments, 
objections, and statements to the presiding officer rather 
than to other counsel. Questions will be addressed to the 
witnesses rather than to counsel. 

(4) There will be no off-the-record discussions at the 
request of counsel unless counsel asks leave to go off the 
record and states the purpose for the request. 

(5) Extended colloquies regarding procedural issues 
may be conducted off the record. Each attorney will be 
given the opportunity to state for the record a summary 
of his or her view on behalf of his or her client when the 
record resumes. 

(6) When predistribution of evidence is required, one 
copy should be addressed specifically to the presiding 
administrative law judge. One copy should be addressed 
to the commission's accounting adviser, in care of the 
secretary of the commission. Each party is responsible 
for having two revised, corrected copies of its exhibits 
ready for marking and inclusion in the official case file at 
the hearing itself. One set of copies should also be 
brought to the hearing for the court reporter. To advise 
the parties of corrections, an errata sheet may be used to 
indicate the corrections to copies that have been 
predistributed. Corrections and revisions should be made 
to all copies distributed at hearing before the copies are 
distributed. The presiding officer will advise the parties 
regarding the number of extra copies to be filed with the 
commission. 

(7) Prefiled testimony may be accompanied by exhib- 
its. Parties should not preassign numbers to their own 
prefiled testimony and exhibits. Instead the following 
system should be used, including the witness's initials, 
and marked serially. For John Q. Witness's prefiled tes- 
timony and accompanying exhibits: 


Ex ..... (JQW-Testimony) EX s (JQW-2) 
Ex ..... (JQW-1) Ex ..... (JQW-3) 


Counsel unfamiliar with this method of identification 
should contact the presiding officer for further guidance. 
The official numbers for the case will be assigned by the 
administrative law judge at the hearing session. 

(8) Each witness should present a short summary of 
his or her remarks on the opening page or two of pre- 
pared testimony. Counsel will be expected to ask as a 
foundation question the subjects that will be covered by 
the witness. This foundation question should request 
only a statement of the subjects to be covered by the 
witness, e.g., rate of return, and not a summary of the 
witness's positions on those subjects. Twenty copies of 
the summary shall be filed with the secretary of the 
commission unless the presiding officer advises that a 
different number is required. 

(9) All prepared testimony, exhibits, and pleadings 
shall be 8-1/2 by 11 inches in size or folded to that size 
and punched for insertion into three-ring binders. Line 
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numbers shall be set out on all prepared testimony to 
facilitate transcript or exhibit references. Large charts 
may be used at the hearing so long as a letter-size re- 
duction is provided or so long as the chart is foldable to 
8-1/2" by 11" for inclusion in the official record. 

(10) Any revised pages for predistributed or previous- 
ly admitted testimony or exhibits shall be prominently 
labeled "REVISED" and bear the date of the revision. 
The revised portions should be indicated for cross-ref- 
erence to the original submissions. This practice should 
be followed even as to minor changes that involve only 
one page of an exhibit. 

(11) Cross-examination will be limited to two rounds 
except upon a showing that good cause exists. Witnesses 
should not be asked to perform calculations or extract 
detailed data on the stand. Such questions should be 
provided to the witness in advance or asked "subject to 
check." When a witness answers "subject to check," the 
witness must perform the "check" as soon as possible. A 
response given "subject to check" will be deemed accu- 
rate unless disputed by the witness within ten days of 
distribution of the transcript or prior to the closing of 
the record, whichever occurs first. 

(12) At the beginning of a hearing session for the 
purpose of taking testimony from members of the public, 
public counsel may inform the public of the major con- 
tested issues. 

(13) АП case-related correspondence should be ad- 
dressed to the secretary of the commission, under exist- 
ing commission rules. The parties are cautioned that 
correspondence addressed directly to an individual may 
not be logged in, may not be inserted in the case file, and 
may not constitute a part of the official record for appeal 
or for other purposes. In addition, one copy should be 
addressed to the presiding administrative law judge at 


the ви 


)) ОЕЕІСЕ ОЕ ADMIN- 
ISTRATIVE HEARINGS, 2420 BRISTOL CT SW 
(3RD FLOOR), PO BOX 42489, OLYMPIA WA 
98504-2489. 

(14) Petitions or motions intended for argument or 
resolution at previously-scheduled hearing sessions 
should be received by the commission and all parties at 
least three business days prior to argument. Oral re- 
sponse will be allowed on the record. (This guideline 
does not require personal service. Petitions or motions, if 
mailed, should be served so as to effect actual receipt 
three business days before argument.) 

(15) When the commission is requested to take some 
action prior to the next hearing session, the petitioner or 
movant shall effect service upon all other parties. Re- 
sponses are due in the office of the secretary of the com- 
mission no later than the close of the fifth business day 
following service, except as provided in WAC 480-09- 
425(3). 

(16) The presiding officer shall confer with the parties 
at the conclusion of the hearing about post-hearing pro- 
cess. The presiding officer will determine whether oral 
argument, briefs, or both will be required, taking into 
consideration the parties’ preferences. If briefs are re- 
quired, the presiding officer shall determine a format to 
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be used by all parties. Briefs shall not exceed sixty pag- 
es, including appendices and attachments but excluding 
the cover and index pages, without permission from the 
presiding officer. Briefs shall comply with WAC 480— 
09-770(1). 

(17) Each party will bear its own costs for transcripts 
including charges for expedited service when requested. 

(18) For planning purposes, counsel should be pre- 
pared to provide time estimates for cross-examination of 
witnesses. 

(19) Documents provided by or on behalf of members 
of the public at a public hearing will ordinarily be placed 
with the hearing file or may be offered as an illustrative 
exhibit. Letters received by the secretary of the commis- 
sion and by public counsel from members of the public 
may be offered into evidence as illustrative of the opin- 
ions of the correspondents. Documents which are excep- 
tional in their detail or their probative nature may be 
offered into evidence separately, provided that a spon- 
soring witness is available for cross-examination. Only 
exhibits and testimony offered and received are part of 
the record and subject to consideration by the commis- 
sion in its decision. 


WSR 92-01-136 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed December 19, 1991, 4:23 p.m.] 


The department is withdrawing WSR 91-20-094, dated 
September 30, 199]. 

Leslie F. James, Director 

Administrative Services 


WSR 92-01-137 
RESCINDING OF EMERGENCY RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed December 19, 1991, 4:27 p.m.] 


Please rescind the following sections of WAC filed on 
emergency order 3280, WSR 91—24—040, November 27, 
199]: 


WAC 388-100-035 
WAC 388-99-060 
WAC 388-86-021 
WAC 388-86-073 
WAC 388-86-090 
WAC 388—86-098 
WAC 388-86-100 
WAC 388-86-120 


The reason for rescinding is the governor reinstated 
these services. 
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Remaining on emergency order 3280 will be: 


WAC 388-86-019 
WAC 388—86—09601 
Leslie F. James, Director 
Administrative Services 


WSR 92-01-138 
NOTICE OF PUBLIC MEETINGS 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Family Independence Program) 
[Memorandum— November 15, 1991] 


1992 EXECUTIVE COMMITTEE 
MEETING SCHEDULE 


DATE TIME 

Thursday, January 23 9:30 a.m. 
Thursday, February 27 9:30 a.m. 
Thursday, March 26 9:30 a.m. 
Thursday, April 23 9:30 a.m. 
Thursday, May 28 9:30 a.m. 
Thursday, June 25 9:30 a.m. 
Thursday, July 23 9:30 a.m. 
Thursday, August 27 9:30 a.m. 
Thursday, September 24 9:30 a.m. 
Thursday, October 22 9:30 a.m. 
Thursday, November 19 9:30 a.m. 
Thursday, December 17 9:30 a.m. 


All meetings will be held in Training Room 1 of the 
Employment Security Department Training Annex, 
Capitol Way and Maple Park, Olympia, Washington. 


WSR 92-01-139 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Public Assistance) 

[Filed December 19, 1991, 4:29 p.m.] 


Original Notice. 

Title of Rule: WAC 388-49-580 Restoration of lost 
benefits. 

Purpose: WAC 388—49-580 is currently interpreted 
incorrectly and resulting in inappropriate restoration of 
lost benefits. 

Statutory Authority for Adoption: RCW 74.04.510. 

Statute Being Implemented: RCW 74.04.510. 

Summary: Categorically eligible households will no 
longer be a criteria for restoration of lost benefits. 

Reasons Supporting Proposal: The original intent was 
to restore lost benefits to households who did not have 
their categorical eligibility reviewed when it became an 
eligibility factor on December 23, 1985. 

Name of Agency Personnel Responsible for Drafting, 
Implementation and Enforcement: Mike Arnaud, In- 
come Assistance, 753-4918. 

Name of Proponent: Department of Social and Health 
Services, governmental. 
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Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: Same as above. 

Proposal Changes the Following Existing Rules: See 
above. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: OB-2 Auditorium, 12th and 
Franklin, Olympia, Washington, on January 22, 1992, at 
10:00 a.m. 

Submit Written Comments to: Troyce Warner, Chief, 
Office of Issuances, Department of Social and Health 
Services, Mailstop 5805, Olympia, Washington 98504, 
by January 22, 1992. 

Date of Intended Adoption: January 29, 1992. 

December 19, 1991 
Leslie F. James, Director 
Administrative Services 


AMENDATORY SECTION (Amending Order 2575, filed 12/31/87) 


WAC 388-49-580 RESTORATION OF LOST BENEFITS. (1) 
The department shall restore benefits ((whemever)) when: 

(a) A loss was caused by department error((;)); 

(b) An administrative disqualification for intentional program viola- 
tion was reversed((;)); 

(c) A rule or instruction specifies restoration of lost benefits((;)); or 

(d) A court action finding benefits were wrongfully withheld((-or 
+985)). 

(2) The department shall restore benefits, even if the household is 
currently ineligible((—Restore-the-benefits)), for not more than twelve 
months ((prior-to)) before whichever of the following occurred first: 

(a) The month the department receives a restoration request((;)); 

(b) The month the department is notified or discovers a loss has 
occurred((;)); 

(c) The date the household initiated a fair hearing request when a 
request for restoration was not received((;)); or 

(d) The date court action was initiated when the household has 
taken no other action to obtain a restoration. 

(3) The department shall notify the household of: 

(a) Its entitlement(()); 

(b) The amount of benefits to be restored((;)); 

(c) The method of restoration((;)); Š 

(d) The right to request a fair hearing within ninety days of the date 
the household is notified((;)); and 

(e) Any offsetting to be done. 

(4) 1f the household disagrees with the amount of benefits being re- 
stored, the department shall issue the amount determined by the de- 
partment. If a fair hearing decision overturns the department, the de- 
partment shall restore any lost benefits. 

(5) If household composition has changed, the department shall re- 
store the lost benefits to: 

(a) First, the household containing a majority of the persons who 
were household members at the time of the loss; or : 

(b) Second, the household containing the head of the household at 
the time of the loss. 


WSR 92-01-140 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 19, 1991, 4:43 p.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To correct typographical errors and omis- 
sions and to assign the equations and tables of the code 
their own section numbers. 
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Citation of Existing Rules Affected by this Order: 
Amending WAC 51-11-0502, 51-11-0503, 51-11- 
0504, 51-11-0525 — 51-11-0542, 51-11-0608, 51-11- 
0625 — 51-11-0631, and 51-11-1000. 

Statutory Authority for Adoption: Chapter 19.27A 
RCW. 

Pursuant to notice filed as WSR 91-16-111 on Au- 
gust 7, 1991. 

Effective Date of Rule: July I, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


AMENDATORY SECTION (Amending WSR 91-01- 
112, filed 12/19/90, effective 7/1/91) 


WAC 51-11-0502 BUILDING ENVELOPE RE- 
QUIREMENTS. 


502.1 General: 


502.1.1: The stated U- or F-value of any component 
assembly, listed in Table 5-1 or 5-2, such as 
roof/ceiling, opaque wall or opaque floor may be in- 
creased and the U-value for other components de- 
creased, provided that the total heat gain or loss for the 
entire building envelope does not exceed the total result- 
ing from compliance to the U-values specified in this 
Section. 


The U-values for typical construction assemblies are 
included in Chapter 10. These values shall be used for 
all calculations. Where proposed construction assemblies 
are not represented in Chapter 10, values shall be calcu- 
lated in accordance with Chapters 19-27 in RS-1 listed 
in Chapter 7, using the framing factors listed in Chapter 
10 where applicable. 


For envelope assemblies containing metal framing, the 
U-value shall be determined by one of the following 
methods: 


1. Results of laboratory or field measurements. 


2. Standard RS-25, listed in Chapter 7, where the 
metal framing is bonded on one or both sides to a metal 
skin or covering. 


3. The zone method as provided in Chapter 22 of RS- 
1, listed in Chapter 7. 


4. Effective framing/cavity R-values as provided from 
the following table for metal stud walls: 


WALL FRAMING CAVITY INSULATION 


R-11 R-19 
2x4 Q 16" oc 5.50 - 
2x4 Q 24" oc. 6.60 - 
2x6 Q 16" oc. - 7.6 0 
2x 6 @ 24" oc. E 8.55 


502.1.2: For consideration of thermal mass effects, see 
section 402.4. 


502.1.3: When return air ceiling plenums are em- 
ployed, the roof/ceiling assembly shall: 
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a. For thermal transmittance purposes, not include the 
ceiling proper nor the płenum space as part of the as- 
sembly; and 


b. For gross area purposes, be based upon the interior 
face of the upper plenum surface. 


502.1.4 Insulation: 


502.1.4.1 General: АП insulating materials shall com- 
ply with sections 1712 and/or 1713 of the Uniform 
Building Code. Substantial contact of the insulation with 
the surface being insulated is required. АП insulation 
materials shall be installed according to the manufac- 
turer's instructions to achieve proper densities, and 
maintain uniform R-values. To the maximum extent 
possible, insulation shall extend over the full component 
area to the intended R—value. 


502.1.4.2 Insulation Materials: All insulation materi- 
als including facings such as vapor barriers or breather 
papers installed within floor/ceiling assemblies, 
roof/ceiling assemblies, wałls, crawl spaces, or attics 
shall have a flame spread rating of less than twenty-five 
and a smoke density not to exceed four hundred fifty 
when tested in accordance with UBC Standard 42-1. 


EXCEPTIONS: 


1. Foam plastic insulation shall comply with section 
1712 of the Uniform Building Code. 


2. When such materials are installed in concealed 
spaces of Types III, IV, and V construction, the flame 
spread and smoke developed limitations do not apply to 
facing, provided that the facing is installed in substantial 
contact with the unexposed surface of the ceiling, floor, 
or wall finish. 


3. Cellulose insulation shall comply with section 1713 
of the Uniform Building Code. 


502.1.4.3 Clearances: Where required, insulation shall 
be installed with clearances according to manufacturers 
specifications. Insulation shall be installed so that re- 
quired ventilation is unobstructed. For blown or poured 
loose fill insulation clearances shall be maintained 
through installation of a permanent retainer. 


502.1.4.4 Access Hatches and Doors: Access doors 
from conditioned spaces to unconditioned spaces (e.g., 
attics and crawl spaces) shall be weatherstripped and in- 
sulated to a level equivalent to the insulation on the sur- 
rounding surfaces. Access shall be provided to all equip- 
ment which prevents damaging or compressing the insu- 
lation. A wood framed or equivalent baffle or retainer 
must be provided when loose fill insulation is installed, 
the purpose of which is to prevent the loose fill insulation 
from spilling into the living space when the attic access 
is opened, and to provide a permanent means of main- 
taining the installed R=value of the loose fill insulation. 


502.1.4.5 Roof/Ceiling Insulation: Open-blown or 
poured loose-fill insulation may be used in attic spaces 
where the slope of the ceiling is not more than three feet 
in twelve and there is at least thirty inches of clear dis- 
tance from the top of the bottom chord of the truss or 
ceiling joist to the underside of the sheathing at the roof 
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ridge. When eave vents are installed, baffling of the vent 
openings shall be provided so as to deflect the incoming 
air above the surface of the insulation. Baffles shall be, 
rigid material, resistant to wind driven moisture. Re- 
quirements for baffles for ceiling insulation shall meet 
the Uniform Building Code section 3205(c) for mini- 
mum ventilation requirements. When feasible, the baffles 
shall be installed from the top of the outside of the exte- 
rior wall, extending inward, to a point six inches verti- 
cally above the height of noncompressed insulation, and 
twelve inches vertically above loose fill insulation. 


502.1.4.6 Wall Insulation: Insulation installed in exte- 
rior walls shall comply with the provisions of this sec- 
tion. АП wall insulation shall fill the entire cavity. Exte- 
rior wall cavities isolated during framing shall be fully 
insulated to the levels of the surrounding walls. АП faced 
insulation shall be face stapled to avoid compression. 


502.1.4.7 Floor Insulation: Floor insulation shall be 
installed in a permanent manner in substantial contact 
with the surface being insulated. Insulation supports 
shall be installed so spacing is no more than twenty-four 
inches on center. Foundation vents shall be placed so 
that the top of the vent is below the lower surface of the 
floor insulation. 


Exception: Insulation may be omitted from floor areas 
over heated basements, heated garages, or underfloor ar- 
eas used as HVAC supply plenums. See Uniform Me- 
chanical Code section 1008 for underfloor supply plenum 
requirements. When foundation walls are insulated, the 
insulation shall be attached in a permanent manner. The 
insulation shall not block the airflow through foundation 
vents when installed. When foundation vents are not 
placed so that the top of the vent is below the lower sur- 
face of the floor insulation, а permanently attached 
baffle shall be installed at an angle of thirty degrees 
from horizontal, to divert air flow below the lower sur- 
face of the floor insulation. 


502.1.4.8 Slab-On-Grade: Slab-on-grade insulation, 
installed inside the foundation wall, shall extend down- 
ward from the top of the slab for a minimum distance of 
twenty-four inches or downward and then horizontally 
beneath the slab for a minimum combined distance of 
twenty-four inches. Insulation installed outside the 
foundation shall extend downward to a minimum of 
twenty-four inches or to the frostline. Above grade in- 
sulation shall be protected. 


EXCEPTION: For monolithic slabs, the insulation shall 
extend downward from the top of the slab to the bottom 
of the footing. 


502.1.4.9 Radiant Slabs: The entire area of a radiant 
slab shall be thermally isolated from the soil, with a 
minimum of R-10 insulation. The insulation shall be an 
approved product for its intended use. If a soil-gas con- 
trol system is present below the radiant slab, which re- 
sults in increased convective flow below the radiant slab, 
the radiant slab shall be thermally isolated from the 
sub-slab gravel layer. 


502.1.4.10 Below—Grade Walls: 
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a. Below grade exterior wall insulation used on the 
exterior (cold) side of the wall shall extend from the top 
of the below-grade wall to the top of the footing and 
shall be approved for below-grade use. Above grade in- 
sulation shall be protected. 


b. Insulation used on the interior (warm) side of the 
wall shall extend from the top of the below-grade wall 
to the below-grade floor level. : 


502.1.5 Glazing and Door U-Values: For Group R 
Occupancy, glazing and door U-values shall be deter- 
mined in accordance with section 502.1.5.1. For other 
occupancies, glazing and door U-values shall be deter- 
mined in accordance with either section 502.1.5.1 or 
502.1.5.2. 


502.1.5.1 Standard Procedure for Determination of 
Glazing and Door U-Values: U-values for glazing and 
doors, including all fire doors, shall be the tested U- 
values for thermal] transmittance due to conduction re- 
sulting from either the AAMA 1503.1-88 test procedure 
or the ASTM C236-87 or C976-82 test procedures, 
provided that testing shall be conducted under estab- 
lished winter horizontal heat flow test conditions using 
fifteen mile per hour wind speed directed perpendicular 
to the exterior surface of the glazing as specified under 
AAMA 1503.1-88. 


AAMA 1503.1-88 testing, shall be conducted by a 
laboratory accredited by AAMA to perform that test. 
ASTM C236-87 or C976-82 testing shall be conducted 
by an independent laboratory accredited by a nationally 
recognized accreditation program, independent of that 
laboratory. All tested U-values reported for listing by 
the state building code council after January 1, 1991, 
shall include certification by the manufacturer of gas 
content in the sealed insulated glass unit used for testing 
and in the production unit. 


Product samples tested shall be production line units 
or representative of units as purchased by the consumer 
or contractor. Product sample sizes tested shall be in ac- 
cordance with AAMA 1503.1-88, except that skylights 
shall be tested with a nominal two foot by four foot size, 
or a nominal four foot by four foot size. The installation 
of the test sample shall be in accordance with AAMA 
1503.1—88, section 8.4. All testing performed after Jan- 
uary 1, 1991, shall not include screens. All glazing and 
doors shall be identified with a label that states an over- 
all product U-value that is no less than the actual tested 
U-value. The labeled U-value shall be used in all calcu- 
lations to determine compliance with this Code. Sealed 
insulating glass shall conform to, or be in test for, 
ASTM E-774-81 level A. 


EXCEPTIONS: 


1. The exterior frame dimensions of the product sam- 
ple size tested shall not deviate by more than three 
inches from the height and width specified, except that 
skylights are allowed to be tested in the closest produc- 
tion line size to that specified above. 


2. Passive air inlets are not required to be part of the 
tested assembly. 
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3. Products tested prior to December 31, 1990, to 
AAMA 1503.1-80, ASTM C236-80 or C976-82 which 
are not in compliance with the test size requirement 
above, and which are in compliance with the product 
sample sizes in AAMA 1503.1-80, shall be acceptable 
until December 31, 1994. : 


4. Untested glazing and doors shall be assigned the 
default U-values listed in Chapter 10. The default val- 
ues for the opaque portions of doors shall be those listed 
in Chapter 10, provided that the U-value listed for a 
door with a thermal break shall only be allowed if both 
the door and the frame have a thermal break. 


5. The U-value of an insulated glazing product which 
has a 'grille pattern' installed between the glazing layers 
shall be deemed equal to the U-value of an insulated 
glazing product which is tested without a ‘grille pattern’ 
in between glazing layers, provided a minimum one- 
eighth inch air space exists between the ‘grille pattern’ 
and both glass lites. 


6. For a glazing product which is manufactured with 
an alternative 'low-e coating' than the 'low-e coating' of 
the tested glazing product, the U-value shall be deemed 
equal provided that the alternative 'low-e coating’ mate- 
rial has an equal or lower rated emissivity. 


7. U-factors, either tested or simulated, labeled and 
certified in accordance with the National Fenestration 


Rating Council's (NFRC) procedure 100-91 are accept- 


able if based ori model size AA. 


502.1.5.2 Alternate Glazing and Door U- Values for 
Other Than Group R Occupancy: Glazing U-values for 
other than Group R Occupancy are also allowed to be 
taken from Table 13 of Chapter 27 of RS-1 listed in 
Chapter 7 or calculated in accordance with the proce- 
dures of Chapter 27 of RS-1 listed in Chapter 7 and 
door U-values are also allowed to be taken from Table 6 
in Chapter 22 of RS-1 listed in Chapter 7., 


502.1.6 Moisture Control: 


502.1.6.1: Vapor retarders shall be installed on the 
warm side (in winter) of insulation as specified in the 
following cases. 


EXCEPTION: Vapor retarder installed with not more 
than one-third of the nominal R-value between it and 
the conditioned space. . 


502.1.6.2 Floors: Floors separating conditioned space 
from unconditioned space shall have a vapor retarder in- 
stalled. The vapor retarder shall have a one perm dry 
cup rating or less (i.e., four mil. polyethylene or kraft 
faced material). 


502.1.6.3: Roof/ceiling assemblies where the ventila- 
tion space above the insulation is less than an average of 
twelve inches shall be provided with a vapor retarder. 
Faced batt insulation where used as a vapor retarder 
shall be face stapled. Single rafter joist vaulted ceiling 
cavaties shall be of sufficient depth to allow a minimum 
one inch vented air space above the insulation. 
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502.1.6.4: Vapor retarders shall not be required in 
roof/ceiling assemblies where the ventilation space above 
the insulation averages twelve inches or greater. 


502.1.6.5: Vapor retarders shall not be required where 
all of the insulation is installed between the roof mem- 
brane and the structural roof deck. 


502.1.6.6 Wall Insulation: Walls separating condi- 
tioned space from unconditioned space shall have a va- 
por retarder installed. Faced batt insulation shall be face 
stapled. 


502.1.6.7 Ground Cover: A ground cover of six mil 
(0.006 inch thick) black polyethylene or approved equal 
shall be laid over the ground within crawl spaces. The 
ground cover shall be overlapped twelve inches minimum 
at the joints and shall extend to the foundation wall. 


EXCEPTION: The ground cover may be omitted in 
crawl spaces if the crawl space has a concrete slab floor 
with a minimum thickness of three and one-half inches. 


502.2 Thermal Criteria for Group R Occupancy: 


502.2.1: The proposed UA as calculated using 
Equations 2 and 3 shall not exceed the Target UA as 
calculated using Equation 1. For the purpose of deter- 
mining equivalent thermal performance, the glazing area 
for the target UA shall be calculated using figures in 
Table 5—1, and all the glazing shall be located in the 
wall area. The opaque door area shall be the same in the 
target UA and the proposed UA. 


502.2.2 Space Heat Type: The following two categor- 
ies comprise all space heating types: 


1. Electric Resistance: Space heating systems which 
include baseboard units, radiant units, and forced air 
units as either the primary or secondary heating system. 


EXCEPTION: Electric resistance systems for which the 
total electric heat capacity in each individual dwelling 
unit does not exceed the greater of: 1) One thousand 
watts per dwelling unit, or; 2) One watt per square foot 
of the gross fłoor area. 


2. Other: АП gas, wood, oil, and propane space heat- 
ing systems, unless electric resistance is used as a sec- 
ondary heating system, and all heat pump space heating 
systems. (See EXCEPTIONS, Electric Resistance, sec- 
tion 502.2.2 above.) 


502.3 Thermal Performance Criteria For Other Than 
Group R Occupancies. 


502.3.1: The overall thermal transmittance value (U?) 
of the gross area of elements of the exterior building en- 
velope of all buildings other than low-rise residential 
buildings shall not exceed the values given in Tables 5—2. 
Equations 2, 4 and 5 shall be used to determine accept- 
able combinations of building components and thermal 
properties to meet this requirement for heating. U" 
and U" are specified in units of: 


Btu 
hr.eft'e^r 
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502.3.2 Slab on Grade Floors: For slab on grade floors 
the thermal resistance of the insulation around the pe- 
rimeter of the floor shall not be less than the value given 
in Table 5—2. 


502.3.3 Alternative Wall Allowance for Other Than 
Group R Occupancies: For other than Group R Occu- 
pancies, three stories or less, the maximum allowed val- 
ue for average thermal transmittance (U,) of the exteri- 
or walls may be increased to the values given in Table 
5-2 BUILDINGS OVER THREE CONDITIONED STORIES pro- 
vided that at least one of the following criteria is also 
met: | 


1. Mechanical supply of outside air and mechanical 
exhaust of building air shall be automatically shut off 
and the duct closed for at least eight hours per day dur- 
ing hours of nonoccupancy, or 


2. The primary source of heating for the building shall 
be one or more heat pumps meeting the provisions of 
section 503.4.2 or gas or oil combustion heating equip- 
ment with a minimum combustion efficiency of eighty- 
five percent for central heating plants and eighty percent 
for room and space heaters. This efficiency shall be de- 
termined in accordance with the provisions of section 
503.4.3. 


PROVIDED FURTHER: That if both criteria are 
met, the maximum allowed value for thermal transmit- 
tance (U^) of the exterior walls used in Table 5-2 may 
be increased by 0.05 in determining compliance with the 
provisions of the Code. 


For walls with a' wall weight of at least thirty Ibs. per 
ft (provided that walls constructed of hollow masonry 
units have cores filled with either grout, concrete, or 
with an insulating material with resistance per inch (R) 
of at least 2.25 ft'/hr.-9F/Btu) the calculated thermal 
resistance of the wall sections measured face to face on 
wall units which are exposed to inside air temperatures, 
not including the thermal resistance of air films or addi- 
tional exterior wall elements may be increased by twen- 
ty-five percent in determining compliance with the pro- 
visions of the code provided that: 


Heating and cooling set-point temperatures in the 
conditioned spaces or zones of the building shall be sep- 
arated by at least five degrees F. The temperature con- 
trol shall be designed to prevent new energy from being 
used to heat the space above the heating set--point tem- 
perature or cool the space below the cooling set-point 
temperature. 


502.4 Air Leakage for All Occupancies: 


502.4.1: The requirements of this section shall apply 
to all buildings and structures, or portions thereof, and 
only to those locations separating outdoor ambient con- 
ditions from interior spaces that are heated or mechani- 
cally cooled. 


502.4.2: Exterior doors and windows shall be designed 
to limit air leakage into or from the building envelope. 
Site-constructed doors and windows shall be sealed in 
accordance with Section 502.4.3. 
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502.4.3: 

a. Exterior joints around windows and door frames, 
openings between walls and foundation, between walls 
and roof and wall panels; openings at penetrations of 
utility services through walls, floors, and roofs; and all 
other openings in the building envelope for all occupan- 
cies and all other openings in between units in К—1 oc- 
cupancy shall be sealed, caulked, gasketed, or 
weatherstripped to limit air leakage. 


b. АП exterior doors or doors serving as access to an 
enclosed unheated area shall be weatherstripped to limit 
leakage around their perimeter when in a closed 
position. 


c. Site built windows are exempt from testing but 
shall be made tight fitting. Fixed lights shall have głass 
retained by stops with seałant or caulking all around. 
Operating sash shall have weatherstripping working 
against overlapping trim, and a closer/latch which will 
hold the sash closed. The window frame to framing 
crack shall be made tight with caulking, overlapping 
membrane, or other approved technique. 


d. Openings that are required to be fire resistive are 
exempt from this section. 


502.4.4 Recessed Lighting Fixtures: When installed in 
the building envelope, recessed lighting fixtures shall 
meet one of the following requirements: 


1. Type IC rated, manufactured with no penetrations 
between the inside of the recessed fixture and ceiling 
cavity and sealed or gasketed to prevent air leakage into 
the unconditioned space. 


2. Type IC ((or-non-1€)) rated, installed inside a 
sealed box constructed from a minimum one-half inch 
thick gypsum wall board, or constructed from a pre- 
formed polymeric vapor barrier, or other air tight as- 
sembly manufactured for this purpose((;—white-main- 
neh-£ bustibi ата ! ; | 
inchecf тшн iat). 


3. Type IC rated, certified under ASTM E283 to have 
no more than 2.0 cfm air movement from the condi- 
tioned space to the ceiling cavity. The lighting fixture 
shall be tested at seventy-five Pascals or 1.57 lbs/ft? 
pressure difference and have a label attached, showing 
compliance. 
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EQUATION 1 -- GROUP R OCCUPANCY 
TARGET UA 


U, Aj ОЬ As FU, Az FULA FU, A TU CA TU A + F, Ps 


the target combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 
assembly area. 


tke thermal transmittance value of the opaque 
ab&ve grade wall area found in Table 5-1. 


the theknal transmittance value of the below grade 


the thermal transmittance value of the glazing 


the thermal transmittance value of the floor area 
found in Table 5-1. 


the thermal transmittance of the roof/ 


roof/ceiling area. 


the thermal transmittance value o 
ceiling area found in Table 5-1. 


cathedral 


cathedral ceiling area. 


the thermal transmittance value aque door 
area found in table 5-1. 


opaque door area. 
concrete slab component F-value found in TableN5-1. 


Lineal ft. of concrete slab perimeter. 
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(2 EQUATION 2 -- ALL OCCUPANCIES 


U = 1 


r, + Е T Rios ¿ni 


re: 
U =the thermal transmittance of the assembly. 
r, = ou side air film resistance. 
r, = .17 r all exterior surfaces. 
r, = inside àir film resistance. 
r, = 0.61 for ihterior horizontal surfaces, heat 
flow up. 
r, = 0.92 for interior horizontal surfaces, heat flow down. 
r, = 0.68 for interioN vertical surfaces. 
R = 1 = X = measure of e resistance to the passage 
c K of heat for ch element. 
C = conductance, the heat fiow through a specific material 
of specific thickness. 
K = insulation value of a material per inch. 
X = the thickness of the material 


[256] 


Washington State Register, Issue 92—01 | WSR 92-01-140 


EQUATION 3 -- GROUP R OCCUPANCY 


PROPOSED UA 


UA E UA, + Usçvñpov + UAG + ОРА; = UscAgc 3 Ugcec*UDAptFsPs 


UA the combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 


assembly area. 


U, = the thermal transmittance of the opaque wall area. 
BÓR ZE he thermal transmittance value of the below grade 
sal > e below grade wall area. 

A, = 

U, = 1 transmittance of the glazing (window 

or skylight) area. 

А; = glazing area\ including windows in exterior doors. 

U; = the thermal transmittance of the floor area. 

А, = floor area over uhconditioned space. 

Uc = the thermal transmidtance of the roof/ceiling 

area. 

Ba = roof/ceiling area. 

Uc = the thermal transmittance ‘ef the cathedral ceiling 

area. | 

Ac = cathedral ceiling area. 

U = the thermal transmittance value Wf the opaque door 

area. 

А, = opaque door area. 

F, = concrete slab component f-factor. 

Р; = lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
door, and skylight is used, the U and A terms for those iteNs 
shall be expanded into sub-elements as: 


UnAn + UL pAys + Ui Aus + ...etc. 
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EQUATION 4 -- OTHER THAN GROUP R OCCUPANCY 


TARGET U, 


UA, + UA, + UA + Е.Р, 


А, + Ap + А + Р. 


the target combined thermal transmittance of the 


U 
ш gross exterior wall, floor, and roof/ceiling 
ssembly area. 
U, = thà thermal transmittance value of the opaque 
A, = 
UĘ = 1 transmittance value of the floor area 
А, = 
Ug = the thermal transmittance value of the ceiling 
Ac - ceiling area. 
Е. = concrete slab componeht F-value found in 
Table 5-2. 
Pš = lineal ft. of concrete 51 perimeter 
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( EQUATION 5 -- OTHER THAN GROUP R OCCUPANCY 


PROPOSED U, 


ОА +0 AggytU Ag tUpA, FOR Age tU А + A, + Fs Ps 


A, + Agu + Aç + Ap + А + А + A, + Р, 


U, the combined thermal transmittance of the gross 
exterior wall, floor, and roof/ceiling assembly 
area. 

U, = tNe thermal transmittance of the opaque wall area. 

Us = the thermal transmittance value of the below grade 
орада wall area. 

sa = elow grade wall area 

Ay = area. 

U = the thermal ansmittance of the glazing (window 
or skylight) ea. 

A; = glazing area, inWNluding windows in exterior doors. 

U, = the thermal transmNtance of the floor area. 

A, = floor area over unconNitioned space. 

Ui = the thermal transmittan of the roof/ceiling 
area. 

Ac roof/ceiling area. 

Uc = the thermal transmittance of tNe cathedral ceiling 
area. 

Acc = cathedral ceiling area. 

U, = thermal transmittance value of opaqu& door area. 

А, = opaque door area. 

Fs - concrete slab component F-factor. 

Pç = lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
door, and skylight is used, the U and A terms for those items 
shall be expanded into sub-elements as: 


UnAn + UGA + ЧА + ...etc. 
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AMENDATORY SECTION (Amending WSR 91-01- 
112, filed 12/19/90, effective 7/1/91) 


WAC 51-11-0503 BUILDING MECHANICAL 
SYSTEMS. 


503.1 General: This section covers the determination 
of design requirements, system and component perform- 
ance, control requirements, insulating systems and duct 
construction. 


EXCEPTION: Special applications, including but not 
limited to hospitals, laboratories, thermally sensitive 
equipment, and computer rooms may be exempted from 
the requirements of this section when approved by the 
building official. 


503.2 Calculations of Heating and Cooling Loads, and 
System Sizing Limits: The design parameters specified 
in Chapter 3 shall apply for all computations. 


503.2.1 Calculation Procedures: Heating and cooling 
design loads for the purpose of sizing HVAC systems 
are required and shall be calculated in accordance with 
accepted engineering practice, including infiltration and 
ventilation. 


503.2.2 Space Heating and Space Cooling System 
Sizing Limits: Building mechanical systems for all 
buildings which provide space heating and/or space 
cooling shall be sized no greater than one hundred fifty 
percent of the heating and cooling design loads as calcu- 
lated above. 


EXCEPTIONS: The following limited exemptions from 
the sizing limit shall be allowed, however, in all cases 
heating and/or cooling design load calculations shall be 
submitted. 


1. For equipment which provides both heating and. 


cooling in one package unit, including heat pumps with 
electric heating and cooling and gas-pack units with gas 
heating and electric cooling, compliance need only be 
demonstrated for either the space heating or space cool- 
ing system size. 


2. Natural gas- or oil-fired space heating equipment 
whose total rated space heating output in any one dwell- 
ing unit is fifty-six thousand Btu/h or less may exceed 
the one hundred fifty percent sizing limit provided that 
the installed equipment has an annual fuel utilization 
efficiency (AFUE) of not less than the sum of seventy- 
eight percent plus one percent for every five thousand 
Btu/h that the space heating equipment output exceeds 
the design heating load of the dwelling unit. 


3. Stand-by equipment may be installed if controls 
and other devices are provided which allow redundant 
equipment to operate only when the primary equipment 
is not operating. 


503.3 Simultaneous Heating and Cooling: Each tem- 
perature control zone shall include thermostatic controls 
installed and operated to sequence the use of heating 
and cooling energy to satisfy the thermal and/or humid- 
ity requirement of the zone. Controls shall prevent 
reheating (heating air that is cooler than system mixed 
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air), recooling (cooling air that is warmer than the sys- 
tem mixed air), mixing or simultaneous supply of warm 
air (warmer than system return air mixed air) and cold 
air (cooler than system mixed air), or other simultaneous 
operation of heating and cooling systems to one zone. 
For the purposes of this section, system mixed air is de- 
fined as system return air mixed with the minimum ven- 
tilation air requirement by section 303. 


EXCEPTIONS: 


1. Variable air volume systems designed to reduce the 
air supply to each zone during periods of occupancy to 
the larger of the following: 


a. Thirty percent or less of the peak supply volume. 


b. The minimum allowed to meet ventilation require- 
ments of section 303. 


c. 0.5 cfm/ft^ of zone conditioned area before 
reheating, recooling or mixing takes place. Consideration 
shall be given to supply air temperature reset control. 


2. The energy for reheating, or providing warm air in 
mixing systems, is provided entirely from recovered en- 
ergy that would otherwise be wasted, or from renewable 
energy sources. In addition, the system shall comply with 
section 503.7 without exception. 


3. Areas where specific humidity levels are required to 
satisfy process needs. 


4. Where special pressurization relationships or cross- 
contamination requirements are such that variable air 
volume systems are impractical, supply air temperatures 
shall be reset by representative building load or outside 
air temperature. 


503.4 HVAC Equipment Performance Requirements: 
503.4.1 Equipment Components: 


503.4.1.1: The requirements of this section apply to 
equipment and mechanical component performance for 
heating, ventilating and air—conditioning systems. 
Equipment efficiency levels are specified. Data furnished 
by the equipment supplier or certified under a nationally 
recognized certification program or rating procedure 
shall be used to satisfy these requirements. Equipment 
efficiencies shall be based on the standard rating condi- 
tions in Tables 5—4, 5-5 or 5—6 as appropriate. 


503.4.1.2: Where components from more than one 
manufacturer are assembled into systems regulated un- 
der this section, compliance for each component shall be 
as specified in sections 503.4.2 through 503.4.6 of this 
Code. 


503.4.2: HVAC System Heating Equipment Heat 
Pump-heating Mode. Heat pumps whose energy input is 
entirely electric shall have a coefficient of performance 
(COP) heating, not less than the values in Table 5—7. 
Heat Pumps with supplementary backup heat other than 
electricity shall meet the requirements of Table 5—7. 


503.4.2.1: These requirements apply to, but are not 
limited to, unitary (central) heat pumps (air source and 
water source) in the heating mode, water source 
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(hydronic) heat pumps as used in multiple-unit hydronic 
HVAC systems, and heat pumps in the packaged termi- 
nal air-conditioner in the heating mode. 


503.4.2.3 Supplementary Heater: The heat pump shall 
be installed with a control to prevent supplementary 
backup heater operation when the operating load can be 
met by the heat pump compression cycle alone. 


503.4.2.4 Heat Pump Controls: Requirements for heat 
pump controls are listed in section 503.8.3.5 of this 
Code. 


503.4.3 HVAC System Combustion Equipment: For 
Group R Occupancy, all gas, oil, and propane central 
heating systems shall have a minimum AFUE of 0.78". 
АП other Group R Occupancy heating equipment fueled 
by gas, oil, or propane shall be equipped with an inter- 


mittent ignition device, or shall comply with the efficien- 
cies as required in the 1987 National Appliances Energy 
Conservation Act (Public Law 100-12). For all Other 


Occupancies, all gas and oil-fired central heating plants 
shall have a minimum combustion efficiency of not less 
than that shown in Table 5—3. 


` HVAC Heating system efficiency trade-offs shall be 
made using Chapters 4 or 6 of this Code. 


503.4.4 Packaged and Unitary HVAC System Equip- 
ment, Electrically Operated, Cooling Mode: HVAC sys- 
tem equipment as listed below, whose energy input in 
the cooling mode is entirely electric, shall have an ener- 
By efficiency ratio (EER) or a seasonal energy efficiency 
ratio (SEER) cooling not less than values in Table 5-8. 


503.4.4.1: These requirements apply to, but are not 
limited to, unitary (central) and packaged terminal heat 
pumps (air source and water source); packaged terminal 
air conditioners. 


EXCEPTION: These requirements do not apply to 
equipment used for refrigerated food or florists! and 
nurseries' coolers. 


503.4.5 Applied HVAC System Components, Electri- 
cally Operated, Cooling Mode: HVAC System compo- 
nents, as listed in Table 5—9, whose energy input is en- 
tirely electric, shall have an energy efficiency ratio 
(EER) or a Coefficient of Performance (COP) cooling 
not less than the values in Table 5—9. 


503.4.6 HVAC System Equipment — Heat Operated, 
Cooling Mode, Efficiency Limitation, Equipment: Heat- 
operated cooling equipment shall have a COP cooling 
not less than the values in Table 5—10. 


503.5 Transport Energy: 


503.5.1 All-air Systems: The air transport factor for 
each all-air system shall be not less than 5.5. The factor 
shall be based on design system air flow for constant 
volume systems. The factor for variable air volume sys- 
tems may be based on average conditions of operation. 
Energy for transfer of air through heat recovery devices 
shall not be included in determining the factor; however, 
such energy shall be included in the evaluation of the 
effectiveness of the heat recovery system. 
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Space Sensible Heat Removal* 


Air Transport Factor — 
Supply + Return Fan(s) Power Input* 


*Expressed in Btu/h or watts 


503.5.2 Other Systems: Air and water, all-water and 
unitary systems employing chilled, hot, dual-tempera- 
ture or condenser water transport systems to space ter- 
minals shall not require greater transport energy (in- 
cluding central and terminal fan power and pump pow- 
er) than an equivalent all-air system providing the same 
space sensible heat removal and having an air transport 
factor not less than 5.5. 


503.6 Balancing: The HVAC system design shall pro- 
vide a means for balancing air and water systems. Bal- 
ancing the system shall include, but not be limited to, 
dampers, temperature and pressure test connections and 
balancing valves. 


503.7 Cooling with Outdoor Air (Economizer Cycle): 
Each fan system shall be designed to use up to and in- 
cluding one hundred percent of the fan system capacity 
for cooling with outdoor air automatically whenever its 
use will result in lower usage of new energy. Activation 
of economizer cycle shall be controlled by sensing out- 
door air enthalpy or outdoor air dry-bulb temperature 
alone or alternate means approved by the building 
official. 


EXCEPTIONS: Cooling with outdoor air is not required 
under any one or more of the following conditions: 


1. The fan system capacity is less than three thousand 
five hundred cfm or total cooling capacity is less than 
ninety thousand Btu/h. 


2. The quality of the outdoor air is so poor as to re- 
quire extensive treatment of the air and approval by the 
building official. 


3. The need for humidification or dehumidification re- 
quires the use of more energy than is conserved by the 
outdoor air cooling on an annual basis. 


4. The use of outdoor air cooling may affect the oper- 
ation of other systems so as to increase the overall ener- 
gy consumption of the building. 


5. When energy recovered from an internal/external 
zone heat recovery system exceeds the energy conserved 
by outdoor air cooling on an annual basis. 


6. When all space cooling is accomplished by a circu- 
lating liquid which transfers space heat directly or indi- 
rectly to a heat rejection device such as a cooling tower 
without use of a refrigeration system. 


7. When the use of one hundred percent outside air 
will cause coil frosting, controls may be added to reduce 
the quantity of outside air. However, the intent of this 
exception is to use one hundred percent air in lieu of 
mechanical cooling when less energy usage will result 
and this exception applies only to direct expansion sys- 
tems when the compressor is running. 


503.8 Controls: 
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503.8.1 Temperature Control: Each system shall be 
provided with at least one adjustable thermostat for the 
regulation of temperature. Each thermostat shall be ca- 
pable of being set by adjustment or selection of sensors 
as follows: 


503.8.1.1: When used to control heating only: Fifty— 
five degrees to seventy-five degrees F. 


503.8.1.2: When used to control cooling only: Seventy 
degrees to eighty-five degrees F. 


503.8.1.3: When used to control both heating and 
cooling, it shall be capable of being set from fifty-five 
degrees to eighty-five degrees F and shall be capable of 
operating the system heating and cooling in sequence. 
The thermostat and/or control system shall have an ad- 
justable deadband of not less than ten degrees F. 


503.8.2 Humidity Control: If a system is equipped 
with a means for adding moisture to maintain specific 
selected relative humidities in space or zones, a 
humidistat shall be provided. Humidistats shall be capa- 
ble of being set to prevent new energy from being used 
to produce space-relative humidity above thirty percent. 


EXCEPTION: Special occupancies requiring different 
relative humidities may be permitted when approved by 
the building official. 


503.8.3 Zoning for Temperature Control: 


503.8.3.1 One- and Two-Family Dwellings: At least 
one thermostat for regulation of space temperature shall 
be provided for each separate system. In addition, a 
readily accessible manual or automatic means shall be 
provided to partially restrict or shut off the heating 
and/or cooling input to each zone or floor. 


503.8.3.2 Multifamily Dwellings: For multifamily 
dwellings, each individual dwelling unit shall have at 
least one thermostat for regulation of space temperature. 
A readily accessible manual or automatic means shall be 
provided to partially restrict or shut off the heating 
and/or cooling input to each room. Spaces other than 
living units shall meet the requirements of 503.8.3.3. 


503.8.3.3 Other Types of Buildings or Occupancies: 
At least one thermostat for regulation of space tempera- 
ture shall be provided for: 


1. Each separate system. 


2. Each separate zone as defined in Chapter 2. As a 
minimum, each floor of a building shall be considered as 
a separate zone. In a multistory building where the pe- 
rimeter system offsets only the transmission losses of the 
exterior wall, an entire side of uniform exposure may be 
zoned separately. A readily accessible manual or auto- 
matic means shall be provided to partially restrict or 
shut off the heating and/or cooling input to each floor. 


503.8.3.4 Control Setback and Shut-off: 


1. Residential Occupancy Groups. One- and Two- 
Family and Multifamily dwellings—The thermostat re- 
quired in section 503.8.3.1 or section 503.8.3.2, or an al- 
ternate means such as a switch or clock, shall provide a 
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readily accessible, manual or automatic means for re- 
ducing the energy required for heating and cooling dur- 
ing the periods of non-use or reduced need, such as, but 
not limited to unoccupied periods and sleeping hours. 
Lowering thermostat set points to reduce energy con- 
sumption of heating systems shall not cause energy to be 
expended to reach the reduced setting. 


2. Other Buildings and Occupancies. Each HVAC 
system shall be equipped with a readily accessible, auto- 
matic means of shutting off or reducing the energy used 
for HVAC during periods of non-use or alternate uses 
of the building spaces or zones served by the system. The 
following are examples that meet this requirement: 


a. Manually adjustable automatic timing devices. 
b. Automatic control systems. 


503.8.3.5 Heat Pump Controls: Programmable ther- 
mostats are required for all heat pump systems. The 
cut-on temperature for the compression heating shall be 
higher than the cut-on temperature for the supplemen- 
tary heat, and the cut-off temperature for the compres- 
sion heating shall be higher than the cut-off temperature 
for the supplementary heat. Heat pump thermostats will 
be capable of providing at least two programmable set- 
back periods per day. The automatic setback thermostat 
shall have the capability of limiting the use of supple- 
mental heat during the warm-up period. 


503.9 Air Handling Duct System Insulation: Ducts, 
plenums and enclosures installed in or on buildings shall 
be thermally insulated per Table 5-11. 


EXCEPTIONS: Duct insulation (except where required 
to prevent condensation) is not required in any of the 
following cases: 


1. When the heat gain or loss of the ducts, without 
insulation, will not increase the energy requirements of 
the building. 


2. Within the HVAC equipment. 
3. Exhaust air ducts. 


4. Supply or return air ducts installed in unvented 
crawl spaces with insulated walls, basements, or cellars 
in one- and two-family dwellings. 


503.10 Duct Construction: All duct work shall be 
constructed in accordance with Standards RS-15, RS— 
16, RS-17, RS-18, RS-19 or RS-20, as applicable, and 
the Uniform Mechanical Code. 


503.10.1: High-pressure and medium-pressure ducts 
shall be leak tested in accordance with the applicable 
standards in Chapter 7 of this Code with the rate of air 
leakage not to exceed the maximum rate specified in 
that standard. 


503.10.2: When low--pressure supply air ducts are lo- 
cated outside of the conditioned space, all HVAC duct- 
work seams and joints, both longitudinal and transverse, 
shall be taped and sealed with products approved by the 
building official only. Ductwork joints shall be mechani- 
cally fastened with a minimum of three fasteners per 
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joint for a cylindrical duct. Use Table 5—11 for duct in- 
sulation requirements. 


503.10.3: Requirements for Automatic or manual 
dampers are found in the Washington State Ventilation 
and Indoor Air Quality Code. 


503.11 Piping Insulation: All piping installed to serve 
buildings (and within) shall be thermally insulated in 
accordance with Table 5—12. For service hot water sys- 
tems see section 504.7. If water pipes are outside of 
conditioned space then the pipe insulation requirement 
shall be R-3 minimum for non-recirculating hot and 
cold water pipes. For recirculating service hot and cold 
water pipes use Table 5-12 for pipe sizes and 
temperatures. 


EXCEPTIONS: mee insulation is not required ((in-amy 


Bog аныны) within unitary HVAC equipment. 
((2--When-the-heat-doss-and7or-heat-gain-of-the-pip- 


ing, without-insulation; does not increase the-energy"Te= 
To ШЕ SRR t used a component of 

503.11.1 Other Insulation Thickness: Insulation thick- 
ness in Table 5—12 is based on insulation having thermal 
resistance in the range of 4.0 to 4.6 per inch of thickness 
on a flat surface at a mean temperature of seventy-five 
degrees F. Minimum insulation thickness shall be in- 
creased for materials having R-values less than 4.0 per 
inch, or may be reduced for materials having R—values 
greater than 4.6 per inch. 


a. For materials with thermal resistance greater than 
R = 4.6 per inch, the minimum insulation thickness may 
be reduced as follows: 


4.6 x (Table 5-12 Thickness) 2 New Minimum Thickness 
Actual Resistance 
b. For materials with thermal resistance less than R = 


4.0 per inch, the minimum insulation thickness shall be 
increased as follows: 


4.0 x (Table 5-10 Thickness) 2 New Minimum Thickness 
ctual Resistance 


c. Additional insulation with vapor barriers shall be 
provided to prevent condensation where required by the 
building official. 


AMENDATORY SECTION (Amending WSR 91-01- 
112, filed 12/19/90, effective 7/1/91) 


WAC 51-11-0504 SERVICE WATER HEAT- 
ING. 


504.1 Scope: The purpose of this section is to provide 
criteria for design and equipment selection that will 
produce energy savings when applied to service water 
heating. 

504.2 Water Heaters, Storage Tanks and Boilers: 

504.2.1 Performance Efficiency: All Storage water 
heaters shall meet the requirements of the 1987 Nation- 


al Appliance Energy Conservation Act and be so label- 
ed. All electric water heaters in unheated spaces or on 
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concrete floors shall be placed on an incompressible, in- 
sulated surface with a minimum thermal resistance of 
R-10. 


504.2.2 Insulation: Heat loss from unfired hot-water 
storage tanks shall be limited to a maximum of 9.6 
Btu/hr/ft? of external tank surface area. The design 
ambient temperature shall be no higher than sixty—five 
degrees F. 


504.2.3 Combination Service Water Heating/Space 
Heating Boilers: Service water heating equipment shall 
not be dependent on year round operation of space heat- 
ing boilers. 


EXCEPTIONS: 


1. Systems with service/space heating boilers having a 
standby loss Btu/h less than: 


(13.3 pmd + 400)/n 


determined by the fixture count method 
where: 


pmd = probably maximum demand in 
gallons/hour as determined in accord- 
ance with Chapter 37 of Standard 
RS-11. 


= fraction of year when outdoor daily 
mean temperature exceeds 64.9° F 


The standby loss is to be determined for a test period 
of twenty-four-hour duration while maintaining a boiler 
water temperature of ninety degrees F above an ambient 
of sixty degrees F and a five foot stack on appliance. 


2. For systems where the use of a single heating unit 
will lead to energy savings, such unit shall be utilized. 


504.3 Automatic Controls: Service water heating sys- 
tems shall be equipped with automatic temperature con- 
trols capable of adjustment from the lowest to the high- 
est acceptable temperature settings for the intended use. 
Temperature setting range shall be set to one hundred 
twenty degrees F or forty-nine degrees C. 


504.4 Shutdown: A separate switch shall be provided 
to permit turning off the energy supplied to electric ser- 
vice water heating systems. A separate valve shall be 
provided to permit turning off the energy supplied to the 
main burner(s) of all other types of service water heater 
systems. 


504.5 Swimming Pools: 


504.5.1: All pool heaters shall be equipped with readi- 
ly accessible ON/OFF switch to allow shutting. off the 
operation of the heater without adjusting the thermostat 
setting. Controls shall be provided to allow the water 
temperature to be regulated from the maximum design 
temperature down to sixty-five degrees F. 


504.5.2 Pool Covers: Heated swimming pools shall be 
equipped with a pool cover, approved by the building 
official. 


504.6 Pump Operation: Circulating hot water systems 
shall be controlled so that the circulation pump(s) can 
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be conveniently turned off, automatically or manually, 
when the hot water system is not in operation. 


504.7 Pipe Insulation: For recirculating and non-re- 
circulating systems, piping shall be thermally insulated 
in accordance with section 503.11 and Table 5-12. 


504.8 Conservation of Hot Water: 


504.8.1 Showers and Lavatories: Showers and lava- 
tories used for other than safety reasons shall be 
equipped with flow control devices or specially manufac- 
tured showerheads or aerators to limit the total water 
flow rate ((to-a-maximmum-of-three-gallons-per-minute 
per-showerhead-or-faucet)) as set forth in chapter 51—26 
WAC, as measured with both hot and cold faucets 
turned on to their maximum flow. 


504.8.2 Lavatories in Restrooms of Public Facilities: 


504.8.2.1: Lavatories in restrooms of public facilities 
shall be equipped with a metering valve designed to close 
by spring or water pressure when left unattended (self- 
closing) and limit the flow (( 


2-5-gattons-per-mimute)) rate as set forth in chapter 51— 
26 WAC. 


EXCEPTION: Separate lavatories for physically handi- 
capped persons shall not be equipped with self-closing 
valves. 


504.8.2.2: Lavatories in restrooms of public facilities 
shall be equipped with devices which limit the outlet 
temperature to a maximum of one hundred ten degrees 
F. 


AMENDATORY SECTION (Amending WSR 91-01- 
112, filed 12/19/50, effective 7/1/91) 


WAC 51-11-0505 ELECTRICAL POWER AND 
LIGHTING. 


505.1 General: Electrical distribution and lighting 
systems shall be designed for efficient distribution and 
use of electrical energy from the service entrance to and 
at the points of use as provided herein. 


505.2 Lighting Switching: Switching for building 
lighting systems shall be designed and installed to permit 
efficient use of energy and to permit maximum flexibility 
in the use of the installed lighting. The following man- 
datory requirements represent the minimum lighting 
controls to be installed in any building. Additional con- 
trols should be provided where deemed appropriate and 
where the installation of such controls can significantly 
reduce energy consumption: 


a. All lighting controls, except automatic controls or 
those for special purpose applications which require 
trained operators or those which would pose a safety 
problem or a security hazard, shall be installed so as to 
be readily accessible to personnel occupying or using the 
lighting space. 


b. The maximum lighting power that may be con- 
trolled from a single switch or automatic control shall 
not exceed that provided by a twenty ampere circuit 
loaded to no more than eighty percent. A master control 
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may be installed provided the individual switches retain 
their capability to function independently. 


c. All lighted spaces enclosed by walls or ceiling 
height partitions and with floor area less than four hun- 
dred square feet shall be provided an individual lighting 
control or an occupant-sensing automatic control. 


d. All lighted spaces with floor area greater than four 
hundred square feet shall be provided with controls to 
permit reducing the lighting by not more than one half 
or occupant-sensing automatic controls. 


e. All building areas greater than two hundred square 
feet where natural lighting is available shall be provided 
with individual controls or daylight- or occupant-sens- 
ing automatic controls which permit control of lights in- 
dependent of general area lighting. Either individual 
controls shall be provided for each row of luminaires 
parallel to a window wall or controls shall be provided to 
reduce the lighting in at least two steps to not more than 
one-half and to completely off in the natural lighting 
area. For office and school occupancies, at a minimum, 
lighting serving a zone within twelve feet of a window 
wall or the zone between an interior wall and the win- 
dow wall of less than twelve feet shall comply with this 
provision. For retail occupancies, at least the row of 
luminaires nearest the window shall comply with this 
provision. 


f. All display, exhibition, or specialty lighting shall be 
controlled independently of general area lighting. 


g. All exterior building lighting including facade 
lighting, parking lots, driveways, walkways shall be fur- 
nished with automatic controls to reduce or turn off all 
lights during periods of non-use or daylight hours, ex- 
cept those required for safety and security. Sign lights 
shall be exempt from this provision. 


505.3 Lighting Power Budget: A lighting power budg- 
et is the upper limit of the power to be available to pro- 
vide the lighting needs in accordance with the criteria 
and calculation procedure specified herein. 


The lighting power budget for a building shall be the 
sum of the power limits computed for all lighted interior 
and exterior spaces and shall be determined in accord- 
ance with the procedures specified in this section. 


EXCEPTION: One- and two-family detached dwellings 
and the dwelling portion of multifamily buildings are 
exempt from the requirements of section 505.3. 


505.3.1 Budget Development: The installed lighting 
wattage for the building project shall not exceed the 
budget level calculated in this section. The budget watt- 
age level shall be the sum of the interior budget calcu- 
lated and the exterior budget. Lighting wattage includes 
lamp and ballast wattage. 


505.3.2 Building Interiors: The interior lighting budg- 
et shall be calculated by multiplying the gross condi- 
tioned floor area, in square feet, by the appropriate unit 
power budget, in watts per square foot, specified in Ta- 
ble 5-13. 
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For special conditions when approved by the building 
official, calculation based on Illuminating Engineering 
Society Unit Power Density or similar nationally recog- 
nized standards may be used. 


The lighting power budget shall be based on the pri- 
mary occupancy for which the space within the building 
is intended. If multiple occupancies are intended, the 
lighting power budget for each type of occupancy shall 
be separately calculated and summed to obtain the 
lighting budget for the interior spaces of the building. If 
a common circulation area serves multiple occupancies 
or multiple retail spaces, the lighting power budget for 
the common circulation area shall be the weighted aver- 
age of the lighting power budgets for all other areas on 
that floor. In cases where a lighting plan for only a por- 
tion of a building is submitted, the interior lighting 
budget shall be based on the gross floor area covered by 
the plan. 


EXCEPTIONS: 


1. Where the following automatic lighting controls are 
installed, for calculations used to determine code com- 
pliance, the installed lighting wattage may be reduced 
by the following percentages: 


a. For occupant-sensing devices, energy savings of 
thirty percent shall be allowed for any single space up to 
four hundred ft? and enclosed by ceiling height parti- 
tions; classrooms, conference rooms, computer rooms, 
storage areas, corridors, or waiting rooms. 


b. For daylighting controls, energy savings of thirty 
percent for continuous dimming and twenty percent for 
stepped controls shall be allowed for any daylit space. 


c. For lumen maintenance controls, energy savings of 
ten percent shall be allowed for any space. 


d. For daylighting controls with occupant-sensing de- 
vices, energy savings of forty-four percent shall be al- 
lowed for any single space up to four hundred ft^ within 
daylit spaces, and enclosed by ceiling height partitions. 


e. For occupant-sensing devices with lumen mainte- 
nance controls, energy savings of thirty-seven percent 
shall be allowed for any single space up to four hundred 
ft? and enclosed by ceiling height partitions. 


505.3.2.1: Lighting for the following applications shall 
be exempted from inclusion in the calculation of lighting 
power budgets: 


A. Stage lighting, entertainment, or audiovisual pre- 
sentations where the lighting is an essential technical el- 
ement for the function performed. 


B. Lighting for medical and dental tasks. 


C. Lighting in areas specifically designed for visually 
handicapped people. 


D. For restaurant occupancies, lighting for kitchens 
and food preparation areas. 


505.3.4 Building Exteriors: The exterior lighting 
budget shall be calculated by multiplying the building 
perimeter in feet by 7.5 watts per foot. Lighting for 
parking structures shall be calculated at 0.3 watts per 
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gross square foot of parking area. An allowance for out- 
door surface parking and circulation lighting may be 
added at 0.05 watts per ft^ of area. Lighting for signs 
that are not an integral part of the building shall be ex- 
empted from inclusion in these calculations. 
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TABLE 5-1 TARGET COMPONENT VALUES FOR GROUP R OCCUPANCY 


Electric Resistance Other Fuels 
Climate Zone 1 2 1 2 
Floor Area 15% 15% 15% 15% 


Glazing Factor U = 0.400 U = 0.400 U = 0.650 U = 0.600 
Doors U = 0.200 U = 0.200 = 0.400 = 0.400 
(R = 5) (R = 5) (R = 2.5) (R = 2.5) 

Ceilings: 
Attic U = 0.031 U = 0.031 U = 0.036 U = 0.031 
(R = 38) (R = 38) (R = 30) (R = 38) 


Single Rafter/ 
Joist Vaulted 


Walls 
Floors 
Slab on Grade 
Slab R-Value 
Below Grade Interior 
Wall R-Value 


2' Depth: Walls 
Slab 


3.5' Depth: Walls 
Slab 


7' Depth: Walls 
Slab 


Below Grade Exterior 
Wall R-Value 


2' Depth: Walls 
Slab 


3.5' Depth: Walls 
Slab 


7' Depth: Walls 
Slab 
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TABLE 5-2 COMPONENT REQUIREMENTS FOR OTHER 
THAN GROUP R OCCUPANCIES 


BUILDINGS OF THREE CONDITIONED STORIES OR LESS 


zone Ceilings Walls Floors Slab on 
(Includes Grade! 
Glazing) 


Installed Installed 


U, U, U R-Value F-Value 
I. 0.035 045 0.05 7 0.56 
II. 0.035 0.20 0.05 10 0.54 


: Insulation shall be water-kesistant material manufactured for 
this use. 


BUILDINGS OVER THREE CONBITIONED STORIES 


Zone Ceilings Walls Floors Slab on 
(Includes Grade! 
Glazing) 


Installed\ Installed . 


U, U U R-Value F-Value 
I. 0.08 0.30 0.08 7 On 56 
II. 0.06 0.25 0.08 10 0.5% 


1 Insulation shall be water-resistant material manufactur&d for 
this use. 
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TABLĄ 5-3 OTHER THAN GROUP R OCCUPANCY HVAC SYSTEM 
HEATING EQUIPMENT - GAS- AND OIL-FIRED 


MINIMUM STEADY STATE COMBUSTION EFFICIENCY 


Furnaces of Capacity of А11 Other 
225,000 Btu/h and less Commercial/ 
Boilers of Capacities of Industrial Furnace 
300,000 Btu/h and less and Boilers 


Types of Equipment Percent! Percent? 
Forced-air furnaces and 

low-pressure steam or 

hot-water boilers 74 75 
Gravity 

central furnaces 69 = 
All other vented 

heating equipment 65 


! Combustion efficiency for furnaces of capaci 


less and boilers of capacities of 300,000 
tested in accordance with the applicable 
furnace test procedures. 


ties of 225,000 Btu/h and 
Btu/h and less shall be 
S. Department of Energy 


2 Combustion efficiency of commercial/industrial\furnaces and boilers 


is defined as 100 percent minus stack losses in\percent of heat 
input. 


Stack losses are: 


Loss due to sensible heat in dry flue gas. 
Loss due to incomplete combustion. 
Loss due to sensible and latent heat in moistu 


re\formed by 
combustion of hydrogen in the fuel. 


4) 
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TABDE 5-4 HVAC SYSTEM HEATING EQUIPMENT (HEAT PUMPS) 
ELECTRICALLY OPERATED STANDARD RATING CONDITIONS 


TYPE 
CONDITIONS AIR SOURCE WATER SOURCE 


Air entering eqwipment^F 70°F(dry bulb) 70*F(dry bulb) 70°F(dry bulb) 


Outdoor unit ambiéat °F 47°F(dry bulb) 17*F(dry bulb) -------------- 
/43°F(wet bulb) /15*F(wet bulb) 


Entering water temp. \°F -------------- ----.---------- 60*F 
water flow гае  \-------------- -------------- As used in 
cooling 


Standard ratings are at sea level. 


TABLE 5-5 HVAC SYSTEM EQUIPMEN ELECTRICALLY DRIVEN 
STANDARD RATING COĄDITIONS=-COOLING 


TEMPERATURES 
DRY WET INLET OUTLET 
BULB BULB 
Air entering equipment °Е 80° 67° ----  ——- 
Condenser ambient 
(air cooled) °F 95° 75° ——> —-—-—--- 
Condenser water 
(water cooled) i °F --- --- 85° 95° 


Standard ratings are at sea level. 


V) 
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TABLĘ 5-6 APPLIED HVAC SYSTEM COMPONENTS ELECTRICALLY DRIVEN 
STANDARD RATING CONDITIONS -- COOLING 


CENTRIFUGAL OR 


SELF-CONTAINED CONDENSERLESS 
RECIPROCATING RECIPROCATING 
ITEM WATER CHILLER WATER-CHILLER 
Water Temperature, 
Leaving chilled 44" 44* 
Entering chilled 54° 54° 
Leaving condenser 95* -- 
Entering 85° z% 
Fouling Factor, Water 
Nonferrous tubes 0.4005" 0.0005 
Steel tubes 0.00" 0.0010 
Refrigerant 0.0000" 0.0000 
Condenser Ambient 95°F (dry bulb) 
(air/evap. cooled) °F /75°F (wet bulb) == 
compressor saturated 
discharge temperature 
Water cooled 
(evap. cooled) . °F -- 105° 
Air cooled °F == š 120° 
Standard ratings at sea level. P, 


hr. ft?» "F/Btu 
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TABLE 35-7 MINIMUM HEAT PUMP EFFICIENCIES, HEATING MODE! 


SOURCE MINIMUM COP 


Air Source: . 
Split System 3.02 


Single Packàge System 3.02 
Water Source 3.85 


Ground Water Source 3.0% 


? When tested @ 47°F(dry bulh)/43*F(wet bulb) 


5 @ 70*F entering 


@ 50^F entering 


MINIMUM HSPF 


When tested at the standard rating specified in Table 5-4. 


TABLE 5-8 MINIMUM EFFICIENCY FOR ELECTRĘC HVAC EQUIPMENT, COOLING 


AIR COOLED 
STANDARD RATING CAPACITY SEER EER 
Under 65,000 Btu/hr. 
( 19,050 watts ) 
A. Split System 10.0 --- 
В. Single Package 9.7 --- 
65,000 Btu/hr. and over ---- 8.9? 


! a 80°F dry bulb / 67°F wet bulb 


2 ё 95°F dry bulb 
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TABLE 5-9 MINIMUM EFFICIENCY FOR ELECTRIC HVAC COMPONENTS '* 


WATER CHILLING PACKAGES 


CONDENSING MEANS 


re ..LLll.LLLLL.CCCU[U— 


AIR WATER EVAPORATIVE 

TYPE OF COMPRESSOR EER COP EER СОР ЕЕВ СОР 
COMPONENT ТҮРЕ 
Condenser Centrifugal 
Included or rotary 8.00 2.34 13.80 4.04 == == 

Reciprocating 8.40 2.36 12.00 3.51 == -- 
Condenserless Reciproc. 9.90 2.90 12.00 3.51 -- -- 
compressor and 
condenser units 
65,000 Btu/hr 
(19,000 watts) Positive 
and over? displacement 9.50 2.48 12.50 3.66 12.50 3.66 


HYDRONIC HEAT PUMPS 


Water source under 
65,000 Btu/hr Centrifugal 
(19,000 watts) or rotary 9.004 2.64 


Water source 
65,000 Btu/hr 


(19,000 watts) Centrifugal 
and over or rotary 9.40 2.75 
1 when tested at the standard rating conditions specified ln Table 5-6. 


2 Ratings in accordance with Standard RS-14 as applicable. 


4) 
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TABLEN 5-10 HVAC-SYSTEM HEAT OPERATED COOLING EQUIPMENT 
HEAT SOURCE MINIMUM COP 

Direct Fired gas, oil ) 0.48 

Indirect Fired steam, hot water ) 0.68 


Net Cooling Output 
Minimum COP = 
Total heat input! 


1 electrical auxiliary inputs excluded 
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TABLE 5-11 INSULATION OF DUCTS 
CLIMATE INSULATION TYPES INSULATION TYPES GROUP R OCCUPANCY 
DUCT LOCATION ZONE MECHANICALLY HEATING ONLY HEATING OR 
COOLED COOLING DUCTS 


On roof or Ó 
exterior of I C, V° and W C and W E and W 
building II D, V? and W D and W D and W 


Attic, garage, 
crawl space, 


in walls! , in К B and V? B E 
floor/ceiling! I C and V? C E 
Within the 

conditioned 

space or in 

heated None None None 
basements Required Required Required 


In cement slab 
or in ground А B B 


Note: Where ducts are used for both heating and cooling, the minimum 
insulation shall be as required for Xhe most restrictive condition. 

1 Insulation may be omitted on thak portion of a duct which is located 
within a wall or floor- ceiling spące where both sides of this space are 
exposed to conditioned air and whefe this space is not ventilated or 
otherwise exposed to unconditioned adr. 

Vapor barriers shall be installed on Sonditioned air supply ducts in 
geographic areas where the average of the July, August, and September 
mean dewpoint temperature exceeds 60°F. 


INSULATION TYPES: Minimum densities and out-ofNpackage thickness. 


A. 0.5-inch 1.5 to 2 lb/cu. ft. duct liner, mineral or glass fiber blanket 
or equivalent to provide an installed total thermal resistance of at 
least R-2. 

B. 2-inch 0.60 lb/cu. ft. mineral or glass fiber bhanket 1.5-inch 1.5 to 2 


lb/cu. ft. duct liner, mineral or glass fiber blaqket.  1.5-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-5. 

€. 3-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 2-inch 1.5 to 2 
lb/cu. ft. duct liner, mineral or glass fiber blanket.\ 2-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent tę provide an 
installed total thermal resistance of at least R-7. 

D. 4-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 3-inch 1.5 to 2 
lb/cu. ft. duct liner, mineral or glass fiber blanket.  3-imch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-10. 

E. 3.5 inch 0.60 lb/cu.ft. mineral or glass fiber blanket, 2.5 in 1.5 to 
2 lb/cu. ft. duct liner, mineral or glass fiber board or equivalent to 
provide an installed total thermal resistance of at least R-8. 

V. Vapor barrier, with perm rating not greater than 0.5 perm, all joints 
sealed. RZ 

w. Approved weatherproof barrier. sA 
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TABLE 5—12 


! For piping exposed Рб ambient air, increase thickness by 0.5". 
2 


* 


X 


PIPING SYSTEM 


All Other 


Steam Condensate 
(for feed water) 


COOLING SYSTEMS 
Chilled Water 


Refrigerant/brine 


Pipe runouts nót exceeding 12 feet in length to individual units, with a pipe diameter of less 


than2 inches. 


MINIMUM PIPE INSULATION REQUIREMENTS” 


INSULATION THICKNESS FOR GIVEN PIPE DIAMETERS! 


LESS THAN 
12 FOOT 
FLUID TEMP PIPE 
RANGE (*F) UP To 2" 
306°F = 450°F 1.5" 
251°Е = 305°F 1.5" 
201°Е = 250°F 1.0" 
100*F = 200*F 0. 
Any 1.0" 
40%P e 55°F 0.5" 
Below 40°F 1.0" 


Columa headings for pipe diameters amended 5/30/90. 


1" 
AND 
LESS 


0.5" 


1.0" 


GREATER GREATER 
THAN 1" 
TO 2" 


2.5" 
2.5" 
1.5" 


1.0" 


1.5" 


0.75" 


1.5" 


THAN 2" 
TO 4" 


3.0" 
2.5" 
2.0" 


1.5" 


2.0" 


1.0" 


1.5" 


GREATER 
CREATER THAN 6" 
THAN 4" AND 
TO 6" LARGER 
3.5" 3.5" 
3.0" 3.0" 
2.0" 2.0" 
1.5" 1.5" 
2.0" 2.0" 
1.0" 1.0" 
1.5" 1.5" 


2) 
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TABLE 5-13 


GROUP 
OCOUPANCY 


A 
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LIGHTING POWER BUDGET! 


DESCRIPTION 


—————— 22 U l — — — e —— 


Assembly w/stage 
Stage lighting 


Assembly w/o stage; other than B and 


E 


Gasoline service station 
gtorage garages 
OKfice buildings 
Wholesale stores 
Police and fire stations 
Retail stores: 
làss than 6000 ft? 
6000 to 20,000 ft? 
ove 20,000 ft? 
Drinking ahd dining establishments 
Food preparation task light 
Aircraft һапдаг< - storage 
Process plants 
Factories and wąrk shops* 
Storage structuré 


Schools and daycare\centers 
Audio-visual presentation lighting 


Storage structures 
Handling areas 

Paint shops 

Auto repair shops 
Aircraft repair hangars 


Institutions 

Administrative support areas 

Diagnostic, treatment, food 
service task lighting 


Dwelling units 
Food preparation task lighting 


Watts/ft? of room may be increased by two percent per foo 


height above 20 feet. 


budget. 


this budget. 


Emergency exit lighting is exempt from interior lighting 
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LIGHTING 
POWER BUDGET 


(Watts/ft?) 


of 


Lighting that is part of machines or equipment is exempt from 
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NEW SECTION 
WAC 51-11-0525 EQUATION 1—GROUP R OCCUPANCY. 


EQUATION 1 -- GROUP R OCCUPANCY 


TARGET UA 

UA, B UA Ug Ag FU; At FULA +0 Ag + А + A FF; Ps 

Where: 

UA, = the target combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 
assembly area. 

U, = the thermal transmittance value of the opaque 
above grade wall area found in Table 5-1. 

A, = opaque above grade wall area. 

Us, = the thermal transmittance value of the below grade 
opaque wall area found in Table 5-1. 

Agu = opaque below grade wall area. 

Us = the thermal transmittance value of the glazing 
area found in Table 5-1. | 

Ac = „15 (total floor area of the conditioned space). 

U; = the thermal transmittance value of the floor area 
found in Table 5-1. ` 

A; = floor area over unconditioned space. 

Unc = the thermal transmittance value of the roof/ 

i ceiling area found in Table 5-1. 

Ac = roof/ceiling area. 

Ucc = the thermal transmittance value of the cathedral 
ceiling area found in Table 5-1. 

Ac = cathedral ceiling area. 

U, = the thermal transmittance value of the opaque door 
area found in table 5-1. 

А, = opaque door area. 

P. = concrete slab component F-value found in Table 5-1. 


Р. = Lineal ft. of concrete slab perimeter. 
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NEW SECTION 
WAC 51-11-0526 EQUATION 2—ALL OCCUPANCIES. 


EQUATION 2 -- ALL OCCUPANCIES 


U = 1 
r, + R, + Roser; 


Where: 
U = the thermal transmittance of the assembly. 
r, = outside air film resistance. 
r. = .17 for all exterior surfaces. 
r, = inside air film resistance. 
r, = 0.61 for interior horizontal surfaces, heat 
flow up. 
r, = 0.92 for interior horizontal surfaces, heat flow down. 
r, = 0.68 for interior vertical surfaces. 
R = 1 = X = measure of the resistance to the passage 
С К of heat for each element. 
С = conductance, the heat flow through a specific material 


of specific thickness. 
K = insulation value of a material per inch. 


X = the thickness of the material in inches. 
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NEW SECTION 
WAC 51-11-0527 EQUATION 3—GROUP R OCCUPANCY. 


EQUATION 3 -- GROUP R OCCUPANCY 


PROPOSED UA 


UA а U,A, + Ugowisew + UAG + UA, + ОА + ЧосАсс+О,Ар+Е,Р; 
Where: 
UA = the combined thermal transmittance of the 


gross exterior wall, floor, and roof/ceiling 
assembly area. 


U = the thermal transmittance of the opaque wall area. 

вы = the thermal transmittance value of the below grade 
opaque wall area. 

Agu = opaque below grade wall area. 

А, = opaque wall area. 

U; = the thermal transmittance of the glazing (window 
or skylight) area. 

А; = glazing area, including windows in exterior doors. 

U, - the thermal transmittance of the floor area. 

А, = floor area over unconditioned space. 

Usc - the thermal transmittance of the roof/ceiling 
area. 

Ac = roof/ceiling area. 

Uc = the thermal transmittance of the cathedral ceiling 
area. 

Aec = cathedral ceiling area. 

U, = the thermal transmittance value of the opaque door 
area. 

А, = opaque door area. 

Fs - concrete slab component f-factor. 

P; = lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
door, and skylight is used, the U and A terms for those items 
shall be expanded into sub-elements as: 


UnAy + ЧА» + ША + ...etc. 
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NEW SECTION 
WAC 51-11-0528 EQUATION 4—OTHER THAN GROUP R OCCUPANCY. 


EQUATION 4 ~~ OTHER THAN GROUP R OCCUPANCY 


TARGET U, 
UA, + ОРА, + ОА, + Е.Р. 
U = 
о ri 
A, + A, + A, + P, 

Where: 

U, = the target combined thermal transmittance of the 
gross exterior wall, floor, and roof/ceiling 
assembly area. 

U, = the thermal transmittance value of the opaque 
above grade wall area found in Table 5-2. 

A, = opaque above grade wall area. 

U, = the thermal transmittance value of the floor area 
found in Table 5-2. 

А, = floor area over unconditioned space. 

U = the thermal transmittance value of the ceiling 
area found in Table 5-2. 

Ac - ceiling area. 

Е, = concrete slab component F-value found in 
Table 5-2. 

Р. = 11пеа1 ft. of concrete slab perimeter 
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NEW SECTION 
WAC 51-11-0529 EQUATION 5—OTHER THAN GROUP R OCCUPANCY. 


1991 EDITION 
EQUATION 5 -- OTHER THAN GROUP R OCCUPANCY 


PROPOSED U, 


U = ЦАА * Ug Ag FU Af FU, A +U, A +0 А + A +P, Р; 
Q7 
eee 


+ Aggy + А, + Ap + Age + AG + A, + P, 


Where: 

U = the combined thermal transmittance of the gross 
exterior wall, floor, and roof/ceiling assembly 
area. 

U = the thermal transmittance of the opaque wall area. 

Uw = the thermal transmittance value of the below grade 
opaque wall area. 

A = opaque below grade wall area. 

Ay = opaque wall area. 

U = the thermal transmittance of the glazing (window 
or skylight) area. 

A; = glazing area, including windows in exterior doors. 

U, = the thermal transmittance of the floor area. 

А, = floor area over unconditioned space. 

Us = the thermal transmittance of the roof/ceiling 
area. 

к = roof/ceiling area. 

Uc = the thermal transmittance of the cathedral ceiling 
area. 

Ac = cathedral ceiling area. 

U, = thermal transmittance value of opaque door area. 

А, = opaque door area. 

F, = Concrete slab component F-factor. 

Р, = lineal ft. of concrete slab perimeter. 


NOTE: Where more than one type of wall, window, roof/ceiling, 
door, and skylight is used, the U and A terms for those items 
shall be expanded into sub-elements as: 


ОМА + UA,» + Ups + ...etc. 
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NEW SECTION 


WAC 51-11-0530 TABLE 5-1. 


TARGET COMPONENT VALUES FOR GROUP R OCCUPANCY 


Electric Resistance Other Fuels 
Climate Zone» 1 2 1 2 
Component 
Glazing % Floor Area 15% 15% 15% 15% 
Glazing U-Factor U = 0.400 U = 0.400 U = 0.650 U = 0.600 
Doors U = 0.200 U = 0.200 U = 0.400 U = 0.400 
(R = 5) (R = 5) (R = 2.5) (R = 2.5) 
Ceilings: 
Attic U = 0.031 U = 0.031 U = 0.036 U = 0.03] 
(R = 38) (R = 38) (R = 30) (R = 38) 
Single Rafter/ U = 0.034 U = 0.034 U = 0.034 U = 0.034 
Joist Vaulted (R = 30) (R= 30) (R = 30) (R = 30) 
Walls U = 0.058 U = 0.044 U = 0.062 U = 0.062 
(R = 19A) (R= 19+5A) (R = 19) (R= 19) 
Floors U = 0.029 U = 0.029 U= 0.041 U = 0.029 
(R = 30) (R = 30) (R = 19) (R = 30) 
Slab on Grade F = 0.54 F = 0.54 F = 0.54 F = 0.54 
Slab R-Value (R = 10) (R = 10) (R = 10) (R = 10) 
Below Grade Interior 
Wall R-Value (R = 19) (R = 19) (R = 19) (R = 19) 
2! Depth: Walls U = 0.043 U = 0.043 U = 0.043 U = 0.043 
` Slab Е = .69 Е = .69 F = .69 F = .69 
3.5' Depth: Walls U = 0.041 U = 0.041 U = 0.041 U = 0.041 
Slab F = 0.64 F = 0.64 F = 0.64 F = 0.64 
7! Depth: Walls U = 0.037 U = 0.037 U = 0.037 U = 0.037 
Slab F = 0.57 F = 0.57 F = 0.57 F = 0.57 
Below Grade Exterior 
Wall R-Value (R = 10) (R = 12) (R = 10) (R = 12) 
2! Depth: Walls U = 0.070 U = 0.061 U = 0.070 U = 0.061 
Slab F = 0.60 F = 0.60 F = 0.60 F = 0.60 
3.5! Depth: Walls U = 0.064 U = 0.057 U = 0.064 U = 0.057 
Slab F = 0.57 F = 0.57 F = 0.57 F = 0.57 
7' Depth: Walls U = 0.056 U = 0.050 U = 0.056 U = 0.050 
Slab F = 0.42 F = 0.42 F = 0.42 F = 0.42 
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NEW SECTION 
WAC 51-11-0531 TABLE 5—2. 


COMPONENT REQUIREMENTS FOR OTHER 
THAN GROUP R OCCUPANCIES 


лл 


BUILDINGS OF THREE CONDITIONED STORIES OR LESS 


Zone Ceilings Walls Floors Slab on 
(Includes Grade! 
Glazing) 


ы 


Installed Installed 


U U U, R-Value F-Value 
I. ` 0.035 0.25 0.05 7 0.56 
II. 0.035 0.20 0.05 10 0.54 


! Insulation shall be water-resistant material manufactured for 


this use. 
BUILDINGS OVER THREE CONDITIONED STORIES 

Zone Ceilings Walls Floors Slab on 

(Includes Grade! 

Glazing) 

Installed Installed 
U, U, U, R-Value F-Value 

I. 0.08 0.30 0.08 7 0.56 
II. 0.06 0.25 0.08 10 0.54 


"| Insulation shall be water-resistant material manufactured for 
this use. : | 
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NEW SECTION 
WAC 51-11-0532 TABLE 5-3. 


OTHER THAN GROUP R OCCUPANCY HVAC SYSTEM 
HEATING EQUIPMENT - GAS- AND OIL-FIRED 
MINIMUM STEADY STATE COMBUSTION EFFICIENCY 


See 


Furnaces of Capacity of All Other 

225,000 Btu/h and less Commercial/ 

Boilers of Capacities of Industrial Furnace 

300,000 Btu/h and less and Boilers 
i OZ x 
Types of Equipment Percent! Percent? 


———————————————————MM————————ÀÀM———ÀÀ 


Forced-air furnaces and 
low-pressure steam or 


hot-water boilers 74 | 75 
Gravity 
central furnaces 69 - 


All other vented 
heating equipment 69 eum 


—————————————————————————————— MÀ 


! Combustion efficiency for furnaces of capacities of 225,000 Btu/h and 
less and boilers of capacities of 300,000 Btu/h and less shall be 
tested in accordance with the applicable U.S. Department of Energy 
furnace test procedures. 


? Combustion efficiency of commercial/industrial furnaces and boilers 
is defined as 100 percent minus stack losses in percent of heat 
input. 


Stack losses are: 
Loss due to sensible heat in dry flue gas. 
Loss due to incomplete combustion. 
Loss due to sensible and latent heat in moisture formed by 
combustion of hydrogen in the fuel. 


a CO ———— MÀ —À——M—— 
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NEW SECTION 
WAC 51-11-0533 TABLE 5-4. 


HVAC SYSTEM HEATING EQUIPMENT (HEAT PUMPS) 
ELECTRICALLY OPERATED STANDARD RATING CONDITIONS 


——————————— OO 


TYPE 
E 
CONDITIONS AIR SOURCE WATER SOURCE 


— n — — .  . _ 


Air entering equipment°F 70°F(dry bulb) 70°F(dry bulb) 70°F(dry bulb) 


Outdoor unit ambient °F 47°F(dry bulb) 17*F(dry bulb) -------------- 
/43*F(wet bulb) /15°F(wet bulb) 


Entering water temp. °F -------------- -------------- 60°F 
Water flow rate |||  -------------- -------------- As used in 
cooling 


——————————————————M CG f 


Standard ratings аге at sea level. 
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NEW SECTION 
WAC 51-11-0534 TABLE 5—5. 


HVAC SYSTEM EQUIPMENT, ELECTRICALLY DRIVEN 
STANDARD RATING CONDITIONS--COOLING 


"—————————À— MM 


TEMPERATURES 


DRY WET INLET OUTLET 


Air entering equipment °F 80° 67° 1----- | А ----- 


Condenser ambient 
(air cooled) °F 95? PRS ^ | haesen duc 


Condenser water 


(water cooled) °F --- --- 85° 95° 


Standard ratings are at sea level. 
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NEW SECTION 


WAC 51-11-0535 TABLE 5-6. 


APPLIED HVAC SYSTEM COMPONENTS ELECTRICALLY DRIVEN 
STANDARD RATING CONDITIONS -- COOLING 


CENTRIFUGAL OR 


SELF-CONTAINED CONDENSERLESS 
RECIPROCATING RECIPROCATING 
ITEM WATER CHILLER WATER-CHILLER 
Water Temperature, °F 
Leaving chilled 44? 44° 
Entering chilled 54° 54° 
Leaving condenser 95° == 
Entering 85° -- 
Fouling Factor, Water 
Nonferrous tubes 0.0005* 0.0005 
Steel tubes 0.0010* 0.0010 
Refrigerant 0.0000* 0.0000 
Condenser Ambient 95*F (dry bulb) 
(air/evap. cooled) °F /75°Е (wet bulb) == 
Compressor saturated 
discharge temperature 
Water cooled ; 
(evap. cooled) °F m 105* 
Air cooled °F -- 120° 


Standard ratings at sea level. 


* hr-ft®-°F/Btu 


[ 287] 


WSR 92-01-140 Washington State Register, Issue 92-01 


NEW SECTION. 
WAC 51-11-0536 TABLE 5-7. 


MINIMUM HEAT PUMP EFFICIENCIES, HEATING MODE! 
SOURCE MINIMUM COP MINIMUM HSPF 


Air Source: 


Split System 3.0? 6.8 
Single Package System 3.0? 6.6 
Water Source 3.85 === 


Ground Water—Source 3.04 --- 


! When tested at the standard rating specified in Table 5-4. 
2 When tested @ 47°F(dry bulb)/43*F(wet bulb) 
3 @ 70°F entering 


^ @ 50°F entering 


[288] 


Washington State Register, Issue 92-01 | WSR 92-01-140 


NEW SECTION 
WAC 51-11-0537 TABLE 5-8. 


MINIMUM EFFICIENCY FOR ELECTRIC HVAC EQUIPMENT, COOLING 
— Ogee 


AIR _ COOLED EVAP/WATER COOLED 
STANDARD RATING CAPACITY SEER EER EER 


АНА 


Under 65,000 Btu/hr. 
( 19,050 watts ) 


A. Split System 10.0 --- --- 
В. Single Package” 9.7 --- | 9.3! 
65,000 Btu/hr. and over ---- 8.9? 10.5! 


Ге 80°F dry bulb / 67°F wet bulb 


2 @ 95°F dry bulb 


3 prior to January 1, 1993 a minimum value of 8.0 SEER may be used. 
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NEW SECTION 


WAC 51-11-0538 TABLE 5-9. 


— MINIMUM EFFICIENCY FOR ELECTRIC HVAC COMPONENTS? 


I 


WATER CHILLING PACKAGES 


CONDENSING MEANS 


______—————————-+-+— 


AIR WATER EVAPORATIVE 
TYPE OF COMPRESSOR EER COP EER COP EER СОР 
COMPONENT TYPE 
i ы ы з ш ыш шы A n 
Condenser Centrifugal 
Included or rotary 8.00 2.34 13.80 4.04 mm == 
Reciprocating 8.40 2.36 12.00 3.51 -- -- 
Condenserless Reciproc. 9.90 2.90 12.00 3.51 m -- 
СЕНО ш = л ы  — —— ы OM шш TZN 
Compressor and 
condenser units 
65,000 Btu/hr | 
(19,000 watts) Positive . 
and over2 displacement 9.50 2.78 12.50 3.66 12.50 3.66 


ami 2 EM MM As ERN 


HYDRONIC HEAT PUMPS 


a 


Water source under 
65,000 Btu/hr Centrifugal 
(19,000 watts) or rotary 9.00 2.64 


Water source 

65,000 Btu/hr 

(19,000 watts) Centrifugal 

and over or rotary 9.40 2.75 


I Y 


1 when tested at the standard rating conditions specified in Table 5-6. 


2 Ratings in accordance with Standard RS-14 as applicable. 
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NEW SECTION 


WAC 51-11-0539 TABLE 5—10. 


HVAC-SYSTEM HEAT OPERATED COOLING EQUIPMENT 


а .LLLLLLLllllJUUUUUULUULLLCC—  — — ——— TF 


HEAT SOURCE MINIMUM COP 
Direct Fired ( gas, oil ) 0.48 
Indirect Fired ( steam, hot water ) 0.68 


к LL HU n n K O 


Net Cooling Output 
Minimum COP = 


— v v n. Y Up 


Total heat input! 


Z YZ ——HÜá€ a —— F ZN, 


1 electrical auxiliary inputs excluded 
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NEW SECTION 


WAC 51-11-0540 TABLE 5-11. 


INSULATION OF DUCTS 


CLIMATE INSULATION TYPES INSULATION TYPES GROUP R OCCUPANCY 
DUCT LOCATION ZONE MECHANICALLY HEATING ONLY HEATING OR 
COOLED COOLING DUCTS 


a 


On roof or on 
exterior of I с, V and W С and W E and 
building IT D, V° and W D and W D and 


= 5 


Attic, garage, 
crawl space, 


in walls!, in -I B and V? B E 
floor/ceiling! ІІ C and V? C E 
Within the 

conditioned 

space or in 

heated None None None 
basements Required Required Required 


In cement slab : | 

or in ground A B B 

An fa W AL 0 dA noclind. the minimum о 
Note: Where ducts are used for both heating and cooling, the minimum 
insulation shall be as required for the most restrictive condition. 

1 Insulation may be omitted on that portion of a duct which is located 
within a wall or floor-ceiling space where both sides of this space are 
exposed to conditioned air and where this space is not ventilated or 
otherwise exposed to unconditioned air. 

Vapor barriers shall be installed on conditioned air supply ducts in 
geographic areas where the average of the July, August, and September 
mean dewpoint temperature exceeds 60°Е. 

INSULATION TYPES: Minimum densities and out-of-package thickness. 


A. 0.5-inch 1.5 to 2 lb/cu. ft. duct liner, mineral or glass fiber blanket 
or equivalent to provide an installed total thermal resistance of at 
least R-2. ` 

в. 2-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 1.5-inch 1.5 to 2 


lb/cu. ft. duct liner, mineral or glass fiber blanket.  1.5-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-5. 

c. 3-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 2-inch 1.5 to 
lb/cu. ft. duct liner, mineral or glass fiber blanket. 2-inch 3 to 7 
lb/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-7. 

D. 4-inch 0.60 lb/cu. ft. mineral or glass fiber blanket 3-inch 1.5 to 2 
lb/cu. ft. duct liner, mineral or glass fiber blanket. 3-inch 3 to 7 
1b/cu. ft. mineral or glass fiber board or equivalent to provide an 
installed total thermal resistance of at least R-10. 

E. 3.5 inch 0.60 lb/cu.ft. mineral or glass fiber blanket, 2.5 inch 1.5 to 
2 lb/cu. ft. duct liner, mineral or glass fiber board or equivalent to 
provide an installed total thermal resistance of at least R-8. 

V. Vapor barrier, with perm rating not greater than 0.5 perm, all joints 
sealed. 


W. Approved weatherproof barrier. 


N 
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MINIMUM PIPE INSULATION REQUIREMENTS 
INSULATION THICKNESS FOR GIVEN PIPE DIAMETERS! 
LESS THAN GREATER 
12 FOOT 1" GREATER GREATER GREATER ‘HAN 6" 
FLUID TEMP PIPE RUN? AND THAN 1" ‘THAN 2" ‘THAN 4" AND 
PIPING SYSTEM RANGE (°F) UP TO 2" IESS TO 2" TO 4" TO 6" LARGER 
HEATING & HOT 
WATER SYSTEMS 
Steam & Hot Water 
Pressure/temperature 
High 306*F * 450°F 1.5" 2.5" 2.5" 3.0" 3.5" 3.5" 
Medium 251°F * 305°Е 1.5" 2.0" 2.5" 2.5" 3.0" 3.0" 
Š Tow 201°F * 250°F 1.0" 1.5" 1.5" 2.0" 2.0" 2.0" 
All Other. 100°F = 200°F 0:5" 1.0" 1.0" 1.5" 1.5" 1.5" 
Steam Condensate ; 
(for feed water) m Any | 1.0" 1.0" 1.5" 2.0" ‚ 2.0" 2.0" 
COOLING SYSTEMS 
Chilled Water : ` 40°F = 55°F ` 0.5" ` 0.5" .0.75" ` 1.0" 1.0" 1.0" 
Refrigerant/brine Below 40°Е 1.09 — 1.0" 1.5" 1.5" 1.5" ` 1.5" 


— a 
1 For piping exposed to ambient air, increase thickness by 0.5". | 


° Pipe runouts not exceeding 12 feet in length to individual units, with a pipe diameter of less 
than 2 inches. : 


* Column headings for pipe diameters amended 5/30/90. 


IPSO-II-IS DVM 


'CI-S ATEVL 


NOLLOJS MAN 


10-26 anss] *19]SI339 3JEJS UOJBUIYSEĄ4 
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NEW SECTION 


WAC 51-11-0542 TABLE 5-13. 


LIGHTING POWER BUDGET! 


__ _ ум 22 


LIGHTING 
GROUP POWER BUDGET" 
OCCUPANCY DESCRIPTION (W/sq. ft.) 
A Assembly w/stage 1.1 
Stage lighting Exempt 
Assembly w/o stage; other than B & E 1.1 
B Gasoline service station 1.7 
Storage garages 0.3 
Office buildings 1.7 
Wholesale stores 2.0 
Police and fire stations 1.7 
Retail stores: 
less than 6000 sq. ft. 4.0 
6000 to 20,000 sq. ft. 3.0 
over 20,000 sq. ft. 2.0 
Drinking and dining establishments 1.85 
Food preparation task light Exempt 
Aircraft hangars - storage 0.7 
Process plants? 1.0 
Factories and work shops? 1.7 
Storage structures 0.7 
E schools and daycare centers 1.7 
Audio-visual presentation lighting Exempt 
H storage structures 0.7 
Handling areas 1.7 
Paint shops 2.5 
Auto repair shops 1.7 
Aircraft repair hangars 1.7 
I Institutions 1.7 
Administrative support areas 1.7 
Diagnostic, treatment, food . 
service task lighting Exempt 
R Dwelling units Exempt 
Food preparation task lighting Exempt 


1 watts/ft^ of room may be increased by two percent per foot of 
height above 20 feet. 


Emergency exit lighting is exempt from interior lighting 
budget. 


Lighting that is part of machines or equipment is exempt from 
this budget. 
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JJ 


4 4 6 
OPTION GLAZING GLAZING DOORS CEILING? VAULTED WALL WALL» int WALL: ext OOR? SLAB 
% FLOOR U-VALUE U-VALUE ABOVE BELOW BELOW ON 
AREA GRADE GRADE GRAD GRADE 
1. 10% 0.46 0.40 R-38 R-30 R-21 R-21 R-10 R-30 R-10 
II. 12% 0.43 0.20 R-38 R-30 R-19 R219 R-10 R-30 R-10 
III. 12% 0.40 0.40 R-38 R-30 R-21 R-21 R-10 R-30 R-10 
* 
IV. 15$ 0.40 0.20 R-38 R-30 R-39 R-19 R-10 R-30 R-10 
V. 18% 0.39 0.20 R-38 R-30 R-21 R-21 R-10 R-30 R-10 
кю 
Ф 
= VI. 21% 0.36 0.20 R-38 R-39 R-21 R-21 R-10 R-30 R-10 
уп.” 25% 0.35 0.20 R-38 R-30 R-194R-5? R-21 R-10 R-30 R-10 
VIII.” 30% 0.32 0.20 R-38 R-30 R-19+R-58 R-21 R-10 R-30 R+10 
* 
Reference Case • (highlighted in redline) 4 Below grade walls shall be insulated either on the exterior to a minimum 
1 level of R-10, or on the interior to the same level as walls above grade. 
Minimum requirements for each option listed. Fgr”example, if a proposed Exterior insulation installed on below grade walls shall be a water 
design has a glazing ratio to the conditionedAloor area of 19%, it shall resistant material, manufactured for its intended use, and installed 
comply with all of the requirements of the,21% glazing option(or higher). according to the manufacturer's specifications. See section 602.2. 
Proposed designs which cannot meet the szócific requirements of a Listed 5 
option above, may calculate compliange by Chapters 4 or S of this Code. Floors over crawl spaces or exposed to ambient air conditions. 
2 Requirement applies to atl ceiljfgs except single rafter or joist vaulted 6 Required slab perimeter insulation shall be a water resistant material, 
ceitings. "Аду! denotes Advgriced Framed Ceiling. manufactured for its intended use, and installed accodring to 
3 manufacturer's specifications. See section 602.4. 
Requirement applicable ońly to single rafter or joist vaulted ceilings. 7 
These options shall be applicable to buildings less than three stories. 
8 


& 


This wall insulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 


чо 
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OFI-I0-C6 ASM 


OPTION HVAC _ GIAZING САС DOORS CEILING VAULTED WALL WALL-int^ WALL+e FLOOR SLAB® 

EQUIP. % FLOOR  U-VALUE U-VAIWE ABOVE BELOW BET ON 

EFFIC. AREA GRADE GRADE RAD GRADE 
I. Med. 10$ 0.70 0.40 R-30 R-30 R-15 R- R-10 R-19  R-10 
II. Med. 12% 0.65 0.40 R-30 R-30 R-15 R-15 R-10 R-19 R10 
шт. High 21% 0.75 0.40 R-30 R-30 R-19 R-19 R-10 R-19  R-10 
IV.' Med. 21% 0.65 0.40 R-30 R-30 R-19 R-19 R-10 R-19 R10 
у. Low 21% 0.60 0.40 R-30 R-30 R-19 R-19 R-10 R-19  R-10 
VI. | Med. 25% 0.50 0.40 R-38 K-30 R-19 R-19 R-10 R-25  R-10 
vin.” Med. 30% 0.45 0.40 R-30 R-30 R-19 R-19 R-10 R-25 Р-10 

Ы 5 


Reference Case • (highlighted in redline) 


Minimum requirements for each option listed. For examóle, if a proposed 
design has a glazing ratio to the conditioned floop/area of 19%, it shall 
comply with all of the requirements of the 21% głazing option(or higher). 
Proposed designs which cannot meet the ѕресі 6 requirements of a listed 
option above, may calculate compliance by gfapters 4 or 5 of this Code. 


2 Requirement applies to all ceilings g«Cept single rafter or joist vaulted 
ceilings. 'Adv' denotes Advanced Pfamed Ceiling. 

3 Requirement applicable only 36 single rafter or joist vaulted ceilings. 

4 


Below grade walls shale insulated either on the exterior to a minimum 
level of R-10, or on/fhe interior to the same level as walls above grade. 
Exterior insulatiaf installed on below grade walls shall be a water 
resistant matepfal, manufactured for its intended use, and installed 
according tothe manufacturer's specifications. See section 602.2. 


SC 


Floors over crawl spaces or exposed to ambient air conditions. 
Required slab perimeter insulation shall be а water resistant material, 
manufactured for its intended use, and installed accodring to 
manufacturer's specifications. See section 602.4. 


These options shall be applicable to buildings less than three stories. 


This wall insulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 


Minimum HVAC Equipment efficiency requirement.  'Low' denotes an AFUE of 
0.74. 'Med.* denotes an AFUE of 0.78.  'High* denotes an AFUE of 0.88. 
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TABLE 6-3 ° PRESCRIPTIVE REQUIREMENTS! FOR GROUP R OCCUPANCY 
CLIMATE ZONE 2 + HEATING BY ELECIRIC RESISTANCE 


OPTION GLAZING | GIAZING DOORS CEILING VAULTED МАЦ, WALL-int* WALL-ext*, FLOOR SLAB’ 
% FLOOR U-VALJE U-VALUE CEILING! ABOVE BELOW BELOW ON 
AREA GRADE GRADE GRAD GRADE 
i. 10% 0.38 0.20 R-38 ‚ R-30 R-21 R-21 R-12 R-30 R-10 
II. 12% 0.40 0.20 R-38 R-30 R-194R-5? R-21 R-12 R-25 R-10 
* 
III. 15% 0.40 0.20 R-38 R-30 R-194R-55 R-21 R-12 R-30 R-10 
IV. 18$ 0.38 0.20 R-38 R-30 R-19 6-58 R-21 R-12 R-30 R-10 
v. 21% 0.35 0.20 R-38Adv R-38 R-19+R-5° R-21 R-12 R-30 R-10 
VI. s 25% 0.33 0.20 R-49Adv RZ28 R-19+R-5* R-21 R-12 R-30 R-10 
vir." 30% 0.31 0.20 R-60Adv // R-38 _ R214R7.5! R-21 R-12 R-30 В-210 
* 
Reference Case • (highlighted in redline) 5 Floors over crawl spaces or exposed to ambient. air conditions. 
i Minimum requirements for each option listed. For example, if a proposed ó Required slab perimeter insulation shall be a water resistant material, 
design has a glazing ratio to the conditioned flogr area of 19%, it shall manufactured for its intended use, and installed accodring to 
comply with all of the requirements of the 21% g(azing option(or higher). manufacturer's specifications. See section 602.4. 
Proposed designs which cannot meet the specific requirements of a listed 7 
option above, may calculate compliance by Chapters 4 or 5 of this Code. These options shall be applicable to buildings less than three stories. 
2 Requirement applies to all ceilings/eXcept single rafter or joist vaulted 8 This wall insulation requirement denotes R-19 wall cavity insulation plus 
ceilings. "Adv! denotes Advancedg/framed Ceiling. R-5 foam sheathing. 
5 Requirement applicable only æO single rafter or joist vaulted ceilings. 9 this wall insulation requirement denotes R-21 wall cavity insulation plus 
¿ R-7.5 foam sheathing. 


Below grade walls shal be insulated either on the exterior to a minimum 
level of R-10, or gm the interior to the same level as walls above grade. 
Exterior insulatjón installed on betow grade walls shall be a water 
resistant material, manufactured for its intended use, and installed 
according te the manufacturer's specifications. See section 602.2. 


RE 
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EQUIP. % FLOOR U-VAWE  U-VAIUE 

EFFIC. AREA 
I. Med. 10$ 0.70 0.40 R-38 
II. Med. 12% 0.65 0.40 R-38 
III. High 17$ 0.65 0.40 R-38 

* 

IV. Med. 175 0.60 0.40 R-38 
V. Low 17% 0.50 0.40 R-38 
VI. Med. 21$ 0.50 0.40 R-38 
VII.’ Med. 25% 0.45 0.40 R-38 
VIII. Med. 30% 0.40 0.40 RS 
* 
Reference Case * (highlighted in redline) 

1 Minimum requirements for each option listed. pór example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19%, it shall 
comply with all of the requirements of the“21% glazing option(or higher). 
Proposed designs which cannot meet the/Épecific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 

2 Requirement applies to all cejtings except single rafter or joist vaulted 
ceilings.  'Adv' denotes Agvanced Framed Ceiling. 

3 Requirement applicable Only to single rafter or joist vaulted ceilings. 

4 


мл 


Below grade walls shall be insulated either on the exterior to a minimum 
level of R-10y/or on the interior to the same level as walls above grade. 
Exterior ipSulation installed on below grade walls shall be a water 
resistapt material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. Seesection 602.2. 


loors over crawl spaces or exposed to ambient air conditions. 


manufactured for its intended use, and installed accodring to 


manufacturer's specifications. 


0.74. 


Minimum HVAC Equipment efficiency requirement. 
'Med.' denotes an AFUE of 0.78. 


See section 602.4. 


CEILING? VAULTED WALL WALL: int’  WALL-eyt* FLOOR SIAB 
CEILING) ABOVE BEŁOW BELO ON 
GRADE GRADE GRADI GRADE 
R-30 R-19 R-19 R-12 R-25  R-10 
R-30 R-19 R-19 R-12 R-25  R-10 
R-30 R-19 R-19 R-12 R-25  R-10 
R-30 K-19 R-19 R-12 R-30 _ R-10 
R-30 R-19 R-19 R-12 R-30 . R-10 
R 30 R-19 R-19 R-12 R-30 R10 
R-30 R-19 R-19 R-12 R-30 В-10 
R-30 R-19 R-19 R-12 R-30 R-1lO 
6 


Required slab perimeter insulation shall be a water resistant material, 


These options shall be applicable to buildings less than three stories. 


This wall insulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 


*Łow' denotes an AFUE of 
'High' denotes an AFUE of 0.88. 
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TABLE 6- LOG HOMES PRESCRIPTIVE REQUIREMENTS! 
HEATING BY ELECTRIC RESISTANCE 


AVEPAG GLAZING GLAZING DOORS CEILING! VAULTED’ FLOOR’ SLAB’ 
OPTION O % FLOOR  U-VAIUE  U-VALJE CEILING ON 
THICKNES AREA GRADE 


I. 5.5" 15 0.31 0.14 R-60 Adv R-38 R-38 R-10 
Ir.” 7.5" 15% 0.40 0.20 R-60 Adv R-38 R-30 R-10 
III. 9. 6" 15%. 0.40 0.20 R-38 R-30 R-30 R-10 


Iv.’ 6.7" 15% 0.31 0.14 R-60 Adv R-38 R-38 R-10 
v. 8.7" 15% 0.40 Q.14 R-60 Adv R-38 R-38 R-10 
vi.’ 9.8" 15% 0.40 0.20 R-60 Adv R-38 R-30 R-10 
VII.” 10.5" 15% 0.40 0.20 R-49 Adv R-38 R-30 R-10 
VIII.” 13.5" 15% 0.40 0.20 R-38 R-30 R-30 R-10 


Reference Case * (highlighted in redline) 


For Group R Occupancy use Table 6-5 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 
6-4 for all other portions of the floor area. Minimum requirements are for each option listed. Interpolations between 
options is not permitted. Proposed designs which cannot meet the specific requiremehts of a listed option above, may 
calculate compliance by Chapters 4 or 5 of this Code. 


E Required miminum average log thickness. 
3 ‘adv! denotes Advanced Framing. Requirement applies to all ceilings except single rafter jo\st vaulted ceilings. 
4 Requirement applicable only to single rafter joist vaulted ceilings. 
5 Floors over crawl spaces or exposed to ambient air conditions. 
6 Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
according to manufacturer's specifications. 
7 


These options shall be applicable to buildings less than three stories. 


2 
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p 3.5" 21$ 0.40 
II. 4.4" 21% 0.40 
III. 5.2" 2%5 0.50 
ІУ. 6.5" 21% 0.60 
у. 7.0" 21% 0.60 
VI.' 8.2" 21% N65 


CLIMATE ZONE 2 


vit.’ 3.5" 17% 0.31 
vii? 3.5" 17$ 0.40 
xx.’ 4.6" 17% 0.40 
х. 5.4" 17% 0.40 
XI. 6.8" 17% 0.50 
XII.' 9.0" 17% _ 0.60 


Reference Case * (highlighted in redline) 


options is not permitted. Proposed desi 
calculate compliance by Chapters 4 or 5 of this Code. 


2 Required miminum average log thickness. 
3 'Adv* denotes Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 
á Requirement applicable only to single rafter joist vaulted ceilings. 
5 Floors over crawl spaces or exposed to ambient air conditions. 
6 Required slab perimeter insulation shall be water-resistant material, 
according to manufacturer's specifications. 
ү These options shall be applicable to buildings less than three stories. 
8 


0.39 


0.40 


0.40 


0.40 


0.40 


0.40 


0.14 


0440 


0.40 


0.40 


0.40 


0.40 


For this option, minimum HVAC system efficiency is an AFUE of 0.88. 
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R-38 


R-30 


R-30 


R-30 


R-30 


R-30 


R-38 


R-38 


R-38 


R-30 


R-30 


R-30 


For Group R Occupancy use Table 6-6 for only the portion of floor area using log/soNid timber wal 
6-4 for all other portions of the floor area. Minimum requirements are for each орї ҳп listed. 


R-30 


R-19 


R-19 


R-19 


R-19 


R-19 


R-38 | 


R-30 


R-30 


R-30 


R-30 


R-30 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10 


R-10: 


Use Tables 6-1 to 


Interpolations betwcen 
gns which cannot meet the specific requirements of a listed option above, may 


manufactured for its intended useN and installed 


J 
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TABLE 6-7 OTHER THAN GROUP R OCCUPANCIES PRESCRIPTIVE REQUIREMENTS 


COMPONF]J 

SPACE CONDITION) 
SYSTEM TYPE 
ROOF/CEILINGS 
EXTERIOR WALLS 


FLOORS OVER 
UNCONDITIONED SPACE 


BEIOW GRADE WALIS 
SLAB ON GRADE FLOORS! 
GLAZING TYPE 


MAXIMUM TOTAL GLAZING AREA 
(% of Gross Exterior Wall Area) 


ZONE I 


ZONE II 


Insulation shall be a water-resistant material, manufactured for its >) 


intended use, and installed to 


manufacturer's specifications. 


2 Double! denotes a minimm air space between glazings of 1⁄2 inch. 
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OPTION GIAZING GLAZING DOORS CEILING’ VAULTED WALL WALLeint’ WALLeext* FLOOR? SLAB 
= FLOOR U-VAWE  U-VAWE CEILING! ABOVE BELOW BELOW ON 
AREA GRADE GRADE GRADE GRADE 
an зыл о шшш EO WÓZ ZZ OZ ыыы ыр „ызын ны 
т. 10% 0.46 0.40 R-38 R-30 R-21 R-21 R-10 R-30 R10 
тт. 12% 0.43 0.20 R-38 R-30 R-19 R-19 R-10 R-30 R10 
III. 12$ 0.40 0.40 R-38 R-30 R-21 R-21 R-10 R-30 R10 
ту." 15% 0.40 0.20 R-38 R-30 R-19 R-19 R-10 R-30 В-10 
v. 18% 0.39 0.20 R-38 R-30 R-21 R-21 R-10 R-30 В-10 
VI. 21$ 0.36 0.20 R-38 R-30 R-21 R-21 R-10 R-30 R-10 
vir.Z 25% 0.327 0.20 R-38 R-30 R-194R-5? R-21 R-10 R-30  R-10 
vni 4 30% 0..297 0.20 R-38 R-30 R-19+R-57 R-21 R-10 R-30 В-10 


NOILOUS MAN 
071-10-76 ASM 
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Reference Case 


Minimum requirements for each option listed. For example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19%, it shall 
comply with all of the requirements of the 21% glazing option(or higher). 
Proposed designs which cannot meet the specific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


Requirement applies to all ceilings except single rafter or joist vaulted 
ceilings. ‘Adv' denotes Advanced Framed Ceiling. 


Requirement applicable only to single rafter or joist vaulted ceilings. 


Below grade walls shall be insulated either on the exterior or on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. See section 602.2. 


Floors over crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be a water resistant material, 
manufactured for its intended use, and installed according to 
manufacturer's specifications. See section 602.4. 


The following options shall be applicable to buildings less than three 
stories: 0.35 maximum for glazing areas of 25X or less; 0.32 maximum for 
glazing areas of 30% or less. 


This wall insulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 
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. 4 4 5 
HVAC? GLAZING GLAZING DOORS CEILING VAULTED WALL WALL*int WAIL-*ext FIOOR SLAB 
EQUIP. % FLOOR U-VALUE U-VALUE CEILING! ABOVE BELOW BEIOW ON 
EFFIC. AREA GRADE GRADE GRADE GRADE 
m 
Med. 10$ 0.70 0.40 R-30 R-30 R-15 R-15 R-10 R-19 R-10 ^ 
N 
Med. 12% 0.65 0.40 R-30 R-30 R-15 R-15 R-10 R-19 R-10 
High 21$ 0.75 0.40 R-30 R-30 R-19 R-19 R-10 R-19 R-10 
Med. 21$ 0.65 0.40 R-30 R-30 R-19 R-19 R-10 R-19 R-10 
Low 21$ 0.60 0.40 R-30 R-30 R-19 R-19 R-10 R-19 R-10 
Med. 25$ 0. 457 0.40 R-38 R-30 R-19 R-19 R-10 R-25 R-10 
Med. 30% 0.407 0.40 R-30 R-30 R-19 R-19 R-10 R-25 R-10 
* 
Reference Case 5 Floors over crawl spaces or exposed to ambient air conditions. 
Minimum requirements for each option listed. For example, if a proposed u Required slab perimeter insulation shall be a water resistant material, 
design has a glazing ratio to the conditioned floor area of 19%, it shall manufactured for its intended use, and installed according to 
comply with all of the requirements of the 21% glazing option(or higher). manufacturer's specifications. See section 602.4. 
Proposed designs which cannot meet the specific requirements of a listed 2 
option above, may calculate compliance by Chapters 4 or 5 of this Code. The following options shall be applicable to buildings tess than three 
stories: 0.50 maximum for glazing areas of 25% or less; 0.45 maximum for 
Requirement applies to all ceilings except single rafter or joist vaulted glazing areas of 30% or less. 
ceilings. 'Adv' denotes Advanced Framed Ceiling. 8 
This wall insulation requirement denotes R-19 wall cavity insulation plus 
Requirement applicable only to single rafter or joist vaulted ceilings. R-5 foam sheathing. 
9 


Below grade walls shall be insulated either on the exterior or on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's Specifications. See section 602.2. 


Minimum HVAC Equipment efficiency requirement for combustion 
appliances.'Low' denotes an AFUE of 0.74. 
'High! denotes an AFUE of 0.88 or greater. 
Minimum HVAC Equipment efficiency requirement for heat pumps. ‘Low! 
denotes an HSPF of 6.35. 'Med' demotes and HSPF of 6.8. 'High' denotes 
and HSPF of 7.7. Water and ground source heat pumps shall be considered 
as medium efficiency and have a minimum COP as required in Table S-7. 


'Med.' denotes an AFUE of 0.78. 
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PRESCRIPTIVE REQUIREMENTS' FOR GROUP R OOCUPANCY 
CLIMATE ZONE 2 
HEATING BY ELECTRIC RESISTANCE 


OPTION GLAZING GLAZING DOORS CEILING. VAULTED WALI, WALL-int WALL-ext^ FLOOR? SLABÝ 
$ FLOOR  U-VALJE  U-VALUJE CEILING! ABOVE BELOW BELOW ON 

AREA GRADE GRADE GRADE GRADE 
I. 10$ 0.38 0.20 R-38 R-30 R-21 R-21 R-12 R-30 R10 
II. 12$ 0.40 0.20 R-38 R-30 R-19+R-5° R-21 R-12 R-25 В-210 
nr." 15$ 0.40 0.20 R-38 R-30 R-19+R-5° R-21 R-12 R-30 В-10 
Iv. 18% 0.38 0.20 R-38 R-30 R-19+R-5° R-21 R-12 R-30 R10 
у.? 21% 0.35 0.20 R-38Adv R-38 R-19+R-5° R-21 R-12 R-30 R10 
ут. 25% 0.307 0.20 R-49Adv R-38 R-19+R-5* R-21 R-12 R-30 В-10 
VII. 30% 0.287 0.20 R-60Adv R-38 R214R7.5? R-21 R-12 R-30 В-10 


Reference Case 


Minimum requirements for each option listed. For example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19%, it shall 
comply with all of the requirements of the 21% glazing option(or higher). 
Proposed designs which cannot meet the specific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


manufactured for its intended use, and installed according to 
manufacturer's specifications. See section 602.4. 


The followin options shall be applicable to buildings less than three 
stories: 0.33 maximum for glazing areas of 25X or less; 0.31 maximum for 
glazing areas of 30X or less. 


This wall insulation requirement denotes R-19 wall cavity insulation plus 


2 Requirement applies to all ceilings except single rafter or joist vaulted R-5 foam sheathing. 
ceilings. 'Adv' denotes Advanced Framed Ceiling. 
3 This wall insulation requirement denotes R-21 wall cavity insulation plus 
Requirement applicable only to single rafter or joist vaulted ceilings. R-7.5 foam sheathing. 
4 Below grade walls shall be insulated either on the exterior or on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. See section 602.2. 
5 Floors over crawl spaces or exposed to ambient air conditions. 
6 


Required slab perimeter insulation chal! be a water resistant material, 
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PRESCRIPTIVE REQUIREMENTS! FOR GROUP R OCCUPANCY 
CLIMATE ZONE 2 
HEATING BY OTHER FUELS 

PN  -Q S4 R. —  _ _ LL O ea p ce e ce Lr 
HVAC’ GLAZING GLAZING DOORS СЕППК? VAULTED WALL WALL: int*  WALL-ext* FIODOR?  SIABÓ 

EQUIP. % FLOOR  U-VALUE U-VAIWE CEILING! ABOVE BELOW BELOW ON 

EFFIC. AREA GRADE GRADE GRADE GRADE 
АЕС 
Med. 10% 0.70 0.40 R-38 R-30 R-19 R-19 R-12 R-25  R-10 

Med. 12% 0.65 0.40 R-38 R-30 R-19 R-19 R-12 R-25 В-10 

High 17% 0.65 0.40 R-38 R-30 R-19 R-19 R-12 R-25 R10 

Med. 17% 0.60 0.40 R-38 R-30 R-19 R-19 R-12 R-30 В-10 

Low 17% 0.50 0.40 R-38 R-30 R-19 R-19 R-12 R-30 В-10 

Med. 21% 0.50 0.40 R-38 R-30 R-19 R-19 R-12 R-30 R10 

Med. 25% 0.407 0.40 R-38 R-30 R-19 R-19 R-12 R30 R410 

Med. 30% 0.35” 0.40 R-38 R-30 R-19 R-19 R-12 R-30 R10 
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Reference Case 


Minimum requirements for each option listed. For example, if a proposed 
design has a glazing ratio to the conditioned floor area of 19%, it shall 
comply with all of the requirements of the 21% glazing option(or higher). 
Proposed designs which cannot meet the specific requirements of a listed 
option above, may calculate compliance by Chapters 4 or 5 of this Code. 


Requirement applies to all ceilings except single rafter or joist vaulted 
ceilings. 'Adv' denotes Advanced Framed Ceiling. 


Requirement applicable only to single rafter or joist vaulted ceilings. 
Below grade walls shall be insulated either on the exterior ог on the 
interior. Exterior insulation installed on below grade walls shall be a 
water resistant material, manufactured for its intended use, and installed 
according to the manufacturer's specifications. Seesection 602.2. 


Floors over crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be a water resistant material, 
manufactured for its intended use, and installed according to 
manufacturer's specifications. See section 602.4. 


The following options shall be applicable to buildings less than three 
stories: 0.45 maximum for glazing areas of 25X or less; 0.40 maximum for 
glazing areas of 30X or less. 


This wall .nsulation requirement denotes R-19 wall cavity insulation plus 
R-5 foam sheathing. 


Minimum HVAC Equipment efficiency requirement for combustion 
appliances.'Low' denotes an AFUE of 0.74.  'Med.' denotes an AFUE of 0.78. 
'High' denotes an AFUE of 0.88 or greater. 

Minimum HVAC Equipment efficiency requirement for heat pumps. 'Low' 
denotes an HSPF of 6.35.  'Med' demotes and HSPF of 6.8. ‘High’ denotes 
and HSPF of 7.7. Water and ground source heat pumps shall be considered 
as medium efficiency and have a minimum COP as required in Table 5-7. 
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NEW SECTION 


WAC 51-11-0629 TABLE 6-5. 


t 5.5" 15$ 0.31 0.14 R-60 Adv R-38 R-38 R-10 
Lr 7.9" 15$ 0.40 0.20 R-60 Adv R-38 R-30 R-10 
III.' 9.6" 15$ 0.40 0.20 R-38 R-30 R-30 R-10 


гу.” 6.7" 15% 0.31 0.14 R-60 Adv R-38 R-38 R-10 
v.7 8.7" 15% 0.40 0.14 R-60 Adv R-38 R-38 В-10 
vr.’ 9.8" 15$ 0.40 0.20 R-60 Adv R-38 R-30 В-10 
vir.’ 10.5" 15% 0.40 0.20 R-49 Adv R-38 R-30 R10 
VIII. 13.5" 15% 0.40 0.20 R-38 R-30 R-30 R10 


Reference Case 


For Group R Occupancy use Table 6-5 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 
6-4 for all other portions of the floor area. Minimum requirements are for each option listed. Interpotations between 
options is not permitted. Proposed designs which cannot meet the specific requirements of a listed option above, may 
calculate compliance by Chapters 4 or 5 of this Code. 


2 Required minimum average log thickness. 
3 'АЧу' denotes Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 
4 


Requirement applicable only to single rafter joist vaulted ceilings. 
Floors over crawl spaces or exposed to ambient air conditions. 


Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
according to manufacturer's specifications. 


These options shall be applicable to buildings less than three stories. 
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NEW SECTION 
WAC 51-11-0630 TABLE 6-6. 


IOG HOMES PRESCRIPTIVE REQUIREMENTS! 
HEATING BY OTHER FUEIS 


—— > LLL LŚ 


OPTION AVERAGE? GLAZING GLAZING DOORS CEILING! VAULTED’ FLOOR? _ SIABÓ 
LOG % FLOOR  U-VAIUE U-VAIDE CEILING ON 
THICKNESS ARFA GRADE 


eee 


CLIMATE ZONE 1 


T: 3.5" 21% 0.40 0.39 R-49 Adv R-38 R-30 = R-10 
тт. 4.4" 21% 0.40 0.40 R-38 R-30 R-19 R-10 
III. 5.2" 21% 0.50 0.40 R-38 R-30 R-19  R-10 
IV. 6.5" 21% 0.60 0.40 R-38 R-30 R-19 R10 
v . 7.0" 21$ 0.60 0.40 R-38 R-30 R-19 . R-10 
vi." 8.2" 21% 0.65 0.40 R-38 R-30 R-19 . R-10 


vit.’ 3.5" 17% 0.31 0.14 R-60 Adv R-38 R-38 R-10 
VIII”? 3.5" 17$ 0.40 0.40 R-60 Adv R-38 R-30 R-10 
rx.” 4.6" 17% 0.40 0.40 R-60 Adv R-38 R-30 R-10 
X. 5.4" 17% 0.40 0.40 R-38 R-30 R-30 R-10 
XI. 6.8" 17$ 0.50 0.40 R-38 R-30 R-30 R-10 
XII.' 9.0" 17$ 0.60 0.40 R-38 R-30 R-30 R-10 


x 
Reference Case 


1 For Group R Occupancy use Table 6-6 for only the portion of floor area using log/solid timber walls. Use Tables 6-1 to 


6-4 for all other portions of the floor area. Minimum requirements are for each option listed. Interpolations between 
options is not permitted. Proposed designs which cannot meet the specific requirements of a listed option above, may 
calculate compliance by Chapters 4 or 5 of this Code. 


2 Required minimum average log thickness. 

3 'Adv' denotes Advanced Framing. Requirement applies to all ceilings except single rafter joist vaulted ceilings. 

4 Requirement applicable only to single rafter joist vaulted ceilings. 

5 Floors over crawl spaces or exposed to ambient air conditions. 

6 Required slab perimeter insulation shall be water-resistant material, manufactured for its intended use, and installed 
according to manufacturer's specifications. 

f These options shall be applicable to buildings less than three stories. 

8 


For this option, minimum HVAC system efficiency is an AFUE of 0.88. 
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NEW SECTION 
WAC 51-11-0631 TABLE 6-7. 


OTHER THAN GROUP R OOCUPANCIES PRESCRIPTIVE REQUIREMENTS 


OOMPONENT ZONE I ZONE II 


SPACE CONDITIONING 


SYSTEM TYPE ANY ANY 
ROOF/CEILINGS R-30 R-30 
EXTERIOR WALLS R-11 R-11 
FLOORS OVER 

UNCONDITIONED SPACE R-11 R-11 
BELOW GRADE WALLS R-4 | R-5 
SLAB ON GRADE FLOORS! R-7 R-10 
GLAZING TYPE Double? Double? 


MAXIMUM TOTAL GLAZING ARFA 
(% of Gross Exterior Wall Area) 32% 22% 


! Insulation shall be a water-resistant material, manufactured for its 


intended use, and installed to manufacturer's specifications. 


2 'pouble' denotes a minimum air space between glazings of 1/2 inch. 
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AMENDATORY SECTION (Amending WSR 91-01— 
112, filed 12/19/90, effective 7/1/91) 


WAC 51-11-1000 CHAPTER 10. 


Section 1000 Default heat—loss coefficients ((for-site= 
built-singl Bere ea )). 


WSR 92-01-141 
PUGET SOUND 


WATER QUALITY AUTHORITY 
[Filed December 19, 1991, 4:48 p.m.] 


NOTICE OF PROPOSED PLAN AMENDMENT 
AND PUBLIC HEARINGS PUGET SOUND 
WATER QUALITY AUTHORITY 


Title of Proposal: Amendments to selected programs 
of the 1991 Puget Sound Water Quality Management 
Plan 

Purpose: The proposal makes selective amendments to 
several programs of the plan. 

Statutory Authority for Revising Plan: RCW 
90.70.075. 

Statute Being Implemented: Chapter 90.70 RCW and 
Section 320 of the Federal Clean Water Act, as amend- 
ed by the Water Quality Act of 1987, P.L. 100—4, 33 
U.S.C. 1330 

Name of Agency Personnel Responsible for Drafting, 
Implementing and Enforcing: Nancy McKay, Executive 
Director, P.O. Box 40900, Olympia, WA 98504—0900, 
(206) 493-9300 or 1-800-54-SOUND. 

Name of Proponent: Puget Sound Water Quality Au- 
thority, governmental agency. 

Date of Intended Adoption: On or after February 19, 
1992 

Opportunity for Public Review and Comment: Copies 
of the proposal may be obtained from the Authority — 
phone (206) 493-9300 or 1-800-54-SOUND. Written 
comments must be received by 5 p.m., January 27, 1992. 
Please direct comments to Steve Tilley, Puget Sound 
Water Quality Authority, MS-PV-15, P.O. Box 40900, 
Olympia, WA 98504-0900. 

Five public hearings will be held as follows: 

Seattle: Wednesday, January 22, 1992, 7 p.m. to 9 
p.m., NOAA, Sandpoint, Building 9 Theater, 7600 
Sandpoint Way N.E. 

Mt. Vernon: Wednesday, January 22, 1992, 7 p.m. to 
9 p.m., Skagit County Courthouse, Hearing Room A, 
2nd and Kincaid. 

Olympia: Wednesday, January 22, 1992, 7 p.m. to 9 
p.m., General Administration Building, First Floor Con- 
ference Room, Capitol Campus. 

Port Angeles: Thursday, January 23, 1992, 7 p.m. to 9 
p.m., Clallam County Courthouse Training Room, 2232 
East 4th Street. 

Bremerton: Thursday, January 23, 1992, 7 p.m. to 9 
p.m., Cascade Natural Gas, 6313 Kitsap Way. 

Summary: The Puget Sound Water Quality Authority 
(authority) proposes to amend the following programs of 
the 1991 Puget Sound Water Quality Management Plan 
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(plan): Estuary management and plan implementation; 
stormwater and combined sewer overflows; nonpoint 
source pollution; spill prevention and response; contami- 
nated sediments and dredging; wetlands protection; mu- 
nicipal and industrial discharges; monitoring; laboratory 
support; and Puget Sound Foundation. 


ESTUARY MANAGEMENT AND PLAN 
IMPLEMENTATION PROGRAM 


Proposed amendments to this program revise the 
planning and reporting requirements for state agencies 
and local and tribal governments implementing the 
Puget Sound plan. The changes are intended to give the 
plan implementers greater responsibility in setting target 
dates, defining tasks, and in developing future work pro- 
posals. The proposed change would allow for improved 
tracking of plan implementation. Specific dates would be 
set for the reports already requested in the plan and 
some new reporting requirements would be established. 

At the beginning of each biennium, agencies would 
prepare implementation plans setting target dates and 
defining tasks based on their available resources. These 
plans would be used as the basis for progress reports that 
would be submitted to the authority every six months. 

In preparation for the subsequent budget cycle, the 
authority would provide guidance to agencies on plan 
priorities. Agencies would develop budgets as well as 
work proposals which define tasks and set new target 
dates for- implementing the plan in the next biennium. 
These would be submitted to the authority for review 
and ultimately to the Office of Financial Management 
for preparation of the governor's budget proposal. 

Early in the second fiscal year of each biennium, 
agencies would submit biennial reports to the authority 
in which they assess the consistency of their activities 
with plan requirements and success in implementing the 
plan to protect and improve Puget Sound water quality. 
The authority would prepare the state of the sound re- 
port for submittal to the governor and legislature in ad- 
vance of the biennial budget session. The authority staff 
would also work with local and- tribal governments to 
develop implementation plans. 


STORMWATER AND COMBINED SEWER 
OVERFLOWS PROGRAM 


The current program requires the authority and ecol- 
ogy to adopt companion rules requiring local govern- 
ments in the Puget Sound Basin to adopt stormwater 
programs. The plan requires basic programs. for all ju- 
risdictions and comprehensive programs for urbanized 
areas. The amendment would replace the rules with di- 
rection in the plan that lócal governments adopt 
stormwater programs and that ecology provide technical 
guidance. The proposed amendment would require im- 
plementation of minimum requirements for local basic 
stormwater programs, including adoption of local tech- 
nical’ manuals equivalent to ecology's technical manual. 
Ecology's manual contains design and operation stan- 
dards for stormwater systems. 

The proposed amendments would strengthen the goal 
by adding restoration of beneficial uses and replaces 
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"maximum extent practicable" with "as necessary." The 
strategy has been clarified to include best management 
practices as the preferred way to control stormwater and 
treatment as a last resort. 

The proposed amendment provides better coordination 
with the Environmental Protection Agency's (EPA) pro- 
grams. EPA has issued stormwater National Pollutant 
Discharge Elimination System (NPDES) regulations for 
large jurisdictions and for discharges associated with in- 
dustrial activities in all jurisdictions. EPA will also issue 
NPDES requirements for smaller jurisdictions in the 
next few years. The proposed amendment directs ecology 
to: Begin comprehensive programs for five large and 
medium-sized jurisdictions named by EPA; develop a 
schedule for extending the comprehensive requirements 
to additional urbanized areas on a priority basis; and 
help smaller jurisdictions implement the basic program. 

Other proposed stormwater program amendments 
would clarify that the plan directs local governments to 
manage stormwater quantity only as it relates to water 
quality and would promote cooperation among neigh- 
boring jurisdictions in basin planning efforts. 

The Highway Runoff Program amendment would re- 
quire ecology to designate the Washington State De- 
partment of Transportation's (WSDOT's) Puget Sound 
highway system as a municipality under the EPA NP- 
DES regulations for’ medium-sized stormwater dis- 
chargers. As a result of this designation, ecology would 
write an NPDES permit for WSDOT to implement 
ecology's highway runoff rule. Finally, an amendment 
would require WSDOT to develop a long-term imple- 
mentation strategy to implement the highway runoff 
rule. 


NONPOINT POLLUTION PROGRAM 


Proposed amendments to this program would make 
the plan consistent with revisions to the nonpoirit rule 
(chapter 400-12 WAC) adopted by the authority in Oc- 
tober 1991. For example, ecology's time limit to review 
final watershed action plans was reduced from 60 to 30 
days and an optional appeal to the authority was added 
in case of disagreements between ecology and local gov- 
ernments over final approval of watershed plans. 


SPILL PREVENTION AND RESPONSE 
PROGRAM 


The proposed amendment would require coordination 
between plan-mandated studies of hazardous materials 
and navigation with the work of the new Office of Ma- 
rine Safety and the Marine Oversight Board. 


CONTAMINATED SEDIMENTS AND DREDGING 
| РКОСКАМ 


This amendment would direct ecology to develop an 
action plan for siting multi-user confined dredged mate- 
rial disposal sites. The amendment would require that 
the action plan be developed by a core management 
group with assistance from a broad advisory group. 
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MUNICIPAL AND INDUSTRIAL DISCHARGES 
PROGRAM 


The municipal and industrial discharges program in- 
cludes a comprehensive strategy to better control, moni- 
tor, and enforce toxic discharges going to Puget Sound. 
One proposed amendment introduces the concept of us- 
ing waste water treatment sludges as opposed to just 
disposing of them. Another amendment includes pollu- 
tion prevention as a tool to reduce discharges. 


WETLANDS PROTECTION PLAN 


A proposed amendment to Element W-5 would clari- 
fy direction to the U.S. Army Corps of Engineers related 
to nationwide permits. The original plan language asked 
the Corps to rescind Nationwide Permit #26, which al- 
lows wetlands under 10 acres to be filled without indi- 
vidual permits. The amendment directs the Seattle Dis- 
trict of the Corps to use its discretionary authority to 
require individual permits for wetland fills that meet 
certain thresholds of size and wetland value. These 
thresholds are based on the likelihood of adverse impacts 
and availability of Corps staff time. 


MONITORING PROGRAM 


The U.S. Fish and Wildlife Service would be assigned 
to monitor contaminants in birds. 


LABORATORY SUPPORT PROGRAM 


The amendment would extend certification of labora- 
tories to cover toxicity bioassays testing. 


PUGET SOUND FOUNDATION PROGRAM 


The amendment would emphasize the importance of 
researching pollution prevention through waste 
minimization. 


WSR 92-01-142 
PROPOSED RULES 
DEPARTMENT OF 
GENERAL ADMINISTRATION 
[Filed December 19, 1991, 4:52 p.m.] 


Original Notice. 

Title of Rule: Chapter 236-12 WAC, State capitol 
grounds traffic and parking regulations. 

Purpose: To increase the agency's ability to control 
parking of motor vehicles on the state capitol grounds by 
establishing parking enforcement regulations, which in- 
clude parking fees, barrelling and towing of vehicles. 
This will assist the agency in its management, control 
and monitoring of parkers on the state capitol grounds 
and in its issuance of permits to state and nonstate 
parkers. This also will assist the Department of General 
Administration in its implementation of a comprehensive 
parking plan for the capitol campus, including zone 
parking. 

Statutory Authority for Adoption: Chapters 46.08, 
43.19, 46.55, and 79.24 RCW. 

Statute Being Implemented: RCW 46.08.150, 46.08- 
.172, and chapter 46.55 RCW. 
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Summary: The proposed rules provide the agency with 
enforcement tools to deal with parking violators on the 
state capitol grounds including imposing parking fees, 
barrelling and towing vehicles. In addition, sanctions for 
noncompliance are created including suspension and/or 
revocation of parking privileges and removal, suspension 
or revocation from parking waiting list. Hearing rights 
and procedures for parking fees, barrelling, parking 
privilege sanctions and towing are described as is the re- 
demption notice requirements. Also, metered parking 
time limits are imposed and new definitions are added; 
the chapter is reorganized with subheadings as well and 
some sections are repealed. 

Reasons Supporting Proposal: The successful imple- 
mentation of a comprehensive parking plan for capitol 
campus, including zone parking. Requires a strong en- 
forcement program. This WAC change will clarify the 
general administration's authority to impose parking 
fees, barrel and tow vehicles, and will establish the ap- 
propriate sanctions. 

Name of Agency Personnel Responsible for Drafting: 
Vicki J. Toyohara, 218 General Administration Build- 
ing, Mailstop AX—22, Olympia, WA 98504, 753—4243; 
Implementation: Gary C. Alexander, 1312 Fones Road 
S.E., Building 4, Olympia, WA 98504, 753-2755; and 
Enforcement: Artis Oliver, 110 West 11th, Mailstop 
AX-22, Olympia, WA 98504, 753—3269. 

Name of Proponent: Washington State Department of 
General Administration, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: The proposed rules establish and clarify the agen- 
cy's enforcement authority over parking on state capitol 
grounds and provide the Department of General Admin- 
istration with enforcement tools to deal with parking vi- 
olators, including imposing parking fees, barrelling and 
towing vehicles, based upon the number of prior 
noncompliances within a 12 month period. In addition, 
sanctions are created including suspension and/or revo- 
cation of parking privileges and removal, suspension or 
revocation from parking waiting list. Hearing rights and 
procedure for parking fees, barrelling, parking privilege 
sanctions and towing are described as are redemption 
notice requirements. Also metered parking time limits 
are imposed and new definitions are added; the chapter 
is reorganized with subheadings and some sections are 
repealed. The purpose of these proposed rules is to in- 
crease the ability of the Department of General Admin- 
istration to control parking on state capitol grounds by 
establishing parking enforcement authority and regula- 
tions. This will assist the agency in its management, 
contro] and monitoring of parkers on state capitol 
grounds and in its issuance of permits. This will also as- 
sist in the implementation of a comprehensive parking 
plan for the capitol campus. Anticipated effects are de- 
creased numbers of unauthorized vehicles parked on 
state capitol grounds, increased parking spaces open to 
visitors and validly-permitted parkers, an efficient and 
fair parking program and permit process. 
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Proposal Changes the Following Existing Rules: Adds 
a number of new defined terms, including "barrel/bar- 
relling," "impound/impoundment," "presiding officer," 
"reviewing officer," "unauthorized vehicle"; amends ex- 
isting definitions, including format and reorganization of 
definitions; entire chapter reorganized with subheadings 
for clarity, with some sections renumbered; repeal of 
WAC 236-12-050, 236-12-130, 236-12-132, and 236— 
12—340; makes clear persons and entities responsible for 
reading and understanding these regulations and that 
person or entity who holds permit as well as violators are 
responsible; adds parking time limits in metered areas 
and make clear chain parking not permitted; amends 
authorization and allocation of permit sections; and adds 
new parking enforcement sections dealing with unautho- 
rized vehicles, parking fees, barrelling, towing, parking 
privilege sanctions described, notice of redemption, 
parking fee and barrel removal payments, hearing rights 
and procedure also described. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Office Building 2 Auditorium, 
Twelfth and Franklin, Olympia, Washington 98504, on 
January 24, 1992, at 10:00 a.m. 

Submit Written Comments to: K. Wendy Holden, 
Department of General Administration, 218 General 
Administration Building, AX—22, Olympia, WA 98504, 
by January 24, 1992, 10:00 a.m. 

Date of Intended Adoption: January 28, 1992. 

December 19, 1991 
Gary C. Alexander 
Assistant Director 
PROPOSED RULE CHANGES TO 
CHAPTER 236-12 WAC 


STATE CAPITOL GROUNDS TRAFFIC AND 
PARKING REGULATIONS 


AMENDATORY SECTION (Amending Order 78-3, filed 4/7/78) 


WAC 236-12-001 PROMULGATION. Pursuant to the authori- 
ty granted by chapters 43.19, 46.08, 46.55, and 79.24 RCW, the di- 
rector of the department of general administration hereby establishes 
the following regulations to govern pedestrian and vehicular traffic and 
parking upon state lands which are a part of the state capitol grounds. 


These regulations apply to vehicles owned by the state and any other 
governmental unit or agency as well as to privately-owned vehicles. 


DEFINITIONS 


NEW SECTION 


WAC 236-12-015 DEFINITIONS. As used in this chapter, the 
following terms shall mean: 

(1) "Barrel" /"Barrelling” defined. A large cylindrical container that 
is attached to a motor vehicle in order to prevent movement of that 
motor vehicle. 

(2) "Campus security patrol” defined. The Washington state patrol 
as provided under chapter 43.43 RCW. 

(3) "Director" defined. The director of the department of general 
administration. 

(4) "Impound"/"Impoundment" defined. To take and hold an un- 
authorized vehicle in legal custody at the direction of the director or 
designee, subject to the procedures outlined in this chapter and in 
chapter 46.55 RCW. Such definition includes towing of an unautho- 
rized vehicle. 

(5) “Presiding officer" defined. Pursuant to RCW 34.05.485, a 
"presiding officer" is an individual(s) who is appointed by the director 
to preside over administrative hearings and render a decision regarding 
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the imposition of parking fees, barrelling of vehicles, suspension or re- 
vocation of parking privileges and removal, suspension or revocation 
from parking waiting list under this chapter. 

(6) "Reviewing officer" defined. Pursuant to RCW 34.05.491, a "re- 
viewing officer" is an individual(s) who is appointed by the director to 
review the decisions by the presiding officer and is authorized to grant 
appropriate administrative relief upon review. 

(7) "State capitol grounds" defined. Those grounds owned by the 
state and otherwise designated as state capitol grounds, including the 
west capitol campus, the east capitol campus, Sylvester Park, the old 
capitol building and Capitol Lake, ways open to the public and speci- 
fied adjoining lands and roadways. 

(8) "Unauthorized vehicle defined." An "unauthorized vehicle" is a 
vehicle which is parked on state capitol grounds and: 

(a) does not display the permit required for that area; and/or 

(b) is not otherwise authorized to park in that area; and/or 

(c) is parked in a metered parking area for a consecutive period 
longer than the time permitted for parking in that area; and/or 

(d) is parked in a metered parking area with insufficient payment to 
use the space it occupies; and/or 

(e) is parked in a parking space designated for disabled individuals 
and such vehicle does not display the required vehicle license identifi- 
cation authorizing parking in such spaces; and/or 

(f) is parked in a parking space reserved for use by another vehicle; 
and/or 

(g) is parked in an area not designated for parking. 

(9) "Vehicle" defined. All mechanical transportation devices defined 
as vehicles in the motor vehicle laws and of the state of Washington 
including motorcycles and motor-driven cycles. 

(10) "Way open to the public defined." Any road, alley, lane, park- 
ing area, parking structure, path or any place private or otherwise 
adapted to and fitted for travel that is in common use by the public 
with the consent expressed or implied of the owner or owners, and fur- 
ther shall mean public play grounds, school grounds, recreation 
grounds, parks, park ways, park drives, park paths. 


TRAFFIC REGULATIONS 


WAC 236-12-020 Objectives of traffic regulations. 

WAC 236-12-030 Traffic control. 

WAC 236-12-065 Camping. 

WAC 236-12-070 Speed. 

WAC 236-12-080 Regulatory signs and directions. 

WAC 236-12-085 Marking. 

WAC 236-12-140 Special traffic and parking regulations and restric- 
tions authorized. 

WAC 236-12-150 Advertising and solicitation activities. 


PARKING REGULATIONS—GENERAL 


NEW SECTION 


WAC 236-12-185 KNOWLEDGE OF PARKING REGULA- 
TIONS. 1t is the responsibility of all persons and entities parking on 
state capitol grounds to read and fully understand these regulations. 
Lack of knowledge of these regulations will not be accepted as grounds 
for non-compliance. 


NEW SECTION 


WAC 236-12-186 PARKING TIME LIMITS IN METERED 
AREAS. On normal working days between 7:00 a.m. and 5:00 p.m., no 
person or entity shall park any vehicle on the state capitol grounds or 
in any area designated as metered parking for a consecutive period of 
time longer than that period of time for which parking is permitted in 
such areas, irrespective of the amount of time for which parking has 
been paid. Vehicles moved from one parking space to another or from 
one lot to another shall be assumed to have been parked continuously 
from the time they are initially parked in any metered area. A showing 
that the time period between when a vehicle is twice found parked in 
any metered area(s) on the same day is more than the time allowed for 
parking in metered areas shall constitute a prima facie presumption 
that the vehicle has been parked in violation of this section. 


NEW SECTION 


WAC 236-12-187 PARKING SPACES. The director shall for- 
mulate plans for the marking and numbering of parking areas and 
spaces and shall designate parking spaces for visitors, service vehicles, 
employees and others as well as areas in which parking is prohibited. 
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The director may designate and set aside specific parking and travel 
areas for motorcycles, motor-driven cycles and/or bicycles, and they 
may be operated or parked only in those specified areas. 


NEW SECTION 


WAC 236-12—188 TOURISTS AND VISITORS. Tourists and 
visitors may park vehicles without fee in areas designated for their use, 
subject to the traffic and control regulations, or in metered parking ar- 
eas on the state capitol grounds provided, however, that the prescribed 
parking fee shall be paid prior to parking. Employees of the state of 
Washington who are employed on the state capitol grounds may not 
park in spaces set aside and marked for visitors, tourists and other 
speciał purposes between the hours of 7:00 a.m. and 5:00 p.m. on nor- 
mal working days, unless authorized to do so by the director. 


NEW SECTION 


WAC 236-12-189 SERVICE AND DELIVERY VEHICLES. 
Service or delivery vehicles may park in specifically designated areas 
on the state capitol grounds, provided, a parking permit is obtained 
before parking in such areas. 


NEW SECTION 


WAC 236-12-190 PARKING WITHIN DESIGNATED SPAC- 
ES. No vehicle shall be parked so as to occupy any portion of more 
than one parking space as designated in the parking area, or so as to 
occupy any portion of a fire lane or other area in which parking is 
prohibited. No parking space shall be occupied by more than one vehi- 
cle at any given time, except as authorized by the director. 


NEW SECTION 


WAC 236-12-191 LIABILITY OF STATE. The state assumes 
no liability for vehicles parked on the state capitol grounds or in state 
parking facilities. Only a license, not a bailment, is created by the 
rental of parking spaces or issuance of a permit to park on state 
property. 


PARKING REGULATIONS— PERMITS ((PERM+FS)) 


AMENDATORY SECTION (Amending Order 85-02, filed 9/5/85) 


WAC 236-12-200 AUTHORIZATION FOR ISSUANCE OF 
PERMITS. ((Fhe-di i i its i 


rm)) All parking on state 
capitol grounds excluding parking їп metered areas shall be authorized 


through the issuance of valid parking permits. These permits shall be 
issued by the director to state officials, state employees, state agencies 


for official cars and to such other individuals as ((he-may)) determined 
by the director to require parking ((facilities)) to aid in carrying out 
state business. (( T T t 1 t 


purposes:)) These permits shall not be transferred from one vehicle to 
another except as authorized by the director. All parking on state cap- 


itol grounds shall be for officia! purposes only. Parking spaces may not 
be used for other purposes such as the conduct of private business or 


the storage of personal property. (( 
privitege-)) 


AMENDATORY SECTION (Amending Order 78-3, filed 4/7/78) 
WAC 236-12-220 ALLOCATION OF PARKING PERMITS 
RENFED-PARKHNG SPACE ANB-PRIORHHES-©F APPH" 


(( 

€ANTS)). ((Fhe-rented)) ((p))Parking permits ((spaces-avattabte-on 

the-state-capitot-grounds)) shall be allocated by the director ((among 
T )) in such manner as will best effectuate 

the objectives of these regulations. Unless іп ((his)) the director's 

opinion the objectives of these regulations would otherwise be better 

served, the director shall observe the following priorities in the issuance 


of permits ((torappłicants)): 

(1) (¢ T T )) Disabled state employees and 
officials 

(2) Car pools consisting of three or more persons per vehicle 


(3) ((@ther-stzte-cmployccs-and-officials;-Tm order of datc-of appt" 
eation,-except-where-the-director-determincs-that-accomplishment-of 
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officiał-duties requires-assignment—of-space)) Other state employees, 
state officials, state agencies and nonstate parkers. 


AMENDATORY SECTION (Amending Order 78—3, filed 4/7/78) 


WAC 236-12-320 RESPONSIBILITY OF PERSON TO 
WHOM ((RENFAŁPARKHNGSPACE—GR)) PERMIT IS IS- 
SUED. ((Fhe)) Any person or any governmental or private entity to 
whom a ((rentat-parking-space-or)) permit is issued pursuant to these 
regulations shall be responsible for all violations of these regulations 
involving ((the)) that person's or entity's vehicle or permit ((for-which 

T 1 T )): Provided, however, 
That such responsibility shall not relieve other persons or entities who 
violate these regulations. 


WAC 236-12-250 Special event permits. 

WAC 236-12-290 Parking fees. 

WAC 236-12-295 Free parking permits for carpools/vanpools. 
WAC 236-12-300 Parking fee payments. 


PARKING REGULATIONS—ENFORCEMENT 


NEW SECTION 


WAC 236-12-350 GENERAL. Parking regulations on state cap- 
itol grounds are subject to enforcement between 6 a.m. and 6 p.m., 
Monday through Friday, excluding holidays. 


NEW SECTION 


WAC 236-12-351 IMPOUNDMENT WITHOUT PRIOR NO- 
TICE. A vehicle may be impounded without prior notice having been 
made to notify the owner of the possibility of this action in the follow- 
ing circumstances: 

(1) When in the judgment of the campus security patrol the vehicle 
is obstructing or may impede the flow of traffic; or 

(2) When in the judgment of the campus security patrol the vehicle 
poses an immediate threat to public safety. 


NEW SECTION 


WAC 236-12-360 PARKING FEES, BARRELLING AND/OR 
TOWING. Any unauthorized vehicle, as defined in this chapter, shall 
be subject to parking fees, barrelling and/or towing, as described 
below: 


$8.00 parking fee 
$8.00 parking fee 


First occurrence 


Second occurrence within 
a 12-month period 


Vehicle barrelled with 
$50.00 removal charge and 
payment of all outstanding 
parking fees. 


Third occurrence within 
a 12-month period 


Vehicle immediately 
towed. Registered owner 
or authorized person must 
pay towing costs and all 
outstanding parking fees. 


Fourth and subsequent 
occurrences within a 
12-month period 


NEW SECTION 


WAC 236-12-361 SUSPENSION AND/OR REVOCATION 
OF PARKING PRIVILEGES. Repeated use of assigned parking 
spaces for nonofficial purposes or for the storage of personal property 
and/or the repeated transfer of parking permits from one vehicle to 
another may result in the suspension or revocation of parking privileg- 
es. Fees for parking shall be paid within twenty days of notice or with- 
in ten days of final disposition of any appeals. Failure to pay within 
these periods may result in suspension and/or revocation of any per- 
mits issued to the violator and/or removal, suspension and/or revoca- 
tion from the parking waiting list for parking on state capitol grounds. 


NEW SECTION 


WAC 236-12-362 PARKING FEE AND BARREL REMOV- 
AL PAYMENTS - METHOD OF PAYMENT. Parking fees and 
barrel removal payments shall be made to the Office of Parking Ser- 
vices, Department of General Administration, P.O. Box 41000, 
Olympia, Washington 98504. Payment shall be required regardless of 
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whether a contested hearing is requested. Payment may be made in 
cash, by check or through payroll deduction. Checks returned for in- 
sufficiency of funds shall be subject to a $10 charge. The Office of 
Parking Services may deny payment by check if prior checks are re- 
turned because of insufficiency of funds or stop payment. 


NEW SECTION 


WAC 236-12-365 NOTICE OF REDEMPTION OF TOWED 
VEHICLES. (1) Not more than twenty-four hours after impoundment 
of any vehicle, the impounding towing operator shall mail a notice by 
first-class mail to the last known registered and legal owners of.the 
vehicle. The notice shall contain the identity of the person or agency 
authorizing the tow, the name of the impounding tow company, its ad- 
dress and telephone number and the location and time of the tow. The 
notice also shall include the written notice of the right of redemption 
and of the opportunity for a hearing to contest the validity of the tow 
pursuant to RCW 46.55.120. If a vehicle is redeemed prior to the 
mailing of notice, the notice need not be mailed. 

(2) Redemption of towed vehicles shall be in accordance with chap- 
ter 46.55 RCW. 


NEW SECTION 


WAC 236-12-370 HEARING RIGHTS—-PARKING FEES, 
BARRELLING, SUSPENSION AND/OR REVOCATION OF 
PARKING PRIVILEGES OR REMOVAL, SUSPENSION OR RE- 
VOCATION FROM PARKING WAITING LIST. Any person or 
entity seeking to contest an assessment of parking fees, barrelling, sus- 
pension and/or revocation of parking privileges or removal, suspension 
or revocation from parking waiting list has a right to a hearing to con- 
test the validity of those fees or actions. Such request must be made in 
writing and received in the office of parking services within twenty 
days of the date of parking fee notice or effective date of action or such 
right to a hearing is forfeited. Hearing requests must be submitted to: 


Parking Enforcement 

Office of Parking Services 

Department of General Administration 
P.O. Box 41000 

Olympia, WA 98504 


NEW SECTION 


WAC 236-12-37] HEARING PROCEDURE—PARKING 
FEES, BARRELLING, SUSPENSION AND/OR REVOCATION 
OF PARKING PRIVILEGES AND REMOVAL, SUSPENSION 
OR REVOCATION FROM PARKING WAITING LIST. (1) Con- 
tested hearings held pursuant to WAC 236-12-370 shall be conducted 
as brief adjudicative proceedings according to RCW 34.05.482, .485, 
-488, .491 and .494. (2) Upon receipt of a written request for a hear- 
ing, the presiding officer shall provide the contesting party an opportu- 
nity to be informed of the agency's view of the matter and an opportu- 
nity to explain the contesting party's view of the matter. (3) Within 
ten days of this opportunity, the presiding officer shall serve upon the 
contesting party and the agency, a brief written statement of the rea- 
sons for the decision. Such statement shall include notice that the con- 
testing party may request an agency administrative review of that de- 
cision. The contesting party must request such review either orally or 
in writing within twenty—one days of service of the written statement. 
Service is deemed to be completed upon deposit in the U.S. mail as 
evidenced by the post mark. (4) If no agency review is so requested by 
the contesting party, the agency may, on its own motion, review the 
brief written statement of the presiding officer. Action less favorable to 
the contesting party may not be taken by the reviewing officer without 
notice to that party and an opportunity to explain that party's view of 
the matter. (5) If no review is taken by the agency or by the contesting 
party, then the brief written statement of the presiding officer becomes 
the final order and no further administrative or judicial review is 
available. (6) If review is requested, the reviewing officer shall give the 
contesting party and the agency an opportunity to present their re- 
spective views of the matter. Within twenty-one days of receipt of the 
request for review, the reviewing officer shall issue a final order which 
includes a brief statement of the reasons for the decision. The final or- 
der shall include notice of any judicial review available under the Ad- 
ministrative Procedure Act, chapter 34.05 RCW. (7) Any of the time 
limits set forth in this hearing process may be waived by the contesting 
party. 
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NEW SECTION 


WAC 236-12-372 HEARING RIGHTS—TOWING. (1) Any 
person or entity whose vehicle has been towed pursuant to this chapter, 
may request a hearing in the district court for the jurisdiction in which 
the vehicle was towed to contest the validity of the tow or the amount 
of the tow and storage charges. The tow truck operator shall provide 
forms for requesting such hearings. All requests for hearings shall be 
made in writing and on the form provided and must be received by the 
district court within ten days of the date of redemption of the vehicle. 
The request for hearing also must be served upon and received by the 
Office of Parking within the above ten-day period. (2) If the request 
for a hearing is not received by the district court within the ten-day 
period, then the right to a hearing is waived and the registered owner 
is liable for any towing, storage or other tow charges permitted pursu- 
ant to 46.55 RCW. (3) The district court hearing procedure shall be as 
set out in RCW 46.55.120(3). 


REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 236-12-010 "Director" defined. 

WAC 236-12-011 "State capitol grounds" defined. 

WAC 236-12-012 "Vehicle" defined. 

WAC 236-12-013 "Campus security patrol" defined. 

WAC 236-12-014 "Way open to public." 

WAC 236-12-040 Parking spaces. 

WAC 236-12-050 Rented and reserved parking spaces. 

WAC 236-12-060 Tourists and visitors. 

WAC 236-12-061 Service and delivery vehicles. 

WAC 236-12-120 Parking within designated spaces. 

W AC 236-12-130 Impoundment of vehicles. 

WAC 236-12-131 Impoundment without prior notice. 

WAC 236-12-132 Impoundment of abandoned vehicles. 

WAC 236-12-133 Notice and redemption of impounded vehicles, 
hearing. 

WAC 236-12-225 Liability of state. 

WAC 236-12-340 Violations, fines. 


WSR 92-01-143 
PROPOSED RULES 
DEPARTMENT OF 
GENERAL ADMINISTRATION 
[Filed December 19, 1991, 4:56 p.m.] 


Continuance of WSR 91-22-090. 

Title of Rule: WAC 236-12-290 Parking fees; and 
236—12—300 Monthly parking fee payments. 

Purpose: To increase revenues generated from parking 
facilities on the state capitol grounds, to encourage em- 
ployee commutes in high occupancy vehicles, and to 
amend the authority of the Department of General Ad- 
ministration in the management of parking on the state 
capitol grounds. 

Statutory Authority for Adoption: RCW 46.08.172. 

Statute Being Implemented: RCW 46.08.150 and 
46.08.172. 

Summary: The proposed rule increases parking fees 
on the state capitol grounds, and redefines categories of 
users and vehicles for establishing those fees. The De- 
partment of General Administration is authorized to es- 
tablish other permits, create parking areas, and issue a 
fee schedule for each. Criteria for considering future 
rate increases are established. Procedures for monthly 
parking fee collection, and relinquishing of parking per- 
mits, are amended as well. 
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Reasons Supporting Proposal: RCW 46.08.172 directs 
the director of general administration to establish an eq- 
uitable and consistent employee parking rental fee on 
the state capitol grounds, taking into account the market 
rate of comparable privately-owned rental parking; fees 
have not been increased since 1969. Changes in fee col- 
lection procedures are intended to improve the efficiency 
of parking administration for facility users and Office of 
Parking Services staff. 

Name of Agency Personnel Responsible for Drafting: 
Vicki J. Toyohara, Division of Support Services, 218 
General Administration Building, Olympia, WA 98504, 
753-4243; Implementation: Gary Alexander, Division of 
Transportation Services, Plaza Garage, Level D, 
Olympia, WA 98504, 753-2755; and Enforcement: Artis 
Oliver, Office of Parking Services, 110 West 11th, 
Olympia, WA 98504, 753-3269. 

Name of Proponent: Washington State Department of 
General Administration, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 236-12-290, this proposed rule established 
increased parking fees as directed by statute, creates 
different fees for employee parking, agency parking and 
other types of parking uses, outlines the Department of 
General Administration's authority to create parking 
permits and reserved parking areas and fee schedules, 
and establishes the factors to be considered when deter- 
mining future parking rate changes. The purpose is to 
increase parking fees which have not been changed since 
1969, to make parking fee revenues cover a larger por- 
tion of parking facility debt service and maintenance and 
operation costs, and to amend and clarify the procedures 
by which the Department of General Administration 
manages parking on the state capitol grounds, including 
authority to establish additional permits as needed, des- 
ignate reserved parking areas, and establish fee sched- 
ules. The anticipated effects are reduced incidence of 
long-term parking in metered parking areas, increased 
use of high-occupancy vehicles and nonmotorized trans- 
port for employee commute trips, and less reliance on 
capitol land grant timber revenue to support parking fa- 
cility costs; and WAC 236-12-300, payroll deduction 
becomes the exclusive method by which monthly parking 
fees are collected from employees. Agencies and non- 
state personnel will be billed. Persons holding monthly 
parking permits must still notify the Office of Parking 
Services prior to terminating their permits, but personal 
notice is no longer required. The purpose and the antici- 
pated effect are the same. To simplify the parking facili- 
ty management process for the Office of Parking Ser- 
vices and for parking facility users. 

Proposal Changes the Following Existing Rules: 
WAC 236-12-290, the following changes are made in 
regard to parking on the state capitol grounds: Separate 
fees are established for employee parking permits, agen- 
cy parking permits, and other types of parking permits 
based upon parking use; metered and handicapped park- 
ing rate fees are designated; the Department of General 
Administration is authorized to issue additional types of 
parking permits as needed, and to set their fees by a fee 
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schedule which will be on file at the Department of 
General Administration and available upon request; the 
director of general administration is authorized to create 
reserved parking spaces and areas, and to establish a fee 
schedule for such reserved parking (e.g. $20.00 on capi- 
tol campus); factors which the director of general ad- 
ministration will consider in determining whether to ad- 
just parking fees on the state capitol grounds are estab- 
lished; and monthly parking fees are increased for em- 
ployees from $3.00/$5.00/$10.00 to $15.00 and $20.00 
depending upon employee use; agency assigned uses and 
agency service stalls are $30.00; disabled employees are 
$15.00; motorcycles will be increased from $3.00 and 
$5.00 to $10.00; disabled visitors will not be charged a 
parking fee; metered parking fees are increased from 
$.25 to $.50 per hour; and nonstate personnel (conces- 
sion vendors, lobbyists, press corps, daycare providers, 
etc.) uses are $30.00. 

WAC 236-12-300, parking fee collections is changed 
from cash, check or payroll deduction to payroll deduc- 
tion only for employees; an employee, agency, or other 
user terminating use of a parking permit shall notify the 
Office of Parking Services prior to such termination but 
is no longer required to do so in person; and state agen- 
cies and nonstate personnel will be billed by the Office of 
Parking Services. 

No small business economic impact statement is re- 
quired for this proposal by chapter 19.85 RCW. 

Hearing Location: Office Building 2 Auditorium, 
Twelfth and Franklin, Olympia, Washington 98504, on 
January 24, 1992, at 10:00 a.m. 

Submit Written Comments to: K. Wendy Holden, Di- 
rector, Department of General Administration, 218 
General Administration Building, AX-22, Olympia, WA 
98504, by January 24, 1992, at 10:00 a.m. 

Date of Intended Adoption: January 28, 1992. 

December 18, 1991 
Gary C. Alexander 
Assistant Director 


WSR 92-01-144 
PROPOSED RULES 
DEPARTMENT OF 
GENERAL ADMINISTRATION 
[Filed December 19, 1991, 4:59 p.m.] 


Continuance of WSR 91-22-091. 

Title of Rule: WAC 236-12-011 State capitol 
grounds defined; and WAC 236-12-160, 236-12-170, 
236-12-171, 236-12-175, and 236-12-180 
Skateboarding prohibited on state capitol grounds. 

Purpose: To control skateboarding activity on state 
capitol grounds since such activity threatens and en- 
dangers the health, safety and general welfare of pedes- 
trians, motorists and skateboarders. Skateboarding ac- 
tivity also has a destructive impact on physical struc- 
tures, roadways and pathways on the state capitol 
grounds. The definition of state capitol grounds is also 
amended for clarification purposes. 

Statutory Authority for Adoption: RCW 46.08.150. 
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Statute Being Implemented: RCW 46.08.150. 

Summary: The proposed rule prohibits skateboarding 
on the state capitol grounds, as defined in WAC 236- 
12-011. WAC 236-12-011 is amended as well to in- 
clude the west capitol campus and grounds owned and 
otherwise designated as state capitol grounds in the 
definition. 

Reasons Supporting Proposal: Skateboarding activity 
on state capitol grounds has increased significantly dur- 
ing recent years. Many skateboarders ride their boards 
in areas with high volume of pedestrian and motor vehi- 
cle traffic, and thus endanger and threaten the health, 
safety and welfare of pedestrians, motorists and 
skateboarders themselves. Skateboarding in areas of 
high pedestrian and motorist traffic is dangerous, de- 
structive and an incompatible use of state capitol 
grounds and facilities. 

Name of Agency Personnel Responsible for Drafting: 
Vicki J. Toyohara, 218 General Administration Build- 
ing, Mailstop AX—22, Olympia, WA 98504, 753-4243; 
Implementation: Ronald J. McQueen, Capitol Buildings 
and Grounds, 218 General Administration Building, 
Mailstop PA-11, Olympia, WA 98504, 753-5686; and 
Enforcement: Sergeant Denny Louis, Washington State 
Patrol Campus Security, 1505 South Cherry Street, 
Mailstop KC-11, Olympia, WA 98504, 753-2191. 

Name of Proponent: Washington State Department of 
General Administration, governmental. 

Rule is not necessitated by federal law, federal or 
state court decision. 

Explanation of Rule, its Purpose, and Anticipated Ef- 
fects: WAC 236-12-011, this proposed rule makes clear 
that the west capitol campus and grounds owned by the 
state and otherwise designated as state capitol grounds 
are included in the definition of this term; and WAC 
236-12-160, 236-12—170, 236-12-171, 236-12-175 and 
236-12-180, this proposed rule would prohibit 
skateboarding on the state capitol grounds, as defined in 
WAC 236-12-011, including but not limited to, the 
streets, sidewalks, walls, raised structural elevations, east 
capitol campus plaza, parking structures, lots and ramps, 
other paved surfaces of the state capitol grounds and any 
other structure or part thereof. It is the intent of the di- 
rector, in adopting these skateboard regulations, to ac- 
knowledge the dangerous impact that skateboarding on 
the capitol campus has to the health and safety of state 
employees, visitors, skateboarders and the general public 
and the destructive impact it has on physical structures, 
roadways and pathways on the capitol campus. The an- 
ticipated effects include the elimination of damage and 
destruction to physical structures, roadways and path- 
ways on the capitol campus caused by skateboard activi- 
ty; the elimination of the potential for serious damage to 
state properties and structures, and minimizing liability 
exposure for the state; the protection of health and safe- 
ty of state employees, visitors, general public and 
skateboarders themselves, as a result of prohibiting 
Skateboard activities on state capitol grounds. 

Proposal Changes the Following Existing Rules: The 
following changes are made in regard to the definition of 


` "state capitol grounds": The west capitol campus is add- 


ed and the language is modified to make clear that 
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grounds owned by the state and otherwise designated as 
state capitol grounds are included within the meaning of 
the term "state capitol grounds." 

Hearing Location: Capitol High School — Cafeteria, 
2707 Conger West, Olympia, WA 98502, on January 
28, 1992, at 7:00 p.m. — 9:00 p.m. 

Submit Written Comments to: Ronald J. McQueen, 
Department of General Administration, Division of 
Capitol Buildings and Grounds, Olympia, Washington 
98504, by January 28, 1992, at 5 p.m. 

Date of Intended Adoption: January 31, 1992. 

December 18, 1991 
Ronald J. McQueen 
Assistant Director 


WSR 92-01-145 
PERMANENT RULES 
BUILDING CODE COUNCIL 
[Filed December 19, 1991, 5:00 p.m., effective July 1, 1992] 


Date of Adoption: November 8, 1991. 

Purpose: To adopt by reference the 1991 editions of 
the Uniform Building Code and the Uniform Building 
Code Standards with amendments. Amendments include 
final changes to the state regulations for barrier—free fa- 
cilities, Chapter 31 and Appendix Chapter 31. 

Statutory Authority for Adoption: Chapters 70.92 and 
19.27 RCW. 

Pursuant to notice filed as WSR 91-20-175 on Octo- 
ber 2, 1991. 

Changes Other than Editing from Proposed to Adopt- 
ed Version: WAC 51-20-009 Recyclable materials and 
solid waste storage. This is a new section. WAC 51-20- 
0419, 51-20-0516, 51-20-0555, 51-20-1216, and 51- 
20-1251 have been deleted. This section places the reg- 
ulations for recyclable materials and solid waste storage 
into one location. The requirements have been rewritten 
to eliminate the prescriptive requirements for multi- 
family residential buildings and commercial buildings. 
The new provisions require that space be provided, but 
allows local jurisdictions to design their requirements 
around the collection methods and containers used in 
their areas. This change was made to reflect the diversity 
in the types of collection and containers used for solid 
waste and recyclable materials, throughout the state. 

WAC 51-20-1011 Suite concept. Amendments were 
made to the conditions for a suite as follows: 1. An 
exception to the maximum size of the suite was added 
for patient sleeping room suites. 7. Clarification was 
made, that this item applies to patient sleeping rooms, 
with visual supervision required. Direct visual supervi- 
sion was not required, to allow the use of video monitors. 
8. Clarification of patient corridor widths in mental 
health occupancies was made to comply with Depart- 
ment of Health requirements. 
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Chapter 31 


Substantive changes to Chapter 31 as proposed for 
rulemaking were made in order to satisfy Department of 
Justice equivalency requirements and to clarify proposed 
code requirements as follows: 

Add the following sections and definitions to Chapter 
31: 

WAC 51-20-3101 (d) and (e); Definitions of Ground 
Floor and Path of Travel; 51-20-3104 (a) Exception 1; 
51-20-3106 (К) 3. С; 51-20-3106 (К) 5. Exception 1; 
51-20-3106 (aa) 2. 

Amend the following sections and definitions in 
Chapter 31: 

Definition of Primary Function; WAC 51-20-3103 
(a) 1; 51-20-3103 (a) 2. Exception 1; 51-20-3103 (a) 
2. A; 51-20-3103 (a) 2. B; 51-20-3103 (a) 8. A. and B; 
51-20-3103 (b) 4. B; 51-20-3105 (d) 1; 51-20-3105 
(d) 6; 51-20-3105 (d) 7; 51-20-3106 (d) 6; 51-20-3106 
(h); 51-20-3106 (д); 51-20-3106 (x); 51-20-3106 (aa) 
1; 51-20-3111, Exception 5; 51-20-3114 (a). 

WAC 51-20-3802 (e) 3. Division 1. This section was 
revised to clarify the intent for the provisions to apply to 
newly constructed buildings built after July 1, 1992. A 
notation was added on when existing buildings will be 
considered new construction for the purpose of installing 
an approved automatic fire-extinguishing system. The 
aggregate area for a cluster of portable school class- 
rooms to be exempt from these provisions was reduced to 
5,000 square feet, to be compatible with fire hydrant re- 
quirements. Clarification was made on the allowances of 
area and height increases and fire resistive construction 
substitutions with the installation of a sprinkler system 
in this occupancy. 

Other Findings Required by Other Provisions of Law 
as Precondition to Adoption or Effectiveness of Rule: 
The new state regulations for barrier free facilities which 
comprise Chapter 31 will be submitted to the United 
States Department of Justice pursuant to the Americans 
with Disabilities Act, 20 CFR, Part 36. 

Effective Date of Rule: July 1, 1992. 

November 8, 1991 
Gene J. Colin 
Chair 


Chapter 51-20 WAC 
STATE BUILDING CODE ADOPTION AND 
AMENDMENT 
OF THE 1991 EDITION OF THE UNIFORM 
BUILDING CODE 


NEW SECTION 


WAC 51-20-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-20-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
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regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-20-003 UNIFORM BUILDING CODE. 
The 1991 edition of the Uniform Building Code as pub- 
lished by the International Conference of Building Ofh- 
cials and available from the International Conference of 
Building Officials, 5360 South Workman Mill Road, 
Whittier, California 90601 is hereby adopted by refer- 
ence with the following additions, deletions, and 
exceptions. 


NEW SECTION 


WAC 51-20-004 CONFLICTS WITH 
WASHINGTON STATE VENTILATION AND IN- 
DOOR AIR QUALITY CODE. In the case of conflict 
between the ventilation requirements of section 605, sec- 
tion 705, section 905, and section 1205 of this code and 
the ventilation requirements of chapter 51-13 WAC, the 
Washington State Ventilation and Indoor Air Quality 
Code, the provisions of the ventilation and indoor air 
quality code shall govern. 


NEW SECTION 


WAC 51-20-005 UNIFORM BUILDING CODE 
REQUIREMENTS FOR BARRIER-FREE ACCES- 
SIBILITY. Chapter 31 and other Uniform Building 
Code requirements for barrier-free access are adopted 
pursuant to chapters 70.92 and 19.27 RCW. 

Pursuant to RCW 19.27.040, Chapter 31 and re- 
quirements affecting barrier—free access in Sections 3304 
(b), 3304 (h), 3306 (р), and 3306 (i) shall not be 
amended by local governments. 

In case of conflict with other provisions of this code, 
Chapter 31 and requirements affecting barrier-free ac- 
cess in Sections 3304 (b), 3304 (h), 3306 (g), and 3306 
(i) shall govern. 


NEW SECTION 


WAC 51-20-007 EXCEPTIONS. The exceptions 
and amendments to the Uniform Building Code con- 
tained in the provisions of chapter 19.27 RCW shall ap- 
ply in case of conflict with any of the provisions of these 
rules. 


NEW SECTION 


WAC 51-20-008 IMPLEMENTATION. The Uni- 
form Building Code adopted under chapter 51-20 WAC 
shall become effective in all counties and cities of this 
state on July 1, 1992, unless local amendments have 
been approved by the state building code council. 


NEW SECTION 


WAC 51-20-009 RECYCLABLE MATERIALS 
AND SOLID WASTE STORAGE. (a) For the purpos- 
es of this section, the following definition shall apply: 
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RECYCLED MATERIALS means those solid wastes 
that are separated for recycling or reuse, such as papers, 
metals and głass. 

(b) AII local jurisdictions shall require that space be 
provided for the storage of recycled materials and solid 
waste for all new buildings. 


EXCEPTION: Group R, Division 3 and Group M Occupancies. 


The storage area shall be designed to meet the needs 
of the occupancy, efficiency of pickup, and shall be 
available to occupants and haulers. 


NEW SECTION 


WAC 51-20-0100 CHAPTER 1. Title, scope and 
general. 


NEW SECTION 


WAC 51-20-0104 APPLICATION TO EXIST- 
ING BUILDINGS AND STRUCTURES. Section 104. 
(a) General. Buildings and structures to which additions, 
alterations or repairs are made shall comply with all the 
requirements of this code for new facilities except as 
specifically provided in this section. See Section 1210 for 
provisions requiring installation of smoke detectors in 
existing Group R, Division 3 Occupancies. 

(b) Additions, Alterations or Repairs. Additions, al- 
terations or repairs may be made to any building or 
structure without requiring the existing building or 
structure to comply with all the requirements of this 
code, provided the addition, alteration or repair con- 
forms to that required for a new building or structure. 
Additions or alterations shall not be made to an existing 
building or structure which will cause the existing build- 
ing or structure to be in violation of any of the provisions 
of this code nor shall such additions or alterations cause 
the existing building or structure to become unsafe. An 
unsafe condition shall be deemed to have been created if 
an addition or alteration will cause the existing building 
or structure to become structurally unsafe or overloaded; 
will not provide adequate egress in compliance with the 
provisions of this code or will obstruct existing exits; will 
create a fire hazard; will reduce required fire resistance 
or will otherwise create conditions dangerous to human 
life. Any building so altered, which involves a change in 
use or occupancy, shall not exceed the height, number of 
stories and area permitted for new buildings. Any build- 
ing plus new additions shall not exceed the height, num- 
ber of stories and area specified for new buildings. Ad- 
ditions or alterations shall not be made to an existing 
building or structure when such existing building or 
structure is not in full compliance with the provisions of 
this code except when such addition or alteration will 
result in the existing building or structure being no more 
hazardous based on life-safety, fire-safety and sanita- 
tion, than before such additions or alterations are un- 
dertaken. [See also Section 911 (c) for Group H, Divi- 
sion 6 Occupancies.] 

Alterations or repairs to an existing building or struc- 
ture which are nonstructural and do not adversely affect 
any structural member or any part of the building or 
structure having required fire resistance may be made 
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with the same materials of which the building or struc- 
ture is constructed. The installation or replacement of 
glass shall be as required for new installations. 
EXCEPTION: Alterations of existing structural elements or addi- 
tions of new structural elements which are initiated 
for the purpose of increasing the vertical or lateral 
load-carrying strength or stiffness of an existing 
structure need not be designed for forces conforming 
to these regulations provided that: 
A. The capacity of existing structural elements to re- 
sist forces is not reduced, and; 
B. The loading to existing structural elements is not 
increased, and; 
C. All new structural elements are detailed and con- 
nected to the existing structural elements as required 
by these regulations, and; 
D. АП new or relocated nonstructural elements are 
detailed and connected to existing or new structural 
elements as required by these regulations, and; 
E. An unsafe condition is not created. 


(c) Existing Installations. Buildings in existence at the 
time of the adoption of this code may have their existing 
use or occupancy continued, if such use or occupancy 
was legal at the time of the adoption of this code, pro- 
vided such continued use is not dangerous to life. Д 

Any change іп the use ог occupancy of any existing 
building or structure shall comply with the provisions of 
Sections 308 and 502 of this code. 

For existing buildings, see Appendix Chapter 1. 

(d) Maintenance. All buildings and structures, both 
existing and new, and all parts thereof, shall be main- 
tained in a safe and sanitary condition. All devices or 
safeguards which are required by this code shall be 
maintained in conformance with the code edition under 
which installed. The owner or the owner's designated 
agent shall be responsible for the maintenance of build- 
ings and structures. To determine compliance with this 
subsection, the building official may cause a structure to 
be reinspected. 

(e) Moved Buildings and Temporary Buildings. 
Buildings or structures moved into or within the juris- 
diction shall comply with the provisions of this code for 
new buildings or structures. 

Temporary structures such as reviewing stands and 
other miscellaneous structures, sheds, canopies or fences 
used for the protection of the public around and in con- 
junction with construction work may be erected by spe- 
cial permit from the building official for a limited period 
of time. Such buildings or structures need not comply 
with the type of construction or fire-resistive time peri- 
ods required by this code. Temporary buildings or struc- 
tures shall be completely removed upon the expiration of 
the time limit stated in the permit. 

(f) Historic Buildings. Repairs, alterations and addi- 
tions necessary for the preservation, restoration, rehabil- 
itation or continued use of a building or structure may 
be made without conformance to all the requirements of 
this code when authorized by the building official, 
provided: 

1. The building or structure has been designated by 
official action of the legally constituted authority of this 
jurisdiction as having special historical or architectural 
significance. 
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2. Any unsafe conditions as described in this code are 
corrected. 

3. The restored building or structure will be no more 
hazardous based on life safety, fire safety and sanitation 
than the existing building. 

Reviser's note: The brackets and enclosed material in the text of 


the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-20-0300 CHAPTER 3. Permits and 
Inspections. 


NEW SECTION 


WAC 51-20-0307 STRUCTURAL OBSERVA- 
TION. Section 307. Structural observation shall be pro- 
vided in Seismic Zone No. 3 or 4 when one of the fol- 
lowing conditions exists: 


1. The structure is defined in Table No. 23-K as Oc- 
cupancy Category I, П or IH, or 

2. The structure is required to comply with Section 
1807, or 

3. Construction inspection as defined in Section 
302(c), Item 2, is required, or 

4. When such observation is specifically required by 
the building official for unusual lateral force—resisting 
structures or irregular structures as defined in Section 
2333. 


The owner shall employ the engineer or architect re- 
sponsible for the structural design, or another engineer 
or architect designated by the engineer or architect re- 
sponsible for the structural design to perform structural 
observation as defined in Section 420. Any observed de- 
ficiencies, that do not generally conform to the approved 
plans and specifications or to revised details approved by 
the building official, shall be submitted in writing to the 
owner's representative, who in turn shall notify the con- 
tractor and the building official. The engineer or archi- 
tect shall submit a statement in writing to the building 
official stating that the site visits have been made. 


NEW SECTION 


WAC 51-20-0400 CHAPTER 4. Definitions and 
Abbreviations. 


NEW SECTION 


WAC 51-20-0404 SECTION 404. CAST STONE 
is a precast building stone manufactured from portland 
cement concrete and used as a trim, veneer or facing on 
or in buildings or structures. 

CENTRAL HEATING PLANT is environmental: 
heating equipment which directly utilizes fuel to gener- 
ate heat in a medium for distribution by means of ducts 
or pipes to areas other than the room or space in which 
the equipment is located. 

C.F.R. is the Code of Federal Regulations, a regula- 
tion of the United States of America available from the 
Superintendent of Documents, United States Govern- 
ment Printing Office, Washington, D.C. 20402. 
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CHIEF OF THE FIRE DEPARTMENT is the head 
of the fire department or a regularly authorized deputy. 

CHILD DAY CARE, shall, for the purposes of these 
regulations, mean the care of children during any period 
of a 24 hour day. 

CHILD DAY CARE HOME, FAMIŁY is a child 
day care facility, licensed by the state, located in the 
family abode of the person or persons under whose direct 
care and supervision the child is placed, for the care of 
twelve or fewer children, including children who reside 
at the home. 

COMBUSTIBLE LIQUID. See the Fire Code. 

CONGREGATE RESIDENCE is any building or 
portion thereof which contains facilities for living, sleep- 
ing and sanitation, as required by this code, and may in- 
clude facilities for eating and cooking, for occupancy by 
other than a family. A congregate residence may be a 
shelter, convent, monastery, dormitory, fraternity or so- 
rority house but does not include jails, hospitals, nursing 
homes, hotels or lodging houses. 

CONDOMINIUM, RESIDENTIAL. See "apart- 
ment house." 

CONTROL AREA is a space bounded by not less 
than a one-hour fire-resistive occupancy separation 
within which the exempted amounts of hazardous mate- 
rials may be stored, dispensed, handled or used. 

CORROSIVE is a chemical that causes visible de- 
struction of, or irreversible alterations in, living tissue by 
chemical action at the site of contact. A chemical is 
considered to be corrosive if, when tested on the intact 
skin of albino rabbits by the method described in the 
United States Department of Transportation in Appen- 
dix A to C.F.R. 49 Part 173, it destroys or changes irre- 
versibly the structure of the tissue at the site of contact 
following an exposure period of four hours. This term 
shall not refer to action on inanimate surfaces. 

COURT is a space, open and unobstructed to the sky, 
located at or above grade level on a lot and bounded on 
three or more sides by walls of a building. 


NEW SECTION 


WAC 51-20-0407 SECTION 407. FABRICA- 
TION AREA (fab area) is an area within a Group H, 
Division 6 Occupancy in which there are processes in- 
volving hazardous production materials and may include 
ancillary rooms or areas such as dressing rooms and of- 
fices that are directly related to the fab area processes. 

FAMILY is an individual or two or more persons re- 
lated by blood or marriage or a group of not more than 
five persons (excluding servants) who need not be related 
by blood or marriage living together in a dwelling unit. 

FAMILY ABODE means a single-dwelling unit and 
accessory buildings occupied for living purposes by a 
family which provides permanent provisions for living, 
sleeping, eating, cooking, and sanitation. 

FIRE ASSEMBLY. See Section 4306 (b). 

FIRE CODE is the Uniform Fire Code promulgated 
jointly by the Western Fire Chiefs Association and the 
International Conference of Building Officials, as adopt- 
ed by this jurisdiction. 
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FIRE RESISTANCE or FIRE-RESISTIVE CON- 
STRUCTION is construction to resist the spread of fire, 
details of which are specified in this code. 

FIRE-RETARDANT-TREATED WOOD is any 
wood product impregnated with chemicals by a pressure 
process or other means during manufacture, and which, 
when tested in accordance with U.B.C. Standard No. 
42-1 for a period of 30 minutes, shall have a flame 
spread of not over 25 and show no evidence of progres- 
sive combustion. In addition, the flame front shall not 
progress more than 10 1/2 feet beyond the center line of 
the burner at any time during the test. Materials which 
may be exposed to the weather shall pass the accelerated 
weathering test and be identified as Exterior type, in ac- 
cordance with U.B.C. Standard No. 25-28. Where ma- 
terial is not directly exposed to rainfall but exposed to 
high humidity conditions, it shall be subjected to the hy- 
groscopic test and identified as Interior Type A in ac- 
cordance with U.B.C. Standard No. 25-28. 

All materials shall bear identification showing the fire 
performance rating thereof. Such identifications shall be 
issued by an approved agency having a service for in- 
spection of materials at the factory. 

FLAMMABLE LIQUID. See Fire Code. 

FLOOR AREA is the area included within the sur- 
rounding exterior walls of a building or portion thereof, 
exclusive of vent shafts and courts. The floor area of a 
building, or portion thereof, not provided with surround- 
ing exterior walls shall be the usable area under the 
horizontal projection of the roof or floor above. 

FM is Factory Mutual Engineering and Research, 
1151 Boston-Providence Turnpike, Norwood, 
Massachusetts 02062. 

FOAM PLASTIC INSULATION is a plastic which 
is intentionally expanded by the use of a foaming agent 
to produce a reduced-density plastic containing voids 
consisting of hollow spheres or interconnected cells dis- 
tributed throughout the plastic for thermal insulating or 
acoustical purposes and which has a density less than 20 
pounds per cubic foot. 

FOOTING is that portion of the foundation of a 
structure which spreads and transmits loads directly to 
the soil or the piles. 

FRONT OF LOT is the front boundary line of a lot 
bordering on the street and, in the case of a corner lot, 
may be either frontage. 


NEW SECTION 


WAC 51-20-0409 SECTION 409. HABITABLE 
SPACE (ROOM) is space in a structure for living, 
sleeping, eating or cooking. Bathrooms, toilet compart- 
ments, closets, halls, storage or utility space, and similar 
areas, are not considered habitable space. 

HANDLING is the deliberate transport of materials 
by any means to a point of storage or use. 

HANDRAIL is a railing provided for grasping with 
the hand for support. See also Section 408, definition of 
"guardrail." 

HAZARDOUS PRODUCTION MATERIAL 
(HPM) is a solid, liquid or gas that has a degree of 
hazard rating in health, flammability or reactivity of 3 
or 4 and which is used directly in research, laboratory or 
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production processes which have, as their end product, 
materials which are not hazardous. 

HEALTH HAZARD is a classification of a chemical 
for which there is statistically significant evidence based 
on at least one reproducible study conducted in accord- 
ance with established scientific principles that acute 
health effects may occur in exposed persons. The term 
"health hazard” includes chemicals which are toxic or 
highly toxic agents, irritants, corrosives, hepatotoxins, 
nephrotoxins, neurotoxins, agents which can have an 
acute effect on the hematopoietic system, and agents 
that have acute effects on the lungs, skin, eyes or mu- 
cous membrane. 

HEIGHT OF BUILDING is the vertical distance 
above a reference datum measured to the highest point 
of the coping of a flat roof or to the deck line of a man- 
sard roof or to the average height of the highest gable of 
a pitched or hipped roof. The reference datum shall be 
selected by either of the following, whichever yields a 
greater height of building: 

1. The elevation of the highest adjoining sidewalk or 
ground surface within a 5—foot horizontal distance of the 
exterior wall of the building when such sidewalk or 
ground surface is not more than 10 feet above lowest 
grade. 

2. An elevation 10 feet higher than the lowest grade 
when the sidewalk or ground surface described in Item 1 
above is more than 10 feet above.lowest grade. 

The height of a stepped or terraced building is the 
maximum height of any segment of the building. 

HELIPORT is an area of land or water or a structur- 
al surface which is used, or intended for use, for the 
landing and take-off of helicopters, and any appurtenant 
areas which are used, or intended for use, for heliport 
buildings and other heliport facilities. 

HELISTOP is the same as a heliport, except that no 
refueling, maintenance, repairs or storage of helicopters 
is permitted. 

HIGHLY TOXIC MATERIAL is a material which 
produces a lethal dose or a lethal concentration which 
falls within any of the following categories: 

1. A chemical that has a median lethal dose (LD. 9) 
of 50 milligrams or less per kilogram of body weight 
when administered orally to albino rats weighing be- 
tween 200 and 300 grams each. 

2. A chemical that has a median lethal dose (LD) 
of 200 milligrams or less per kilogram of body weight 
when administered by continuous contact for 24 hours 
(or less if death occurs within 24 hours) with the bare 
skin of albino rabbits weighing between 2 and 3 kilo- 
grams each. 

3. A chemical that has a median lethal concentration 
(LC) in air of 200 parts per million by volume or less 
of gas or vapor, or 2 milligrams per liter or less of mist, 
fume or dust, when administered by continuous inhala- 
tion for one hour (or less if death occurs within one 
hour) to albino rats weighing between 200 and 300 
grams each. 

Mixtures of these materials with ordinary materials, 
such as water, may not warrant a classification of highly 
toxic. While this system is basically simple in applica- 
tion, any hazard evaluation which is required for the 
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precise categorization of this type of material shall be 
performed by experienced, technically competent 
persons. 

HORIZONTAL EXIT. See Section 3301 (b). 

HOTEL is any building containing six or more guest 
rooms intended or designed to be used, or which are 
used, rented or hired out to be occupied, or which are 
occupied for sleeping purposes by guests. 

HOT-WATER HEATING BOILER is a boiler hav- 
ing a volume exceeding 120 gallons, or a heat input ex- 
ceeding 200,000 Btu/h, or an operating temperature ex- 
ceeding 210°F. that provides hot water to be used exter- 
nally to itself. 

HPM STORAGE ROOM is a room used for the 
storage or dispensing of hazardous production material 
(HPM) and which is classified as a Group H, Division 2, 
3 or 7 Occupancy. 


NEW SECTION 


WAC 51-20-0414 SECTION 414. MARQUEE is 
a permanent roofed structure attached to and supported 
by the building and projecting over public property. 
Marquees are regulated in Chapter 45. 

MASONRY is that form of construction composed of 
stone, brick, concrete, gypsum, hollow-clay tile, concrete 
block or tile, glass block or other similar building units 
or materials or combination of these materials laid up 
unit by unit and set in mortar. 

MASONRY, SOLID, is masonry of solid units built 
without hollow spaces. 

MECHANICAL CODE is the Uniform Mechanical 
Code promulgated jointly by the International Confer- 
ence of Building Officials and the International Associa- 
tion of Plumbing and Mechanical Officials, as adopted 
by this jurisdiction. 

MEMBRANE PENETRATION FIRE STOP is a 
material, device or construction installed to resist, for a 
prescribed time period, the passage of flame, heat and 
hot gases through openings in a protective membrane in 
order to accommodate cables, cable trays, conduit, tub- 
ing, pipes or similar items. 

MEZZANINE or MEZZANINE FLOOR is an in- 
termediate floor placed within a room. 

MOTEL shall mean hotel as defined in this code. 

MOTOR VEHICLE FUEL-DISPENSING STA- 
TION is that portion of a building where flammable or 
combustible liquids or gases used as motor fuels are 
stored and dispensed from fixed equipment into the fuel 
tanks of motor vehicles. 

MULTIFAMILY RESIDENTIAL BUILDING is a 
common wall dwelling or apartment house that consists 
of four or fewer dwelling units that do not exceed two 
stories in height and that are less than five thousand 
square feet in total area. 


NEW SECTION 


WAC 51-20-0417 SECTION 
HARDWARE. See Section 3301 (b). 

PEDESTRIAN WALKWAY is a walkway used ex- 
clusively as a pedestrian trafficway. 
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PENETRATION FIRE STOP is a through-pene- 
tration fire stop or a membrane-penetration fire stop. 

PERMIT is an official document or certificate issued 
by the building official authorizing performance of a 
specified activity. 

PERSON is a natural person, heirs, executors, ad- 
ministrators or assigns, and also includes a firm, part- 
nership or corporation, its or their successors or assigns, 
or the agent of any of the aforesaid. 

PLASTIC MATERIALS, APPROVED, other than 
foam plastics regulated under Sections 1705(e) and 
1713, are those having a self-ignition temperature of 
650°F. or greater and a smoke-density rating not great- 
er than 450 when tested in accordance with U.B.C. 
Standard No. 42-1, in the way intended for use, or a 
smoke-density rating no greater than 75 when tested in 
the thickness intended for use by U.B.C. Standard No. 
52-2. Approved plastics shall be classified and shall 
meet the requirements for either СС1 or CC2 plastic. 

PLATFORM. See Chapter 39. 

PLUMBING CODE is the Uniform Plumbing Code 
promulgated by the International Association of Plumb- 
ing and Mechanical Officials as adopted by this 
jurisdiction. 

PORTABLE SCHOOL CLASSROOM is a struc- 
ture, transportable in one or more sections, which re- 
quires a chassis to be transported, and is designed to be 
used as an educational space with or without a perma- 
nent foundation. The structure shall be trailerable and 
capable of being demounted and relocated to other loca- 
tions as needs arise. 

PROTECTIVE MEMBRANE is a surface material 
which forms the required outer layer or layers of a fire- 
resistive assembly containing concealed spaces. 

PUBLIC WAY. See Section 3301(b). 


NEW SECTION 


WAC 51-20-0420 SECTION 420. SENSITIZER 
is a chemical that causes a substantial proportion of ex- 
posed people or animals to develop an allergic reaction 
in normal tissue after repeated exposure to the chemical. 

SERVICE CORRIDOR is a fully enclosed passage 
used for transporting hazardous production materials 
and for purposes other than required exiting. 

SHAFT is an interior space, enclosed by walls or 
construction, extending through one or more stories or 
basements which connects openings in successive floors, 
or floors and roof, to accommodate elevators, dumbwait- 
ers, mechanical equipment or similar devices or to 
transmit light or ventilation air. 

SHAFT ENCLOSURE is the walls or construction 
forming the boundaries of a shaft. 

SHALL, as used in this code, is mandatory. 

SINGLE FAMILY RESIDENTIAL BUILDING is 
a dwelling containing only one dwelling unit. 

SMOKE DETECTOR is an approved device that 
senses visible or invisible particles of combustion. 

STAGE. See Chapter 39. 

STORY is that portion of a building included between 
the upper surface of any floor and the upper surface of 
the floor next above, except that the topmost story shall 
be that portion of a building included between the upper 
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surface of the topmost floor and the ceiling or roof 
above. If the finished floor level directly above a usable 
or unused under-floor space is more than 6 feet above 
grade as defined herein for more than 50 percent of the 
total perimeter or is more than 12 feet above grade as 
defined herein at any point, such usable or unused un- 
der-floor space shall be considered as a story. 

STORY, FIRST, is the lowest story in a building 
which qualifies as a story, as defined herein, except that 
a floor level in a building having only one floor level shall 
be classified as a first story, provided such floor level is 
not more than 4 feet below grade, as defined herein, for 
more than 50 percent of the total perimeter, or not more 
than 8 feet below grade, as defined herein, at any point. 

STREET is any thoroughfare or public way not less 
than 16 feet in width which has been dedicated or deed- 
ed to the public for public use. 

STRUCTURAL OBSERVATION means the visual 
observation of the structural system for general con- 
formance to the approved plans and specifications. 
Structural observation does not include or waive the re- 
sponsibility for the inspections required by Section 305 
and 306. 

STRUCTURE is that which is built or constructed, 
an edifice or building of any kind, or any piece of work 
artificially built up or composed of parts joined together 
in some definite manner. 

SURGICAL AREA is the preoperating, operating, 
recovery and similar roon.s within an out-patient 
health-care center where the patients are incapable of 
unassisted self-preservation. 


NEW SECTION 


WAC 51-20-0500 CHAPTER 5. Classification of 
all Buildings by Use or Occupancy and General Re- 
quirements for all Occupancies. 


NEW SECTION 


WAC 51-20-0503 MIXED OCCUPANCY. Sec- 
tion 503. (a) General. When a building is used for more 
than one occupancy purpose, each part of the building 
comprising a distinct "occupancy," as described in 
Chapters 5 through 12, shall be separated from any oth- 
er occupancy as specified in Section 503(d). 


EXCEPTIONS: 1. Where an approved spray booth constructed in 
accordance with the Fire Code is installed, such 
booth need not be separated from other Group H 
Occupancies or from Group B Occupancies. 

2. The following occupancies need not be separated 
from the uses to which they are accessory: 
A. Assembly rooms having a floor area of not over 
750 square feet. 
B. Administrative and clerical offices and similar 
rooms which do not exceed 25 percent of the floor 
area of the major use when not related to Group H, 
Division 2 and Group H, Division 3 Occupancies. 
C. Gift shops, administrative offices and similar 
rooms in Group R, Division 1 Occupancies not ex- 
ceeding 10 percent of the floor area of the major 
use. 
D. The kitchen serving the dining area of which it is 
part. 
E. Offices, retail, food preparation establishments for 
off-site consumption, personal care salons or similar 
Group B, Division 2 Oceupancies conducted primarily 
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by the occupants of the dwelling, which are secondary 
to the use of the unit for dwelling purposes, and which 
do not exceed 500 square feet. 

3. An occupancy separation need not be provided be- 
tween a Group R, Division 3 Occupancy and a carport 
having no enclosed uses above, provided the carport is 
entirely open on two or more sides. 

4. A Group B, Division 1 Occupancy used exclusively 
for the parking or storage of private or pleasure-type 
motor vehicles need not be separated from a Group B, 
Division 3 Occupancy open parking garage as defined 
in Section 709. 

5. A one-hour occupancy separation need not be pro- 
vided between fuel-dispensing pumps covered with a 
canopy that is open on three or more sides, and a 
Group B, Division 2 Occupancy retail store having an 
area of less than 2,500 square feet when the following 
conditions exist: 

A. The Group B, Division 2 Occupancy is provided 
with two exits separated as required by Section 
3303(c) and not located in the same exterior wall. 

B. Pump islands are not located within 20 feet of the 
Group B, Division 2 Occupancy retail store. 


When a building houses more than one occupancy, 
each portion of the building shall conform to the re- 
quirements for the occupancy housed therein. 

An occupancy shall not be located above the story or 
height set forth in Table No. 5-D, except as provided in 
Section 507. When a mixed occupancy building contains 
a Group H, Division 6 Occupancy, the portion contain- 
ing the Group H, Division 6 Occupancy shall not exceed 
three stories or 55 feet in height. 

(b) Forms of Occupancy Separations. Occupancy sep- 
arations shall be vertical or horizontal or both or, when 
necessary, of such other form as may be required to af- 
ford a complete separation between the various occu- 
pancy divisions in the building. 

Where the occupancy separation is horizontal, struc- 
tural members supporting the separation shall be pro- 
tected by equivalent fire-resistive construction. 

(c) Types of Occupancy Separations. Occupancy sep- 
arations shall be classed as "four-hour fire-resistive," 
“three-hour fire-resistive," "two-hour fire-resistive," 
and "one-hour fire-resistive." 

1. A four-hour fire-resistive occupancy separation 
shall have no openings therein and shall not be of less 
than four—hour fire-resistive construction. 

2. A three-hour fire—resistive occupancy separation 
shall not be of less than three—hour fire-resistive con- 
struction. All openings in walls forming such separation 
shall be protected by a fire assembly having a three- 
hour fire-protection rating. The total width of all open- 
ings in any three-hour fire—resistive occupancy separa- 
tion wall in any one story shall not exceed 25 percent of 
the length of the wall in that story and no single opening 
shall have an area greater than 120 square feet. 

All openings in floors forming a three-hour fire-re- 
sistive occupancy separation shall be protected by verti- 
cal enclosures extending above and below such openings. 
The walls of such vertical enclosures shall not be of less 
than two-hour fire-resistive construction and all open- 
ings therein shall be protected by a fire assembly having 
a one- and one—half-hour fire-protection rating. 
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3. A two-hour fire-resistive occupancy separation 
shall not be of less than two-hour fire-resistive con- 
struction. All openings in such separation shall be pro- 
tected by a fire assembly having a one- and one-half- 
hour fire—protection rating. 

4. A one-hour fire-resistive occupancy separation 
shall not be of less than one-hour fire-resistive con- 
struction. All openings in such separation shall be pro- 
tected by a fire assembly having a one-hour fire-pro- 
tection rating. 

(d) Fire Ratings for Occupancy Separations. Occu- 
pancy separations shall be provided between the various 
groups and divisions of occupancies as set forth in Table 
No. 5-B. i 


EXCEPTIONS: 1. A three-hour occupancy separation may be used 
between a Group A, Division 1 and a Group B, Di- 
vision 1 Occupancy used exclusively for the parking 
or storage of private or pleasure-type motor vehi- 
cles and provided no repair or fueling is done. A 
two-hour occupancy separation may be used bc- 
tween a Group A, Division 2, 2.1, 3 or 4 or E or 1 
Occupancy and a Group B, Division 1 Occupancy 
that is used exclusively for the parking or storage of 
private or pleasure-type motor vehicles and provid- 
ed no repair or fueling is done. 

2. Unless required by Section 702(b)1, the three— 
hour occupancy separation between a Group R, Di- 
vision 1 Occupancy and a Group B, Division 1 Oc- 
cupancy used only for the parking or storage of pri- 
vate or pleasure-type motor vchicles with no repair 
or fueling may be reduced to two hours. Such occu- 
pancy separation may be further reduced to one 
hour where the area of such Group B, Division 1 
Occupancy does not exceed 3,000 square feet. 

3. In the one-hour occupancy separation between 
Group R, Division 3 and Group M Occupancies, the 
separation may be limited to the installation of ma- 
terials approved for one-hour fire-resistive con- 
struction on the garage side and a self-closing, 
tight-fitting solid wood door | 3/8 inches in thick- 
ness, or a self-closing tight-fitting door having a 
fire-protection rating of not less than 20 minutes 
when tested in accordance with Part II of U.B.C. 
Standard No. 43-2, which is a part of this code, is 
permitted in lieu of a one-hour fire assembly. Fire 
dampers need not be installed in air ducts passing 
through the wall, floor or ceiling separating a Group 
R, Division 3 Occupancy from a Group M Occu- 
pancy, provided such ducts within the Group M 
Occupancy arc constructed of steel having a thick- 
ness not less than 0.019 inch (No. 26 galvanized 
sheet gage) and have no openings into the Group M 
Occupancy. 

4. Group H, Division 2 and Group H, Division 3 
Occupancies need not be scparated from Group H, 
Division 7 Occupancies when such occupancies also 
comply with the requirements for a Group H, Divi- 
sion 7 Occupancy. 


NEW SECTION 


WAC 51-20-0514 HEATING. Section 514. (a) 
For the purposes of this section only, the following defi- 
nitions apply. 

DESIGNATED AREAS are those areas designated 
by a county to be an urban growth area in Chapter 
36.70A RCW and those areas designated by the United 
States Environmental Protection Agency as being in 
nonattainment for particulate matter. 


[322] 


Washington State Register, Issue 92—01 


SUBSTANTIALLY REMODELLED means any al- 
teration or restoration of a building exceeding sixty per- 
cent of the appraised value of such building within a 
twelve-month period. 

(b) Primary heating sources in all new and substan- 
tially remodelled buildings in designated areas, shall not 
be dependent upon woodstoves. 


NEW SECTION 


WAC 51-20-0515 SOLID FUEL BURNING DE- 
VICES. Section 515. After January 1, 1992, no used 
solid fuel burning device shall be installed in new or ex- 
isting buildings unless such device is either Oregon De- 
partment of Environmental Quality Phase II or United 
States Environmental Protection Agency certified or a 
pellet stove either certified or exempt from certification 
by the United States Environmental Protection Agency. 
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NEW SECTION 


BUILDINGS OF MIXED 


IN 


5-B—REQUIRED SEPARATION 


TABLE NO. 


WAC 51-20-0551 
OCCUPANCY' 


TABLE NO. 5-B—REQUIRED SEPARATION IN BUILDINGS OF MIXED OCCUPANCY! 
(In Hours) 


n z 
c cy ele 


B 
о 
5 
о 
ko) 


o 


Not Permitted in Mixed Occupancies. Sec Chapter 9. 


lFor detailed requirements and exceptions, sec Section 503. 


3For special provisions on highly toxic materials, sce Fire Code. 
For agricultural buildings, sec also Appendix Chapter 11. 
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NEW SECTION 


WAC 51-20-0600 CHAPTER 6. Requirements for 
Group A Occupancies. 


NEW SECTION 


WAC 51-20-0605 LIGHT, VENTILATION AND 
SANITATION. Section 605. 

All enclosed portions of Group A Occupancies cus- 
tomarily used by human beings and all dressing rooms 
shall be provided with natural light by means of exterior 
glazed openings with an area not less than one tenth of 
the total floor area, and natural ventilation by means of 
openable exterior openings with an area of not less than 
one twentieth of the total floor area, or shall be provided 
with artificial light and a mechanically operated venti- 
lating system. The mechanically operated ventilating 
system shall be capable of supplying a minimum of 5 
cubic feet per minute of outside air per occupant with a 
total circulated of not less than 15 cubic feet per minute 
per occupant in all portions of the building during such 
time as the building is occupied. If the velocity of the air 
at the register exceeds 10 feet per second, the register 
shall be placed more than 8 feet above the floor directly 
beneath. 

Toilet rooms shall be provided with a fully openable 
exterior window at least 3 square feet in area; or a ver- 
tical duct not less than 100 square inches in area for the 
first toilet facility, with 50 additional square inches for 
each additional facility; or a mechanically operated ex- 
haust system capable of providing a complete change of 
air every 15 minutes. Such systems shall be connected 
directly to the outside, and the point of discharge shall 
be at least 3 feet from any operable opening into the 
building. 

There shall be provided in an approved location at 
least one lavatory for each two water closets for each 
sex, and at least one drinking fountain for each floor 
level. 


EXCEPTION: A drinking fountain need not be provided in a drink- 
ing or dining establishment. 


For other requirements on water closets, see Sections 
510 and 511. 


NEW SECTION 


WAC 51-20-0700 CHAPTER 7. Requirements for 
Group B Occupancies. 


NEW SECTION 


WAC 51-20-0702 CONSTRUCTION, HEIGHT 
AND ALLOWABLE AREA. Section 702. (a) General. 
Buildings or parts of buildings classed in Group B Oc- 
cupancy because of the use or character of the occupan- 
cy shall be limited to the types of construction set forth 
in Tables Nos. 5-C and 5-D and shall not exceed, in 
area or height, the limits specified in Sections 505, 506 
and 507. : 

(b) Special Provisions. 1. Group B, Division 1 with 
Group A, Division 3; Group B, Division 2; or Group R, 
Division 1 Occupancy above. Other provisions of this 
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code notwithstanding, a basement or first story of a 
building may be considered as a separate and distinct 
building for the purposes of area limitations, limitation 
of number of stories and type of construction, when all 
of the following conditions are met: 

A. The basement or first story is of Type I construc- 
tion and is separated from the building above with a 
three-hour occupancy separation. 

B. The building above the three-hour occupancy sep- 
aration contains only Group A, Division 3; Group B, 
Division 2; or Group R, Division 1 Occupancies. 

C. The building below the three-hour occupancy sep- 
aration is used exclusively for the parking and storage of 
private or pleasure-type motor vehicles. 

EXCEPTIONS: 1. Entry lobbies, laundry rooms, mechanical rooms 
and similar uses incidental to the operation of the 
building. . 
2. Group B, Division 2 office and retail occupancies 
in addition to those incidental to the operation of 
the building (including storage areas) provided that 
the entire structure below the three-hour occupancy 
separation is protected throughout by an automatic 
sprinkler system. 


D. The maximum building height in feet shall not ex- 
ceed the limits set forth in Table No. 5—D for the least 
type of construction involved. 

2. Group B, Division 1 with Group B, Division 3 Oc- 
cupancy above. Other provisions of this code notwith- 
standing, a Group B, Division | Occupancy, located in 
the basement or first story below a Group B, Division 3 
open parking garage, as defined in Section 709, may be 
classified as a separate and distinct building for the pur- - 
pose of determining the type of construction when all of 
the following conditions are met: 

A. The allowable area of the structure shall be such 
that the sum of the ratios of the actual area divided by 
the allowable area for each separate occupancy shall not 
exceed 1. 

B. The Group B, Division 1 Occupancy is of Type I or 
Ii construction and is at least equal to the fire resistance 
of the Group B, Division 3 Occupancy. 

C. The height and the number of the tiers above the 
basement shall be limited as specified in Table No. 7-A 
or Section 709(e). 

D. The floor-ceiling assembly separating the Group B, 
Division 1 and Group B, Division 3 Occupancies shall be 
protected as required for the floor—ceiling assembly of 
the Group B, Division 1 Occupancy. Openings between 
the Group B, Division 1 and Group B, Division 3 Occu- 
pancies, except exit openings, need not be protected. 

E. The Group B, Division | Occupancy is used exclu- 
sively for the parking or storage for private or pleasure— 
type motor vehicles but may contain (a) mechanical 
equipment rooms incidental to the operation of the 
building and (b) an office, and waiting and toilet rooms 
having a total area of not more than 1,000 square feet. 

(c) Specific Use Provisions. 1. Group B, Divisions 1 
and 3 Occupancies. Marine or motor vehicle fuel-dis- 
pensing stations including canopies and supports over 
pumps shall be of noncombustible, fire-retardent-treated 
wood or of one—hour fire—resistive construction. 
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EXCEPTIONS: 1. Roofs of one-story fuel-dispensing stations may 
be of heavy-timber construction. 
2. Canopies conforming to Section 5213 may be 
erected over pumps. 


In areas where motor vehicles, boats or aircraft are 
stored, and in motor vehicle fuel-dispensing stations and 
Division 1 repair garages, floor surfaces shall be of non- 
combustible, nonabsorbent materials. Floors shall drain 
to an approved oil separator or trap discharging to sew- 
ers in accordance with the Plumbing Code. 

EXCEPTION: Floors may be surfaced or waterproofed with asphal- 


tic paving materials in areas where motor vehicles or 
airplanes are stored or operated. 


Canopies under which fuels are dispensed shall have a 
clear, unobstructed height of not less than 13 feet 6 
inches to the lowest projecting element in the vehicle 
drive-through area. 

2. Group B, Division 2 storage areas. Storage areas in 
connection with wholesale or retail sales in Division 2 
Occupancies shall be separated from the public area by 
a one-hour fire—resistive occupancy separation. 
EXCEPTION: Occupancy separation need not be provided when any 

one of the following conditions exists: 

A. The storage area does not exceed 1,000 square 
feet, or 

B. The storage area is sprinklered and does not ex- 
ceed 3,000 square feet, or 

C. The building is provided with an approved auto- 
matic sprinkler system throughout. Area increases as 
specified in Section 506(c) are permitted. 


3. Laboratories and vocational shops. Laboratories or 
suites of laboratories and vocational shops in buildings 
used for educational purposes and similar areas contain- 
ing hazardous materials shall be separated from each 
other and other portions of the building by not less than 
a one-hour fire-resistive occupancy separation. When 
the quantities of hazardous materials in such uses do not 
exceed those listed in Table No. 9-А or 9-B, the re- 
quirements of Sections 905 and 908 shall apply. When 
the quantities of hazardous materials in such uses exceed 
those allowed by Table No. 9-А or 9-B, the use shall be 
classified as the appropriate Group H Occupancy. 

Laboratories having an occupant load in excess of 10 
shall have access to at least two exits from the room and 
all portions of the room shall be within 75 feet of an 
exit. 

4. Medical gas systems. Medical gas systems shall be 
installed and maintained in accordance with the Fire 
Code. When nonflammable supply cylinders for such 
systems are located inside buildings they shall be in a 
separate room or enclosure separated from the rest of 
the building by not less than one—hour fire-resistive con- 
struction. Openings between the room or enclosure and 
interior spaces shall be protected by self-closing smoke— 
and draft-control assemblies having a fire-protection 
rating of not less than one hour. Rooms shall have at 
least one exterior wall in which there are not less than 
two vents of not less than 36 square inches in area. One 
vent shall be within 6 inches of the floor and one shall be 
within 6 inches of the ceiling. 

EXCEPTION: When an exterior wall cannot be provided for the 


room, automatic sprinklers shall be installed within 
the room and the room shall be vented to the exterior 
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through ducting contained within a one-hour-rated 
shaft enclosure. Approved mechanical ventilation 
shall provide six air changes per hour for the room. 


5. Parking garage headroom. Parking garages shall 
have an unobstructed headroom clearance of not less 
than 7 feet above the finish floor to any ceiling, beam, 
pipe or similar construction, except for wall-mounted 
shelves, storage surfaces, racks or cabinets. 

6. Group B, Division 4 roof framing. In Division 4 
Occupancies, fire protection of the underside of roof 
framing may be omitted in all types of construction. 

7. Amusement buildings. Amusement buildings with 
an occupant load of less than 50 shall comply with Sec- 
tions 610, 3314 (f) and 3802 (c). 

EXCEPTION: Amusement buildings or portions thereof which are 


without walls or a roof and constructed to prevent the 
accumulation of smoke in assembly areas. 


For flammable decorative materials, see the Fire 
Code. 


NEW SECTION 


WAC 51-20-0800 CHAPTER 8. Requirements for 
Group E Occupancies. 


NEW SECTION 


WAC 51-20-0801 GROUP E OCCUPANCIES 
DEFINED. Section 801. Group E Occupancies shall be: 

Division 1. Any building used for educational purpos- 
es through the 12th grade by 50 or more persons for 
more than 12 hours per week or four hours in any one 
day. 

Division 2. Any building used for educational purpos- 
es through the 12th grade by less than 50 persons for 
more than 12 hours per week or four hours in any one 
day. 

Division 3. Any building or portion thereof used for 
day-care purposes for more than six persons. 


EXCEPTION: Family child day-care homes shall be considered 
Group R, Division 3 Occupancies. 


For occupancy separations, see Table No. 5-B. 


NEW SECTION 


WAC 51-20-0802 CONSTRUCTION, HEIGHT 
AND ALLOWABLE AREA. Section 802. (a) General. 
Buildings or parts of buildings classed in Group E be- 
cause of the use or character of the occupancy shall be 
limited to the types of construction set forth in Tables 
Nos. 5-C and 5—D and shall not exceed, in area or 
height, the limits specified in Sections 505, 506 and 507, 
except that the area may be increased by 50 percent 
when the maximum travel distance specified in Section 
3303(d) is reduced by 50 percent. 

(b) Atmospheric Separation Requirements. 1. Defini- 
tions. For the purpose of this chapter and Section 3319, 
the following definitions are applicable: 

COMMON ATMOSPHERE. A common atmosphere 
exists between rooms, spaces or areas within a building 
which are not separated by an approved smoke- and 
draft-stop barrier. 
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SEPARATE ATMOSPHERE. A separate atmos- 
phere exists between rooms, spaces or areas that are 
separated by an approved smoke- and draft-stop 
barrier. 

SMOKE AND DRAFT BARRIER. A smoke and 
draft barrier consists of walls, partitions, floors and 
openings therein of such construction as will prevent the 
transmission of smoke or gases through the construction. 

2. General provisions. The provisions of this subsec- 
tion apply when a separate exit system is required in ac- 
cordance with Section 3318. 

Walls, partitions and floors forming all of, or part of, 
an atmospheric separation shall be of materials consis- 
tent with the requirements for the type of construction, 
but of construction not less effective than a smoke- or 
draft-stop barrier. Glass lights of approved wired glass 
set in steel frames may be installed in such walls or 
partitions. 

Every door opening therein shall be protected with a 
fire assembly as required elsewhere in the code, but not 
less than a self-closing or automatic-closing, tight—fit- 
ting smoke barrier and fire assembly having a fire-pro- 
tection rating of not less than 20 minutes when tested in 
accordance with U.B.C. Standard No. 43-2 which is a 
part of this code. (See Chapter 60, Part II.) 

Ducts penetrating atmospheric separation walls, parti- 
tions or floors shall be equipped with an approved auto- 
matic-closing smoke damper when having openings into 
more than one atmosphere. 

All automatic-closing fire assemblies installed in the 
atmospheric separation shall be activated by approved 
smoke detectors. 

The specific requirements of this section are not in- 
tended to prevent the design or use of other systems, 
equipment or techniques which will effectively prevent 
the products of combustion from breaching the atmos- 
pheric separation. 

(c) Special Provisions. Rooms in Divisions 1 and 2 
Occupancies used for kindergarten, first- or second- 
grade pupils and Division 3 Occupancies shall not be lo- 
cated above or below the first story. 

EXCEPTIONS: 1. Rooms on floors which have exits to the exterior 
of the building which require no more than 4 feet of 
vertical travel from the floor level to the level of the 
exterior finished surface of the ground, paving or 
sidewalk. 

2. In buildings equipped with an automatic sprin- 
kler system throughout, rooms used for kindergar- 
ten, first- and second-grade children or for day- 
care purposes may be located on the second story, 
provided there are at least two exits directly into 
separate exiting systems as defined in Section 
3318(a). 

3. Division 3 Occupancies located above the second 
story, shall be in buildings equipped with an auto- 
matic sprinkler system throughout and of Type I or 
Type II fire—resistive construction when: 

A. Division 3 Occupancies above the fourth floor 
shall not have more than 12 children per floor; and, 
B. The entire story on which the day-care facility is 
located is equipped with an approved fire alarm and 
smoke detection system as set forth in the Fire 
Code. Actuation of the system shall sound an alarm 
audible throughout the entire story; and, 


C. The day-care facility is divided into not less than 
two areas of approximately the same size, separated 
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from each other by not less than one-hour fire-re- 
sistive construction. Openings between the two areas 
shall be protected by an automatic-closing smoke 
and draft control assembly, having a fire-protection 
rating of not less than 20 minutes, which will close 
automatically upon actuation of the fire alarm or 
detection systems; and, 

D. Each separated area is provided with air-moving 
equipment independent of that serving the other; 
and, 

E. Each separated area has not less than two exits, 
one of which is permitted to be through the adjoin- 
ing separated area; and, 

F. The exits from the Division 3 Occupancy shall be 
into separate exiting systems as defined in Section 
3318. 


Stages and platforms shall be constructed in accord- 
ance with Chapter 39. For attic space partitions and 
draft stops, see Section 2516(f). 

(d) Special Hazards. Laboratories, vocational shops 
and similar areas containing hazardous materials shall 
be separated from each other and from other portions of 
the building by not less than a one-hour fire-resistive 
occupancy separation. When the quantities of hazardous 
materials in such uses do not exceed those listed in Table 
No. 9-А or 9-B, the requirements of Sections 905 and 
908 shall apply. When the quantities of hazardous ma- 
terials in such uses exceed those allowed by Table No. 
9-A or 9-B, the use shall be classified as the appropriate 
Group H Occupancy. 

Occupants in laboratories having an area in excess of 
200 square feet shall have access to at least two exits 
from the room and all portions of the room shall be 
within 75 feet of an exit. 

Equipment in rooms or groups of rooms sharing a 
common atmosphere where flammable liquids, combus- 
tible dust or hazardous materials are used, stored, devel- 
oped or handled shall conform to the requirements of the 
Fire Code. 


NEW SECTION 


WAC 51-20-0900 CHAPTER 9. Requirements for 
Group H Occupancies. 


NEW SECTION 


WAC 51-20-0901 GROUP Н OCCUPANCIES 
DEFINED. Section 901. (a) General. For definitions, 
identification and control of hazardous materials, display 
of nonflammable solid and nonflammable or noncom- 
bustible liquid hazardous materials in Group B, Division 
2 Occupancies, see the Fire Code. For application and 
use of control areas, see Footnote No. 1 of Tables Nos. 
9-A and 9-B. Group H Occupancies shall be: 

Division 1. Occupancies with a quantity of material in 
the building in excess of those listed in Table No. 9-A 
which present a high explosion hazard, including, but 
not limited to: 

1. Explosives, blasting agents, fireworks and black 
powder. 

EXCEPTION: Storage and the use of pyrotechnic special effect ma- 
terials in motion picture, television, theatrical and 
group entertainment production when under permit 


as required in the Fire Code. The time period for 
storage shall not exceed 90 days. 
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2. Unclassified detonatable organic peroxides. 

3. Class 4 oxidizers. 

4. Class 4 or Class 3 detonatable unstable (reactive) 
materials. 

Division 2. Occupancies with a quantity of material in 
the building in excess of those listed in Table No. 9-A, 
which present a moderate explosion hazard or a hazard 
from accelerated burning, including, but not limited to: 

1. Class I organic peroxides. 

2. Class 3 nondetonatable unstable (reactive) 
materials. 

3. Pyrophoric gases. 

4. Flammable or oxidizing gases. 

5. Class I, II or III-A flammable or combustible liq- 
uids which are used in normally open containers or sys- 
tems or in closed containers pressurized at more than 
15-pounds-per-square-inch gauge. 

EXCEPTION: Aerosols. 


6. Combustible dusts in suspension or capable of being 
put into suspension in the atmosphere of the room or 
area. 

EXCEPTIONS: 1. Rooms or areas used for woodworking where no 
more than three fixed in-place woodworking appli- 
ances are utilized may be classified as a Group B, 
Division 2 Occupancy, provided the appliances are 
equipped with dust collectors sufficient to remove 
dust generated by the appliance. 
2. Lumberyards and similar retail stores utilizing 
only power saws may be classified as Group B, Di- 
vision 2 Occupancies. i 


The building official may revoke the use of these ex- 
ceptions for due cause. 

7. Class 3 oxidizers. 

Division 3. Occupancies with a quantity of material in 
the building in excess of those listed in Table No. 9-А 
which present a high fire or physical hazard, including, 
but not limited to: 

1. Class II, III or IV organic peroxides. 

2. Class 1 or 2 oxidizers. 

3. Class I, II or III-A flammable liquids or combusti- 
ble liquids which are utilized or stored in normally 
closed containers or systems and containers pressurized 
at l5-pounds-per-square-inch gauge or less and 
aerosols. 

4. Class III-B combustible liquids. 

5. Pyrophoric liquids or solids. 

6. Water reactives. 

7. Flammable solids, including combustible fibers or 
dusts, except for dusts included in Division 2 
Occupancies. 

8. Flammable or oxidizing cryogenic fluids (other than 
inert). 

9. Class I unstable (reactive) gas or Class 2 unstable 
(reactive) materials. 

Division 4. Repair garages not classified as Group B, 
Division 1 Occupancies. 

Division 5. Aircraft repair hangars and heliports not 
classified as Group B, Division 3 Occupancies. 

Division 6. Semiconductor fabrication facilities and 
comparable research and development areas when the 
facilities in which hazardous production materials 
(HPM) are used and the aggregate quantity of materials 


Washington State Register, Issue 92-01 


are in excess of those listed in Table No. 9-A or 9-B. 
Such facilities and areas shall be designed and con- 
structed in accordance with Section 911. 

Division 7. Occupancies having quantities of materials 
in excess of those listed in Table No. 9-B that are health 
hazards, including but not limited to: 

1. Corrosives. 

2. Highly toxic materials. 

3. Irritants. 

(b) Multiple Hazards. When a hazardous material 
has multiple hazards, all hazards shall be addressed and 
controlled in accordance with the provisions of this 
chapter. 

(c) Liquid Use, Dispensing and Mixing Rooms. 
Rooms in which Class I, Class II and Class I-A flam- 
mable or combustible liquids are used, dispensed or 
mixed in open containers shall be constructed in accord- 
ance with the requirements for a Group H, Division 2 
Occupancy and the following: 

1. Rooms in excess of 500 square feet shall have at 
least one exterior door approved for fire department 
access. 

2. Rooms shall not exceed 1,000 square feet in area. 

3. Rooms shall be separated from other areas by an 
occupancy separation having a fire—resistive rating of not 
less than one hour for rooms up to 150 square feet in 
area and not less than two hours where the room is more 
than 150 square feet in area. Separations from other oc- 
cupancies shall not be less than required by Chapter 5, 
Table No. 5-B. 

4. Shelving, racks and wainscoting in such areas shall 
be of noncombustible construction or wood not less than 
1-inch nominal thickness. 

5. Liquid use, dispensing and mixing rooms shail not 
be located in basements. 

(d) Liquid Storage Rooms. Rooms in which Class I, 
Class II and Class III-A flammable or combustible liq- 
uids are stored in closed containers shall be constructed 
in accordance with the requirements for a Group H, Di- 
vision 3 Occupancy and to the following: 

1. Rooms in excess of 500 square feet shall have at 
least one exterior door approved for fire department 
access. 

2. Rooms shall be separated from other areas by an 
occupancy separation having a fire—resistive rating of not 
less than one hour for rooms up to 150 square feet in 
area and not less than two hours where the room is more 
than 150 square feet in area. Separations from other oc- 
cupancies shall not be less than required by Chapter 5, 
Table No. 5—B. 

3. Shelving, racks and wainscoting in such areas shall 
be of noncombustible construction or wood of not less 
than 1-inch nominal thickness. 

4. Rooms used for the storage of Class I flammable 
liquids shall not be located in a basement. 

(e) Flammable or Combustible Liquid Storage Ware- 
houses. Liquid storage warehouses in which Class I, 
Class II and Class III-A flammable or combustible liq- 
uids are stored in closed containers shall be constructed 
in accordance with the requirements for a Group H, Di- 
vision 3 Occupancy and the following: 
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1. Liquid storage warehouses shall be separated from 
all other uses by a four-hour area separation wall. 

2. Shelving, racks and wainscoting in such warehouses 
shall be of noncombustible construction or wood not less 
than l-inch nominal thickness. 

3. Rooms used for the storage of Class I flammable 
liquids shall not be located in a basement. 

(f) Requirement for Report. The building official may 
require a technical opinion and report to identify and 
develop methods of protection from the hazards present- 
ed by the hazardous material. The opinion and report 
shall be prepared by a qualified person, firm or corpora- 
tion approved by the building official and shall be pro- 
vided without charge to the enforcing agency. 

The opinion and report may include, but is not limited 
to, the preparation of a hazardous material management 
plan (HMMP); chemical analysis; recommendations for 
methods of isolation, separation, containment or protec- 
tion of hazardous materials or processes, including ap- 
propriate engineering controls to be applied; the extent 
of changes in the hazardous behavior to be anticipated 
under conditions of exposure to fire or from hazard con- 
trol procedures; and the limitations or conditions of use 
necessary to achieve and maintain control of the haz- 
ardous materials or operations. The report shall be en- 
tered into the files of the code enforcement agencies. 
Proprietary and trade secret information shall be pro- 
tected under the laws of the state or jurisdiction having 
authority. 


EXCEPTION: When an HMMP is required, the applicant may sub- 


mit the report(s) used for compliance with require- 
ments. of 40 CFR "Hazardous Chemical Reporting 
and Community Right-to-Know Regulations” under 
Title HI of the Superfund Amendments and Reau- 
thorization Act of 1986 (SARA). 


NEW SECTION 


WAC 51-20-0902 CONSTRUCTION, HEIGHT 
AND ALLOWABLE AREA. Section 902. (a) General. 
Buildings or parts of buildings classed.in Group H be- 
cause of the use or character of the occupancy shall be 
limited to the types of construction set forth in Tables 
Nos. 5-С and 5-D and shall not exceed, in area or 

- height, the limits specified in Sections 505, 506 and 507. 

(b) Floors. Except for surfacing, floors in areas con- 
taining hazardous materials and in areas where motor 
vehicles, boats, helicopters or airplanes are stored, re- 
paired or operated shall be of noncombustible, liquid- 
tight construction. 


EXCEPTION: n Group H, Divisions 4 and 5 Occupancies, floors 


may be surfaced or waterproofed with asphaltic pav- 
ing materials in that portion of the facility where no 
repair work is done. 


(c) Spill Control. When required by the Fire Code, 
floors shall be recessed a minimum of 4 inches or shall 
be provided with a liquid-tight raised sill with a mini- 
mum height of 4 inches so as to prevent the flow of liq- 
uids to adjoining areas. When liquid-tight sills are pro- 
vided, they may be omitted at door openings by the in- 
stallation of an open-grate trench which connects to the 
room drainage system. 
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(d) Drainage. When required by the Fire Code, the 
room, building or area shall be provided with a drainage 
system to direct the flow of liquids to an approved loca- 
tion or, the room, building or area shall be designed to 
provide secondary containment for the hazardous mate- 
rials and fire-protection water. 

Drains from the area shall be sized to carry the sprin- 
kler system design flow rate over the sprinkler system 
design area. The slope of drains shall not be less than 1 
percent. Materials of construction for the drainage sys- 
tem shall be compatible with the stored materials. 

Incompatible materials shall be separated from each 
other in the drain systems. They may be combined when 
they have been rendered acceptable for discharge by an 
approved means into the public sewer. Drainage of spill- 
age and fire-protection water directed to a neutralizer or 
treatment system shall comply with the following: 

1. The system shall be designed to handle the maxi- 
mum worst-case spill from the single largest container 
plus the volume of fire-protection water from the system 
over the minimum design area for a period of 20 
minutes. 

2. Overflow from the neutralizer or treatment system 
shall be provided to direct liquid leakage and fire-pro- 
tection water to a safe location away from the building, 
any material or fire-protection control valve, means of 
egress, adjoining property, or fire department access 
roadway. 

(e) Containment. When required by the Fire Code, 
drains shall be directed to a containment system or other 
location designed as secondary containment for the haz- 
ardous material liquids and fire-protection water, or the 
building, room or area shall be designed to provide sec- 
ondary containment of hazardous material liquids and 
fire-protection water through the use of recessed floors 
or liquid-tight raised sills. 

Secondary containment shall be designed to retain the 
spill from the largest single container plus the design 
flow rate of the sprinkler system for the area of the room 
or area in which the storage is located or the sprinkler 
system design area, whichever is smaller. The contain- 
ment capacity shall be capable of containing the flow for 
a period of 20 minutes. 

Overflow from the secondary containment system 
shall be provided to direct liquid leakage and fire-pro- 
tection water to a safe location away from the building, 
any material or fire-protection control valve, means of 
egress, fire access roadway, adjoining property or storm 
drains. 

If the storage area is open to rainfall, the secondary 
containment shall be designed to accommodate the vol- 
ume of a 24-hour rainfall as determined by a 25-year 
storm. 

When secondary containment is required, a monitor- 
ing method capable of detecting hazardous material 
leakage from the primary containment into the second- 
ary containment shall be provided. When visual inspec- 
tion of the primary containment is not practical, other 
approved means of monitoring may be provided. When 
secondary containment may be subject to the intrusion 
of water, a monitoring method for such water shall be 
provided. Whenever monitoring devices are provided, 
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they shall be connected to distinct visual or audible 
alarms. 

(f) Smoke and Heat Vents. Smoke and heat venting 
shall be provided in areas containing hazardous materi- 
als as set forth in the Fire Code in addition to the provi- 
sions of this code. 

(g) Standby Power. A standby power system shall be 
provided for required mechanical exhaust ventilation, 
treatment, temperature control, liquid-level limit con- 
trol, pressure control, alarm, and detection or other re- 
quired electrically operated systems in Group H, Divi- 
sions 1, 2, and 3 Occupancies, and in Group H, Division 
7 Occupancies in which there is use or storage of corro- 
sives, highly toxic solids and liquids, irritants, sensitizers 
or other health hazard materials. For required systems, 
see the Fire Code. The standby power system shall be 
designed and installed in accordance with the Electrical 
Code to automatically supply power to all electrical 
equipment required by the Fire Code when the normal 
electrical supply system is interrupted. 

(h) Emergency Power. An emergency power system 
shall be provided for required mechanical exhaust venti- 
lation, treatment, temperature control, liquid-level limit 
control, pressure control, alarm and detection or other 
required electrically operated systems in Group H, Divi- 
sion 6 Occupancies, and in Group H, Division 7 Occu- 
pancies in which highly toxic or toxic gases are stored or 
used. For required systems, see the Fire Code. The 
emergency power system shall be designed and installed 
in accordance with the Electrical Code to automatically 
supply power to the exhaust ventilation system when the 
normal electrical supply system is interrupted. 

(i) Special Provisions for Group H, Division 1 Occu- 
pancies. Group H, Division 1 Occupancies shall be in 
buildings used for no other purpose, without basements, 
crawl spaces or other under-floor spaces. Roofs shall be 
of lightweight construction with suitable thermal insula- 
tion to prevent sensitive material from reaching its de- 
composition temperature. 

Group H, Division 1 Occupancies containing materi- 
als which are in themselves both physical and health 
hazards in quantities exceeding the exempt amounts in 
Table No. 9-B shall comply with requirements for both 
Group Н, Division 1 and Group Н, Division 7 
Occupancies. 

(j) Special Provisions for Group H, Divisions 2 and 3 
Occupancies. Group H, Divisions 2 and 3 Occupancies 
containing quantities of hazardous materials in excess of 
those set forth in Table No. 9—E shall be in buildings 
used for no other purpose, shall not exceed one story in 
height and shall be without basements, crawl spaces or 
other under-floor spaces. 

Group Н, Division 3 Occupancies containing water— 
reactive materials shall be resistant to water penetration. 
Piping for conveying liquids shall not be over or through 
areas containing water reactives, unless isolated by ap- 
proved liquid—tight construction. 


EXCEPTION:  Fire-protection piping may be installed over reactives 
without isolation. 


(k) Special Provisions for Group H, Divisions 4 and 5 
Occupancies. A Division 4 Occupancy having a floor 
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area not exceeding 2,500 square feet may have exterior 
walls of not less than two-hour fire-resistive construc- 
tion when less than 5 feet from a property line and of 
not less than one-hour fire-resistive construction when 5 
feet or more but less than 20 feet from a property line. 

(I) Special Provisions for Group H, Division 6 Occu- 
pancies. See Section 911. 


NEW SECTION 


WAC 51-20-1000 CHAPTER 10. Requirements 
for Group | Occupancies. 


NEW SECTION 


WAC 51-20-1011 SUITE CONCEPT. Section 
1011. Rooms within hospitals and nursing homes may be 
considered as an adjoining or intervening room when the 
nature of the rooms is such that the entire configuration 
functions as a single unit. Any suite of rooms other than 
patient sleeping rooms, may be subdivided with noncom- 
bustible and nonfire-rated walls. Suites shall comply 
with all of the following: 

1. Suites shall not exceed 10,000 square feet in area 
except patient sleeping room suites shall not exceed 
5,000 square feet in area. 

2. The maximum travel distance from any point in the 
suite to a corridor door is limited to 50 feet or there is 
unrestricted access from patient treatment areas to a 
corridor with a maximum of one intervening room. 

3. Suites of more than 1,000 square feet shall have at 
least two separate exits. 

4. The main building exiting system shall not pass 
through the suite. 

5. Suites shall be separated from the rest of the occu- 
рапсу by at least a one-hour fire—resistive occupancy 
separation. 

6. The entire building shall be provided with an ap- 
proved automatic sprinkler system and supervised auto- 
matic smoke-detection system. 

7. Each patient sleeping room in the suite shall be lo- 
cated to permit visual supervision by the facility staff. 

8. Patient corridors (rated and nonrated) within the 
suite shall be not less than 8 feet in width except in 
mental health occupancies corridors shall be not less 
than 6 feet in width. 


NEW SECTION 


WAC 51-20-1200 CHAPTER 12. Requirements 
for Group R Occupancies. 


NEW SECTION 


WAC 51-20-1201 GROUP R OCCUPANCIES 
DEFINED. Section 1201. Group R Occupancies shall 
be: 

Division 1. Hotels and apartment houses. 

Congregate residences (each accommodating more 
than 10 persons). 

Division 2. Not used. 

Division 3. Dwellings, family child day care homes 
and lodging houses. 
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Congregate residences (each accommodating 10 per- 
sons or less). 

For occupancy separations, see Table No. 5-B. 

A complete code for construction of detached one- 
and two-family dwellings is in Appendix Chapter 12 of 
this code. When adopted, as set forth in Section 103, it 
will take precedence over the requirements set forth in 
Parts I through X and Chapter 60 of this code. 


NEW SECTION 


WAC 51-20-1210 SMOKE DETECTORS AND 
SPRINKLER SYSTEMS. Section 1210. (a) Smoke 
Detectors. 1. General. Dwelling units, congregate resi- 
dences and hotel or lodging house guest rooms that are 
used for sleeping purposes shall be provided with opera- 
ble smoke detectors. Detectors shall be installed in ac- 
cordance with the approved manufacturer's instructions. 

2. Additions, alterations or repairs to Group R Occu- 
pancies. When the valuation of an addition, alteration or 
repair to a Group R Occupancy exceeds $1000.00 and a 
permit is required, or when one or more sleeping rooms 
are added or created in existing Group R Occupancies, 
smoke detectors shall be installed in accordance with 
Subsections 3, 4 and 5 of this section. 

3. Power source. In new construction, required smoke 
detectors shall receive their primary power from the 
building wiring when such wiring is served from a com- 
mercial source and shall be equipped with a battery 
backup. The detector shall emit a signal when the bat- 
teries are low. Wiring shall be permanent and without a 
disconnecting switch other than those required for over- 
current protection. Smoke detectors may be solely bat- 
tery operated when installed in existing buildings, or in 
buildings without commercial power; or in buildings 
which undergo alterations, repairs or additions regulated 
by Subsection 2 of this section. 

4. Location within dwelling units. In dwelling units, a 
detector shall be in each sleeping room and at a point 
centrally located in the corridor or area giving access to 
each separate sleeping area. When the dwelling unit has 
more than one story and in dwellings with basements, a 
detector shall be installed on each story and in the base- 

ment. In dwelling units where a story or basement is 
split into two or more levels, the smoke detector shall be 
installed on the upper level, except that when the lower 
level contains a sleeping area, a detector shall be in- 
stalled on each level. When sleeping rooms are on an 
upper level, the detector shall be placed at the ceiling of 
the upper level in close proximity to the stairway. In 
dwelling units where the ceiling height of a room open to 
the hallway serving the bedrooms exceeds that of the 
hallway by 24 inches or more, smoke detectors shall be 
installed in the hallway and in the adjacent room. De- 
tectors shall sound an alarm audible in all sleeping areas 
of the dwelling unit in which they are located. 

5. Location in efficiency dwelling units, congregate 
residences and hotels. In efficiency dwelling units, hotel 
suites and in hotel and congregate residence sleeping 
rooms, detectors shall be located on the ceiling or wall of 
the mainroom or each sleeping room. When sleeping 
rooms within an efficiency dwelling unit or hotel suite 
are on an upper level, the detector shall be placed at the 
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ceiling of the upper level in close proximity to the stair- 
way. When actuated, the detector shall sound an alarm 
audible within the sleeping area of the dwelling unit, 
hotel suite or sleeping room in which it is located. 

6. Location within family child day care homes. In 
family child day care homes operable detectors shall be 
located in all sleeping and napping areas. When the 
family child day care home has more than one story, and 
in family child day care homes with basements, an oper- 
able detector shall be installed on each story and in the 
basement. In family child day care homes where a story 
or basement is split into two or more levels, the smoke 
detector shall be installed in the upper level, except that 
when the lower level contains a sleeping or napping area, 
an operable detector shall be located on each level. 
When sleeping rooms are on an upper level, the detector 
shall be placed at the ceiling of the upper level in close 
proximity to the stairway. In family child day care 
homes where the ceiling height of a room open to the 
hallway serving the bedrooms exceeds that of the hall- 
way by 24 inches or more, smoke detectors shall be in- 
stalled in the hallway and the adjacent room. Detectors 
shall sound an alarm audible in all areas of the building. 

(b) Sprinkler and Standpipe Systems. When required 
by other provisions of this code, automatic sprinkler sys- 
tems and standpipes shall be installed as specified in 
Chapter 38. 


NEW SECTION 


WAC 51-20-1215 FAMILY CHILD DAY CARE 
HOMES. Section 1215. For family child day care homes 
with more than six children, each floor level used for 
family child day care purposes shall be served by two 
remote exits. Outside exit doors shall be operable from 
the inside without the use of keys or any special knowl- 
edge or effort. 

Basements located more than four feet below grade 
level shall not be used for family child day care homes 
unless one of the following conditions exist: 

(a) Exit stairways from the basement open directly to 
the exterior of the building without entering the first 
floor; or 

(b) One of the two required exits discharges directly 
to the exterior from the basement level, and a self—clos- 
ing door is installed at the top or bottom of the interior 
stair leading to the floor above; or 

(c) One of the two required exits is an operable win- 
dow or door, approved for emergency escape or rescue, 
that opens directly to a public street, public alley, yard 
or exit court is provided; or 

(d) A residential sprinkler system is provided 
throughout the entire building in accordance with Na- 
tional Fire Protection Association Standard 13d. 

Floors located more than four feet above grade level 
shall not be occupied by children in family child day 
care homes. 


EXCEPTIONS: І. Use of toilet facilities while under supervision of 
an adult staff person. 

2. Family child day are homes may be allowed on 
the second story if one of the following conditions 


exist: 
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(a) Exit stairways from the second story open di- 
rectly to the exterior of the building without enter- 
ing the first floor; or 

(b) One of the two required exits discharges directly 
to the exterior from the second story level, and a 
self-closing door is installed at the top or bottom of 
the interior stair leading to the floor below; or 

(c) A residential sprinkler system is provided 
throughout the entire building in accordance with 
National Fire Protection Association Standard 13d. 


Every sleeping or napping room in a family child day 
care home shall have at least one operable window for 
emergency rescue. 

EXCEPTION: Sleeping or napping rooms having doors leading to 


two separate exits ways, or a door leading directly to 
the exterior of the building. 


Rooms or spaces containing a commercial-type cook- 
ing kitchen, boiler, maintenance shop, janitor closet, 
laundry, woodworking shop, flammable or combustible 
storage, or painting operation shall be separated from 
the family child day care area by at least one-hour fire— 
resistive construction. 

EXCEPTION: A fire-resistive separation shall not be required 
where the food preparation kitchen contains only a 
domestic cooking range, and the preparation of food 
does not result in the production of smoke or grease 
laden vapors. 


NEW SECTION 


WAC 51-20-1223 DIVISION II. REQUIRE- 
MENTS FOR GROUP R, DIVISION 4 AND DIVI- 
SION 5 OCCUPANCIES. General. Section 1223. (a) 
Purpose. The purpose of this division is to provide mini- 
mum standards of safety for group care facilities. 

(b) Scope. 1. General. The provisions of this division 
shall apply to buildings or portions thereof that are to be 
used for Group R, Division 4 and Division 5 
Occupancies. 

2. Applicability of other provisions. Except as specifi- 
cally required by this division, Group R, Division 4 and 
Division 5 Occupancies shall meet all applicable provi- 
sions of this code. Group R, Division 4 and Division 5 
Occupancies need not be accessible to people with 
disabilities. 

(c) Definitions. For the purpose of this division, cer- 
tain terms are defined as follows: 

GROUP R, DIVISION 4 OCCUPANCIES shall be 
residential group care facilities for ambulatory, 
nonrestrained persons who may have a mental or physi- 
cal impairment (each accommodating more than five 
and not more than 16 clients or residents, excluding 
staff). 

GROUP R, DIVISION 5 OCCUPANCIES shall be 
residential group care facilities for semi-ambulatory and 
nonambulatory, nonrestrained persons who have a men- 
tal or physical impairment (each accommodating more 
than five and not more than 16 clients or residents, ex- 
cluding staff). 

AMBULATORY PERSONS means persons physi- 
cally and mentally capable of walking or traversing a 
normal path to safety, including the ascent and descent 
of stairs, and capable of self-preservation, without the 
physical assistance of another person. 
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NONAMBULATORY PERSONS means persons 
physically or mentally unable to walk or traverse a nor- 
mal path to safety without the physical assistance of an- 
other person. 

SEMI-AMBULATORY PERSONS means persons 
physically and mentally capable of traversing a normal 
path to safety with the use of mobility aids, but unable 
to ascend or descend stairs without the physical assist- 
ance of another person. 

SEPARATE EXIT SYSTEM is a path of exit travel 
separated in such a manner from other required exits as 
to provide an atmospheric separation which precludes 
contamination by both paths by the same fire. 


NEW SECTION 


WAC 51-20-1224 CONSTRUCTION, HEIGHT 
AND. ALLOWABLE AREA. Section 1224. (a) Gener- 
al. Buildings or portions of buildings classified as Group 
R, Division 4 or Division 5 shall meet the same con- 
struction, height and allowable area requirements as re- 
quired for a Group R, Division 1 Occupancy. 

(b) Special Provisions. (1) Residential or quick re- 
sponse standard sprinkler heads shall be used in all 
sprinkler systems installed in Group R, Division 4 and 
Division 5 Occupancies. 

(2) Group R, Division 4 Occupancies shall have in- 
stalled an approved fully automatic fire-extinguishing 
system conforming to U.B.C. Standard No. 38-3. 
EXCEPTION: In areas where adequate water supply is not avail- 

able, on the approval of the building official a fully 


automatic fire-extinguishing system conforming to 
N.F.P.A. Standard 13-d may be used. 


(3) AII buildings classed as Group R, Division 5 shall: 

(A) Have installed an approved fully automatic fire- 
extinguishing system conforming to UBC Standard No. 
38-1; and, 

(B) In buildings with individual floor areas over 6,000 
square feet, have an approved smoke barrier dividing the 
floor into at least two compartments, provided that each 
compartment shall provide no less than 30 square feet 
per occupant; and, 

(C) Be a minimum Type V, One-hour construction. 
EXCEPTION: Buildings classified as Group R, Division 5 may be of 

Type V-N construction provided: 

(i) The entire building has an interior wall and ceil- 
ing covering consisting of 1/2 inch gypsum wall 
board or an approved equal installed in accordance 
with Section 4711; and, 

(ii) An approved smoke-detection system, supervised 
by an approved central, proprietary or remote station 
service, is installed throughout the entire structure 
and interconnected to the sprinkler system. 


(D) Be equipped with an approved smoke detector 
and automatic shutoff in each single system providing 
heating and cooling air. Automatic shutoffs shall shut 
down the air-moving equipment when smoke is detected 
in a circulating airstream or as an alternate, when smoke 
is detected in rooms served by the system. 

Where required, smoke detectors shall be installed in 
the main circulating-air duct ahead of any fresh air in- 
let, or installed in each room or space served by the re- 
turn-air duct. Activation of any detector shall cause the 
air-moving equipment to automatically shut down. 
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(c) Mixed Occupancies. Group R, Division 4 and Di- 
vision 5 Occupancies shall be separated from Group H 
Occupancies by a four-hour fire-resistive occupancy 
separation and shall be separated from all other occu- 
pancies by a one-hour fire-resistive occupancy 
separation. 

EXCEPTIONS: 1. An occupancy separation need not be provided 

between a Group R, Division 4 or Division 5 Occu- 
pancy and a carport having no enclosed uses above, 
provided the carport is entirely open on two or more 
sides. 
2. In the one-hour occupancy separation between a 
Group R, Division 4 or Division 5 Occupancy and a 
Group M, Division 1 Occupancy, the separation 
may be limited to the installation of materials ap- 
proved for one-hour fire—resistive construction on 
the garage side and a self-closing, tight-fitting sol- 
id-wood door 1 3/8 inch in thickness, or a self— 
closing tight-fitting door having a fire-protection 
rating of not less than 20 minutes when tested in 
accordance with Part II UBC Standard No. 43-2, 
which is part of this code, is permitted in lieu of a 
one-hour fire assembly. Fire dampers need not be 
installed in air ducts passing through the wall, floor 
or ceiling separating a Group К, Division 4 or Divi- 
sion 5 Occupancy from a Group M, Division | Oc- 
cupancy, provided such ducts within the Group M 
Occupancy are constructed of steel having a thick- 
ness not less than 0.019 inch (No. 26 galvanized 
sheet gauge) and have no openings into the Group 
M Occupancy. 


NEW SECTION 


WAC 51-20-1225 LOCATION ON PROPERTY. 
Section 1225. Exterior walls located less than 3 feet 
from property lines shall be of one-hour fire-resistive 
construction. Openings shall not be permitted in exterior 
walls located less than 3 feet from property lines. For 
other requirements, see Section 504 and Part IV. 


NEW SECTION 


WAC 51-20-1226 EXITS AND EMERGENCY 
ESCAPES. Section 1226. (a) General. 1. Group R, Di- 
vision 4 and Division 5 Occupancies shall be provided 
with exits as required by this section and Chapter 33 of 
this code. 

2. All Group R, Division 5 Occupancies located above 
the first floor shall have at least two exits directly to the 
exterior of the building, or into separate exit systems in 
accordance with Section 3309(a) and this chapter. 

(b) Exits Required. 1. Number of exits. Every story, 
basement or portion thereof housing a Group К, Division 
4 or Division 5 Occupancy shall have not less than two 
exits. 

EXCEPTIONS: 1. Basements used exclusively for the service of the 
building may have one exit. For the purpose of this 
exception, storage rooms, laundry rooms, mainte- 
nance offices and similar uses shall not be consid- 
ered as providing service to the building. 

2. Storage rooms, laundry rooms and maintenance 


offices not exceeding 300 square feet in floor area 
may be provided with only one exit. 


2. Distance to exits. The maximum travel distance 
specified in Chapter 33 shall be reduced by 50 percent. 

(c) Corridor Width. Corridors shall be not less than 
36 inches in width. 
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(d) Stairways. Stairways shall be constructed as re- 
quired by Section 3306 of this code. 

EXCEPTION: In buildings that are converted to a Group R, Divi- 
sion 4 or Division 5 Occupancy, existing stairways 
may have an 8-inch maximum rise and 9-inch mini- 
mum run. Existing stairways may be 30 inches in 
width in Group R, Division 4 Occupancies, and 36 
inches in width in Group R, Division 5 Occupancies. 


(e) Emergency Exit Illumination. In the event of 
power failure, exit illumination shall be automatically 
provided from an emergency system. Emergency systems 
shall be supplied from storage batteries or an on-site 
generator set and the system shall be installed in ac- 
cordance with the requirements of the Electrical Code. 

(f) Emergency Escape. Every sleeping room shall be 
provided with emergency escape or rescue facilities as 
required by Section 1204 of this code. 

(g) Exit doors shall be openable from the inside with 
one motion and without the use of a key or any special 
knowledge or effort. 


NEW SECTION 


WAC 51-20-1227 LIGHT, VENTILATION AND 
SANITATION. Section 1227. Light, ventilation and 
sanitation shall be as specified in Section 1205. 


NEW SECTION 


WAC 51-20-1228 YARDS AND COURTS. Sec- 
tion 1228. Yards and courts shall be as specified in Sec- 
tion 1206. 


NEW SECTION * 


WAC 51-20-1229 ROOM DIMENSIONS. Sec- 
tion 1229. Room dimensions shall be as specified in Sec- 
tion 1207. 


NEW SECTION 


WAC 51-20-1230 
requirements. 


SECTION 1230. No 


NEW SECTION 


WAC 51-20-1231 SHAFT ENCLOSURES. Sec- 
tion 1231. Exits shall be enclosed as specified in Chapter 
33. 

Elevator shafts, vent shafts, dumbwaiter shafts, 
clothes chutes and other vertical openings shall be en- 
closed and the enclosure shall be as specified in Section 
1706. | 


NEW SECTION 


WAC 51-20-1232 FIRE ALARM SYSTEMS. 
Section 1232. An approved automatic and manual fire 
alarm system, supervised by an approved central, pro- 
prietary or remote station service, shall be provided in 
Group R, Division 4 and Division 5 Occupancies in ac- 
cordance with Article 14 of the Fire Code. 

EXCEPTION: Heat detectors need not be provided where an ap- 
proved automatic sprinkler system that is intercon- 


nected to the fire alarm system is provided through- 
out the building. 
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NEW SECTION 


WAC 51-20-1233 HEATING. Section 1233. All 
habitable rooms shall be provided with heating facilities 
capable of maintaining a room temperature of 70? F. at 
a point 3 feet above the floor. 


NEW SECTION 


WAC 51-20-1234 SPECIAL HAZARDS. Section 
1234. (a) Heating Equipment. All heating equipment 
shall be permanently installed. Chimneys and heating 
apparatus shall conform to the requirements of Chapter 
37 of this code and the Mechanical Code. 

(b) Flammable Liquids. The storage and handling of 
gasoline, fuel oil or other flammable liquids shall be in 
accordance with the Fire Code. 


NEW SECTION 


WAC 51-20-1800 CHAPTER 18. Type I Fire-re- 
sistive Buildings. 


NEW SECTION 


WAC 51-20-1807 SPECIAL PROVISIONS FOR 
GROUP B, DIVISION 2 OFFICE BUILDINGS AND 
GROUP R, DIVISION | OCCUPANCIES. Section 
1807. (a) Scope. This section applies to all Group B, 
Division 2 office and Group R, Division 1 Occupancies, 
each having floors used for human occupancy located 
more than 75 feet above the lowest level of fire depart- 
ment access. Such buildings shall be provided with an 
approved automatic sprinkler system in accordance with 
Section 1807(c). 

(b) Certificate of Occupancy. All mechanical and 
electrical equipment and other required life safety sys- 
tems shall be approved and installed in accordance with 
approved plans and specifications pursuant to this sec- 
tion and shall be tested and proved to be in proper 
working condition to the satisfaction of the building offi- 
cial before issuance of the Certificate of Occupancy. 
Such system shall be maintained in accordance with the 
Fire Code. 

(c) Automatic Sprinkler System. 1. System design. 
The automatic sprinkler system shall be provided 
throughout the building. The sprinkler system shall be 
designed using the parameters set forth in U.B.C. Stan- 
dard No. 38-1 and the following: 

A. Shutoff valves and a water-flow device shall be 
provided for each floor. The sprinkler riser may be com- 
bined with the standpipe riser. 

B. In Seismic Zones Nos. 2, 3 and 4, in addition to 
the main water supply, a secondary on-site supply of 
water equal to the hydraulically calculated sprinkler de- 
sign demand plus 100 gallons per minute additional for 
the total standpipe system shall be provided. This supply 
shall be automatically available if the principal supply 
fails and shall have a duration of 30 minutes. 

2. Modifications. The following modifications of code 
requirements are permitted: 

A. The fire-resistive time periods set forth in Table 
No. 17-A may be reduced by one hour for interior 
bearing walls, exterior bearing and nonbearing walls, 
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roofs and the beams supporting roofs, provided they do 
not frame into columns. Vertical shafts other than stair- 
way enclosures and elevator shafts may be reduced to 
one hour when sprinklers are installed within the shafts 
at alternate floors. The fire-resistive time period reduc- 
tion as specified herein shall not apply to exterior bear- 
ing and nonbearing walls whose fire-resistive rating has 
already been reduced under the exceptions contained 
within Section 1803(a) or 1903(a). 

B. Except for corridors in Group B, Division 2 and 
Group R, Division 1 Occupancies and partitions sepa- 
rating dwelling units or guest rooms, all interior non- 
bearing partitions required to be one-hour fire—resistive 
construction by Table No. 17-A may be of noncombust- 
ible construction without a fire—resistive time period. 

C. Travel distance from the most remote point in the 
floor area to a horizontal exit or to an enclosed stairway 
may be 300 feet. 

D. Fire dampers, other than those needed to protect 
floor-ceiling assemblies to maintain the fire resistance of 
the assembly, are not required. 

E. Emergency windows required by Section 1204 are 
not required. 

(d) Smoke-detection Systems. At least one approved 
smoke detector suitable for the intended use shall be 
installed: 

l. In every mechanical equipment, electrical, trans- 
former, telephone equipment, elevator machine or simi- 
lar room. 

2. In the main return- and exhaust-air plenum of 
each air-conditioning system and located in a service- 
able area downstream of the last duct inlet. 

3. At each connection to a vertical duct or riser serv- 
ing two or more stories from a return-air duct or ple- 
num of an air—conditioning system. In Group R, Divi- 
sion 1 Occupancies, an approved smoke detector may be 
used in each return-air riser carrying not more than 
5,000 cfm and serving not more than 1O air inlet 
openings. 

The actuation of any detector required by this section 
shall operate the voice alarm system and shall place into 
operation all equipment necessary to prevent the recir- 
culation of smoke. 

(e) Alarm and Communication Systems. The alarm 
and communication systems shall be designed and in- 
stalled so that damage to any terminal unit or speaker 
will not render more than one zone of the system 
inoperative. 

The voice alarm and public address system may be a 
combined system. When approved by the fire depart- 
ment, a communications system may be combined with 
the voice alarm system and the public address system. 

Three communication systems which may be com- 
bined as set forth above shall be provided as follows: 

1. Voice alarm system. The operation of any smoke 
detector, sprinkler, waterflow device or manual fire 
alarm station shall automatically sound an alert signal to 
the desired areas followed by voice instructions giving 
appropriate information and direction to the occupants. 

The central control station shall contain controls for 
the voice alarm system so that a selective or general 
voice alarm may be manually initiated. 
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The system shall be supervised to cause the activation 
of an audible trouble signal in the central control station 
upon interruption or failure of the audiopath including 
amplifiers, speaker wiring, switches and electrical con- 
tacts and shall detect opens, shorts and grounds which 
might impair the function of the system. 

The alarm shall be designed to be heard clearly by all 
occupants within the building or designated portions 
thereof as is required for the public address system. 

2. Public address system. A public address communi- 
cation system designed to be clearly heard by all occu- 
pants of the building shall operate from the central con- 
trol station. It shall be established on a selective or gen- 
eral basis to the following terminal areas: 

A. Elevators. 

B. Elevator lobbies. 

C. Corridors. 

D. Exit stairways. 

E. Rooms and tenant spaces exceeding 1,000 square 
feet in area. 

F. Dwelling units in apartment houses. 

G. Hotel guest rooms or suites. 

3. Fire department communication system. A two- 
way fire department communication system shall be 
provided for fire department use. It shall operate be- 
tween the central control station and elevators, elevator 
lobbies, emergency and standby power rooms and at en- 
tries into enclosed stairways. 

(f) Central Control Station. A centra! control station 
for fire department operations shall be provided. The lo- 
cation, size and arrangement of the central control sta- 
tion room shall be approved by the authority having ju- 
risdiction. It shall contain the following as a minimum: 

1. The voice alarm and public address system panels. 

2. The fire department communications panel. 

3. Fire-detection and alarm system annunciator 
panels. 

4. Annunciator visually indicating the location of the 
elevators and whether they are operational. 

5. Status indicators and controls for air-handling 


systems. 

6. Controls for unlocking all stairway doors 
simultaneously. 

7. Sprinkler valve and water-flow detector display 
panels. 


8. Emergency and standby power controls and status 
indicators. 

9. A telephone for fire department use with controlled 
access to the public telephone system. 

10. Fire pump status indicators. 

11. Schematic building plans indicating the typical 
floor plan and detailing the building core, exit facilities, 
fire-protection systems, fire-fighting equipment and fire 
department access. 

12. Work table. 

All control panels in the central control station shall 
be permanently identified as to function. 

Alarm, supervisory and trouble signals as required by 
Items 3 and 7 above shall be annunciated in compliance 
with the Fire Code in the central control station by 
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means of an audible and visual indicator. For purposes 
of annunciation, zoning shall be in accordance with the 
following: 

1. When the system serves more than one building, 
each building shall be considered separately. 

2. Each floor shall be considered a separate zone. 
When one or more sprinkler risers serve the same floor, 
each riser shall be considered a separate zone. 


EXCEPTION: When more than one riser serves the same system on 
the floor. 


(g) Smoke Control. Natural or mechanical ventilation 
for the removal of products of combustion shall be pro- 
vided in every story and shall consist of one of the 
following: 

1. Easily identifiable, manually operable windows or 
panels shall be distributed around the perimeter of the 
building at not more than 50-foot intervals. The area of 
operable windows or panels shall not be less than 20 
square feet per 50 linear feet of perimeter. 

EXCEPTIONS: 1. In Group R, Division | hotel occupancies, each 

guest room or suite having an exterior wall may be 
provided with 2 square feet of venting area in lieu 
of the area specified above. 
2. Windows may be of fixed tempered glass provid- 
ed that no coating or film is applied which will 
modify the natural breaking characteristics of the 
glass. 


2. When a complete and approved automatic sprinkler 
system is installed, the mechanical air-handling equip- 
ment may be designed to accomplish smoke removal. 
Under fire conditions, the return and exhaust air shall be 
moved directly to.the outside without recirculation to 
other sections of the building. The air-handling system 
shall provide a minimum of one exhaust air change each 
10 minutes for the area involved. 

3. Any other approved design which will produce 
equivalent results. 

(h) Elevators. Elevators and elevator lobbies shall 
comply with the provisions of Chapter 51 and the 
following: 

NOTE: A bank of elevators is a group of elevators or a single eleva- 
tor controlled by a common operating system; that is, all 
those elevators which rcspond to a single call button consti- 
tute a bank of elevators. There is no limit on the number of 


cars which may be in a bank or group but there may not be 
more than four cars within a common hoistway. 


1. Elevators on all floors shall open into elevator lob- 
bies which are separated from the remainder of the 
building, including corridors and other exits, by walls 
extending from the floor to the underside of the fire-re- 
sistive floor or roof above. Such walls shall not be of less 
than one-hour fire-resistive construction. Openings 
through such walls shall conform to Section 3305(h). 


EXCEPTIONS: 1. The main entrance level elevator lobby in office 
buildings. 
2. Elevator lobbies located within an atrium com- 
plying with the provisions of Section 1715. 
3. In fully sprinklered office buildings, corridors 
may lead through enclosed elevator lobbies if all ar- 
eas of the building have access to at least one re- 
quired exit without passing through the elevator 
lobby. 
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2. Each elevator lobby shall be provided with an ар- 
proved listed smoke detector located on the lobby ceil- 
ing. When the detector is activated, elevator doors shall 
not open and all cars serving that lobby are to return to 
the main floor and be under manual control only. If the 
main floor detector or a transfer floor detector is acti- 
vated, all cars serving the main floor or transfer floor 
shall return to a location approved by the fire depart- 
ment and building official and be under manual control 
only. The detector may serve to close the lobby doors 
and additional doors at the hoistway opening allowed in 
Section 5106. 

3. Elevator hoistways shall not be vented through an 
elevator machine room. Cable slots entering the machine 
room shall be sleeved beneath the machine room floor 
and extend to not less than 12 inches below the shaft 
vent to inhibit the passage of smoke into the machine 
room. 

(i) Standby Power, Light and Emergency Systems. 1. 
Standby power. Standby power-generating system con- 
forming to U.B.C. Standard No. 18-1, which is a part of 
this code (see Chapter 60, Part II), shall be provided. 
The system shall be equipped with suitable means for 
automatically starting the generator set upon failure of 
the normal electrical supply systems and for automatic 
transfer of all functions required by this section at full 
power within 60 seconds of such normal service failure. 
System supervision with manual start and transfer over- 
ride features shall be provided at the central control 
station. 

An on-premises fuel supply sufficient for not less than 
two hours' full-demand operation of the system shall be 
provided. 

The standby system shall have a capacity and rating 
that would supply all equipment required to be opera- 
tional at the same time. The generating capacity need 
not be sized to operate all the connected electrical 
equipment simultaneously. 

All power, lighting, signal and communication facili- 
ties specified in Subsections (d), (e), (f), (g), (h), (i) and 
(j) of this section, as applicable; fire pumps required to 
maintain pressure, standby lighting and normal circuits 
supplying exit signs and exit illumination shall be trans- 
ferable to the standby source. 

2. Standby lighting. Standby lighting shall be provid- 
ed as follows: 

A. Separate lighting circuits and fixtures sufficient to 
provide light with an intensity of not less than one foot- 
candle measured at floor level in all exit corridors, stair- 
ways, smokeproof enclosures, elevator cars and lobbies 
and other areas which are clearly a part of the escape 
route. 

B. All circuits supply lighting for the central control 
station and mechanical equipment room. 

3. Emergency systems. The following are classified as 
emergency systems and shall operate within 10 seconds 
of failure of the normal power supply: 

A. Exit sign and exit illumination as required by Sec- 
tions 3313 and 3314. 

B. Elevator car lighting. 

G) Exits. Exits shall comply with other requirement 
of this code and the following: 
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1. АП stairway doors which are locked from the stair- 
way side shall have the capability of being unlocked si- 
multaneously without unlatching upon a signal from the 
central control station. 

2. A telephone or other two-way communications sys- 
tem connected to an approved emergency service which 
operates continuously shall be provided at not less than 
every fifth floor in each required stairway where other 
provisions of this code permit the doors to be locked. 

(k) Seismic Considerations. In Seismic Zones Nos. 2, 
3 and 4, the anchorage of mechanical and electrical 
equipment required for life-safety systems, including fire 
pumps and elevator drive and suspension systems, shall 
be designed in accordance with the requirements of Sec- 
tion 2330. 


NEW SECTION 


WAC 51-20-2300 
QUIREMENTS. 


GENERAL DESIGN RE- 


NEW SECTION 


WAC 51-20-2312 DEFINITIONS FOR WIND 
DESIGN. Section 2312. The following definitions apply 
only to this part: 

BASIC WIND SPEED is the fastest-mile wind speed 
associated with an annual probability of 0.02 measured 
at a point 33 feet above the ground for an area having 
exposure category C. 

EXPOSURE B has terrain with buildings, forest or 
surface irregularities 20 feet or more in height covering 
at least 20 percent of the area extending one mile or 
more from the site. 

EXPOSURE C has terrain which is flat and generally 
open, extending one-half mile or more from the site in 
any full quadrant. 

EXPOSURE D represents the most severe exposure in 
areas with basic wind speeds greater than 80 miles per 
hour (mph) and has terrain which is flat and unob- 
structed facing large bodies of water over one mile or 
more in width relative to any quadrant of the building 
site. Exposure D extends inland from the shoreline 1/4 
mile or 10 times the building height, whichever is 
greater. 


FASTEST-MILE WIND SPEED is the wind speed 
obtained from wind velocity maps prepared by the Na- 
tional Oceanographic and Atmospheric Administration 
and is the highest sustained average wind speed based on 
the time required for a mile-long sample of air to pass a 
fixed point. 

OPEN STRUCTURE or STORY is a partially en- 
closed structure that has a greater area of exterior wall 
openings on any one wall than the sum of the areas of 
the openings on all the other walls and has more than 15 
percent of the wall area open. All windows and doors or 
other openings in exterior walls shall be considered as 
openings unless such openings and their frames are spe- 
cifically detailed and designed to resist the loads on ele- 
ments and components in accordance with the provisions 
of this section. 

SPECIAL WIND REGION is an area where local 
records and terrain features indicate 50-year fastest— 
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mile basic wind speed is higher than shown in Figure 
No. 23-1. 

UNENCLOSED STRUCTURE or STORY is a 
structure which has openings on two or more sides but 
the sum of the areas of openings in each side is within 
15 percent or less of each other. 


NEW SECTION 
WAC 51-20-2700 CHAPTER 27. Steel. 
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NEW SECTION 


WAC 51-20-2710 STEEL STRUCTURES RESISTING FORCES INDUCED BY 
TIONS IN SEISMIC ZONES NOS. 3 AND 4. Section 2710. 


Sec. 2710. (a) General. Design and construction of stec? framing in lateral- 
force-resisting systems in Seismic Zones Nos. 3 and 4 shall conform to the require- 
ments of the code and to the requirements of this scction. 

(b) Definitions. 

ALLOWABLE STRESSES arc prescribed in U.B.C. Standard No. 27-15. 

CHEVRON BRACING is that form of bracing where a pair of braces located 
cither above or bełow a beam terminates at a single point within the clear beam 
span. 

CONNECTION is the group of clements that connect the member to the joint. 

DIAGONAL BRACING is that form of bracing that diagonally connects joints 
at different levels. 

ECCENTRICALLY BRACED FRAME (EBP) is that form of braced frame 
where at least onc end of cach brace intersects a beam at a point away from the col- 
umn girder joint. 

GIRDER is thc horizontal member in a scismic frame. The words bcam and 
girder may be used interchangcably. 

JOINT is the entire assemblage at the intersections of the members. 

K BRACING is that form of bracing where a pair of braces located on one sidc 
of a column terminates at a single point within the clear column height. 


LINK BEAM is that part of a beam in an cecentrically braced (ranie which is 
designed to yield in shear and/or bending so that buckling of the bracing members 
is prevented. : 

STRENGTH is the strength as prescribed in Section 2710 (d) 2. 

V BRACING is that form of chevron bracing that intersects a beam from above 
and invertcd V bracing is that form of chevron bracing that intersects a beam from 
below. 

X BRACING is that form of bracing where a pair of diagonal braces cross ncar 
midlength of the bracing members. 

(c) Symbols and Notations. The symbols and notations unique to this section 
are as follows: 

Mp = plastic moment. 

Ры, = axial dead load. 
Pg = axial load on member duc to earthquake. 
Pu = axial live load. 

Pye = compressive axial strength of member. 

P, = tensile axial strength of member. 

V, = shear strength of member. 

Z = plastic section modulus. 


(d) Materials. 1. Structural stecł used in lateral-force-rcsisting systems shall 
conform to A 36, A 441, A 500, A 501, A 572 (Grades 42 and 50) and A 588. Struc- 
tural steel conforming to A 283 (Gradec D) may be uscd for base plates and anchor 
bolts. 

EXCEPTION: Other steels permitted in this code may be used for the following: 
А. Onc-story builaings. x 
B, Light-framed wall systems in accordance with Section 2710 (j). 


2. Member strength. Where this section requires that the strength of the mem- 
ber be developed, the following shall be uscd: 


STRENGTH 


Ficxure 

Shear 
Axial compression 
Axial tension 


Connectors 
Full-penetration welds F,A 
Partial penetration welds 1.7 Allowable 
Bolts and fillet welds 1.7 Allowable 


Meinbers need not bc compact unless otherwise required by this section. 
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i nts. 1. Column strength. Columns shall satisfy the 
Pes КЫС ża ited by Section 2303 (f) at allowable stress limits, with 
stress increases allowed by Section 2303 (d). In addition, in Seism ic Zones Nos. 3 
and 4, columns in frames shall have the strength to resist the axial loads resulting 
from the load combinations in Items A and B following. 
A. Axial Compression 
1.0 Pp, + 0.7 P,, + 3(R,/8)Pg 
B. Axial Tension 
0.85 Pp, + 3(R./8)Pg 
EXCEPTION: The axial load combination as outlined in Items A and B above: 


A. Need not exceed either the maximum force that can be transferred to the col- 
umn, by elements of the structure, or the limit as determined by the overturning uplift 
which the foundation is capable of resisting. 


B. Need not apply tocolumns in Inoment-resisting frames complying with Formu- 
fas (10-3a) or (10-3b) where f, is equal toor lessthan0.3 F, for all load combinations. 

The load combinations from Items A and B need be used only when specifically 
referred to. 

2. Column splices. Column splices shall have sufficient strength to develop the 
column forces determined from Section 2710 (e) 1. Welded column splices subject 
to net tensile forces shall comply with the more critical of the following: 

`A. Partial penetration welds shall be designed to resist 150 percent of the force 
determined from Section 2710 (c) 1 B. 


B. Welding shall develop not less than 50 percent of the flange area strength of 
the smaller column. 


Splices employing partial penetration welds shall be located at least three feet 
from girder flanges. 

3. Slenderness evaluation. This paragraph is applicable when the provisions 
are applied to the effective length determination of columns of moment frames re- 
sisting earthquake forces. In the plane of the earthquake forces the factor K may be 
taken as unity when all of the following conditions are met: 

A. The column is either continuous or is fixed at each joint. 

B. The maximum axial compressive stress, Ja, does not exceed 0.4 F, under de- 
sign loads. А 

C. The calculated story drift ratios are less than the values given in Section 2334 
(h). . 

(f) Ordinary Moment Frame Requirements. Girder-to-colurin connections 
of ordinary moment frames shall meet the requirements of Section 2710 (р) | un- 
less it can be shown that they are capable of resisting the combination of gravity 
loads and 3(R„/8) times the design seismic forces. 

(в) Special Moment-resisting Frame (SMRF) Requirements. 1. Girder-to- 
column connection. A. Required strength. The girder-to-column connection 
Shall be adequate to develop the lesser of the following: 

(i) The strength of the girder in flexure. 


(ii) The moment corresponding to development of the panel zone shear strength 
as detennined from Formula (10-1). 
EXCEPTION: Where a connection is not designed to contribute flexural resis- 
tance at the joint, it need not develop the required strength if it can be shown to meet 
the deformation compatibility requirements of Section 2337 (4) 4. 


B. Connection strength. The girder-to-column connection may be considered 
to be adequate to develop the flexural strength of the girder if it conforms to the 
following: 

(i) The flanges have full-penetration butt welds to the columns. А 

(ii) The girderweb-to-column connection shall be capable of resisting the girder 
shear determined for the combination of gravity loads and the seismic shear forces 
which result from compliance with Section 2710 (g) 2 A. This connection strength 
need notexceed that required to develop gravity loads plus 3 (R„/8) times the girder 
shear resulting from the prescribed scismic forces. 

Where the flexural strength of the girder flanges is greater than 70 percent of the 
flexural strength of the entire section (i.e., by Gp, >0.7Z,F,) the web connec- 
tion may be made by means of welding or high-strength bolling. | 

For girders not meeting the criteria in the paragraph above, the girder web- 
to-column connection shall be made by means of welding the web directly or 
through shear tabs to the column. That welding shall have a strength capable of de- 
veloping at least 20 percent of the flexural strength of the girder web. The girder 
shear shall be resisted by means of additional welds or friction-type slip-critical 
high-strength bolts or both. 


C. Alternate connection. Connection configurations utilizing welds or 
high-strength bolts not conforming with paragraph B above may be used if they are 
shown by test or calculation to meet the criteria in paragraph A above. Where con- 
formance is shown by caleulation, 125 percent of the sirengths of the connecting 
elements may be used. 

D. Flange detail limitations. For steel whose specified ultimate strength is less 
than 1.5 times the specified yield strength, plastic hinges shall not form at locations 
in which the beam flange area has been reduced, such as for bolt holes. Bolted con- 
nections of flange plates of beam-column joints shall have the net-to-gross area 
ratio A,/A, equal to or greater than 1.2 F,/F,. š 
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2. Panel zone. A. Strength. The panel zonc of the joint shall be capable of resist- 
ing the shear induced by beam bending inoments duc to gravity loads plus 1.85 
times the prescribed scismic forces, but the shear strength need not exceed that re- 
quired to develop 0.82M, of the girders framing into the column flanges at the 
joint. The joint panel zone shear strength may be obtained from the following 
formula: 


Ibda? 
V = 0.55 F, i+ (10-1) 
6 ddd 
WHERE: 
t = the total thickness of thc joint panel zone including doubler plates. 
d, = the depth of the beam. 
d, = the column depth. 


tep = is the thickness of the column flange. 


B. Thickness. The рапс! zonc thickness, f,, shall conform to the following 
formula: 


t, 2 (d, + w,)/90 (10-2) 


d, = the panci zone depth between continuity plates. 
w, = the pancl zone width between column flanges. 


For this purpose, t+, shall not include any double plate thickness unless the dou- 
bier plate is connected to the column web with plug welds adequate to prevent local 
buckling of the plate. 

C. Doubler plates. Doubler plates provided to reduce panel zone shear stress or 
to reduce the web depth thickness ratio shall be placed not more than '/¢ inch from 
the column web and shall be welded across the plate width top and bottom with at 
least а */6-inch fillet weld. They shall be cither butt or fillet welded to the column 
flanges to develop the shear strength of the doubler plate. Weld strength shall be as 
given in Section 2710 (d) 2. 

3. Flange width-thickness ratio. Girders shall comply with U.B.C, Standard 
No. 27-15, except that the flange width-thickness ratio, 5/21;, shall not exceed 


5Y JF,. | 

4. Continuity plates. When determining the need for girder tension flange con- 
tinuity plates, the valuc of Py in U.B.C. Standard No. 27-15 shall be taken as 1.8 
(bipFys. 

5. Strength ratio. At any moment frame joint, the following relationships shall 
be satisfied: + 


ZZ, (Fx — fa)/ZZ,Fy > 10 (10-3a) 
or 
EZ, (Fye — /.)/1.252M,, > 1.0 (10-3b) 
WIIERE: 
&>0 
Мы = the sum of beam moments when panel zonc shear strength reaches the 


value specified in Formula (10-1). 

EXCEPTION: Columns meeting the compactness limitations for beams given 
in Section 2710 (g) 3 need not comply with this requirement provided they conform 
to onc of the following conditions: 

A. Columns with f; less than 0.4 F, for all load combinations other than loads spe- 
cificd in Section 2710 (e) I, and 

(i) Which arc used in thc top story of a multistory building with building period 
greater than 0.7 sccond; or 

(ii), Where the sum of their resistance is less than 20 percent of the shear in a story, 
and is less than 33 percent of the shear on cach of the column lines within that story. 
A coluinn line is defined for the purpose of this exception asa single line of columns, 


or parallel lines of columns located within 10 percent of the plan dimension perpen- 
dicular to the linc of columns; or 
Gu ) When the design for combined axial compression and bending is proportioned 

to satisfy U.D.C. Standard No. 27-15 without thc onc-third permissible stress in- 
сгсазс. 

В. Columns in any story which have lateral shcar strength 50 percent greater than 
that of the story above. 

C. Columns which lateral shcar strengths arc not included in thc design to resist 
code-required shears. 


6. Trusses in SMRF. Trusses may be used as horizontal members in SMRF ifthe 
sum of the truss scismic force flexural strength exceeds the sum of the column scis- 
mic force Псхига! strength immediately above and below the truss by a factor of at 
Icast 1.25. For this determination the strengths of the members shall be reduced by 
the gravity load effects. In buildings of more than one story, the column axial stress 
shall not excced 0.4F, and the ratio of the unbraced column height to the least ra- 
dius of gyration shall not exceed 60, Columns shall have allowable stresses rc- 
duced 25 percent when one end (raines into a truss, and 50 percent when both ends 
frame into trusses. The connection of the truss chords to the column shall develop 
the lesser of the following: 

A. The strength of the truss chord. 

B. The chord force necessary to develop 125 percent of the flexural strength of 
the column. 
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7. Girder-column joint restraint. A. Restrained Joint. Where it can be shown 
that the columns of SMRF remain elastic, the flanges of the columns need be later- 


ally supported only at the level of the girder top flange. 


Columns may be assumed to remain elastic if one of the following conditions is 


satisfied: Ы 
(i) The ratio in Formula (10-3a) or (10-3b) is greater than 1.25. 


(ii) The flexural strength of the column is at least 1.25 times the moment that cor- 
responds to the panel zone shear strength, 


(iii) Girder Mexural strength or panel zone strength will limit column stress (f, +. 


fix + foy) to F, of the column. 

(iv) The column will remain clastic under gravity loads plus 3(R„/8) times the 
prescribed seismic forces. 

Where the column cannot be shown to remain elastic, the column flanges shall 
be laterally supported at the levels of the girder top and bottom flanges. The column 
flange lateral support shall be capable of resisting a force equal to one percent of the 
girder flange capacity at allowable stresses and at a limiting displacement perpen- 
dicular to the frame of 0.2 inch. Required bracing members may brace the column 
flanges directly or indirectly through the column web or the girder flanges. 

B. Unrestrained joint. Columns without lateral support transverse to a joint 
shall conform to the requirements of U.B.C. Standard No. 27-15, with tlie column 
considered as pin ended and the length taken as the distance between lateral sup- 
ports conforming with A above. The column stress, fa, shall be determined from 
gravity loads plus the lesser of the following: 


(i) 3(R./8) times the prescribed seismic forces. 

(ii) The forces corresponding to either 125 percent ofthe girder flexural strength 
or the pane! zone shear strength. 

The stress Љу, shall include the effects of the bracing force specified in Section 
2710 (g) 7 A and P A. 

lir for such columns shall not exceed 60. 

At truss frames the column shall be braced at each truss chord for a lateral force 
equal to one percent of the compression yield strength of the chord. 

8. Beam bracing. Both Manges of beams shall be braced directly or indirectly. 
The beam bracing between column center lines shall not exceed 96r,. In addition, 
braces shall be placed at concentrated loads where a hinge may form. 

9. Changes in bearn flange arca. Abrupt changes in beam flange area arc not 
permitted within possible plastic hinge regions of special moment-resistant 
frames. 

10. Moment frame drift calculations. Moment frame drift calculations shall 
include bending and shear contributions from the clear girder and column spans, 
column axial deformation and the rotation and distortion of the panel zone. 

EXCEPTIONS: 1. Drift calculations may be based on column and girder center 
lines where either of the following conditions is met: 

A. lt can be demonstrated that the drift so computed for frames of similar configu- 
ration is typically within 15 percent of that determined above. 

B. The column panel zone strength can develop 0.8 S M, of gisders framing to the 
column Manges at the joint. 

2. Columnaxial deformations may be neglected if they contribute less than 10 per- 
cent to the total drift. 

(h) Requirements for Braced Frames. 1. General. The provisions of this sec- 
tion apply to all braced frames except eccentrically braced frames (EBF) designed 
in accordance with Section 2710 (i). Those members which resist seismic forces 
totally or partially by shear or flexure shall be designed in accordance with Section 
2710 (g) except Subsection 3. 

2. Bracing members. A. Slenderness. In Seismic Zones Nos. 3 and 4, the l/r 


ratio for bracing members shall not exceed 720/ ҮР, except as pennitted in Sub- 
sections 5 and 6 below. 


B. Stress reduction. The allowable stress, F,,, for bracing members resisting 
seismic forces in compression shall be determined from the following formula: 


Fas = BF, (10-4) 
WHERE: 
F, = the allowable axial compressive stress allowed in U.B.C. Standard No. 
27-15. 
В = the stress-reduction factor determined from the following formula: 


B = М + КЇ/г]/2Сд\ (10-5) 


C. Lateral force distribution. The seismic lateral force along any line of brac- 
ing shall be distributed to the various members so that neither the sum of the hori- 
zontal components of the forces in members acting in tension nor the sum of the 
horizontal components of forces in members acting in compression exceed 70 per- 
cent of the total force. 

EXCEPTION: Where compression bracing acting alone has the strength, ne- 
glecting the strength-reduction factor В, to resist 3(R,,/8) times the prescribed seis- 
mic force such distribution is not required. 

A line of bracing is defined, for the purpose of this provision, as a single linc or 
parallel lines within 10 percent of the dimension of the structure perpendicular to 
the line of bracing. 
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D. Built-up members. The //r of individual parts of built-up bracing members 
between stitches, when computed about a line perpendicular to the axis through the 
parts, shall not be greater than 75 percent of the l/r of the member as a whole. 

E. Compression elements in braces. The width-thickness ratio of stiffened and 
unstiffened compression elements used in braces shall be as shown in U.B.C. Stan- 
dard No. 27-15. 

3. Bracing connections. A. Forces. Bracing connections shall have the strength 
to resist the lesser of the following: 

(i) The tensile strength of the bracing. 

(ii) 3(R,/8) times the force in the brace due to the prescribed seismic forces. 

(iii) The maximum force that can be transferred to the bracc by the system. 

Beam-to-column connections for beams that are part of the bracing system shall 
have the capacity to transfer the force determined above. 

B. Net area. In bolted brace connections, the ratio of effective net section area to 
gross section area shall satisfy the formula: 

' Ae > 1.2 aF* (10-6) 
А, F, 
WHERE: 

A, = effective net area as defined in Section 2711 (b) 2. 

Е* = stress in brace as determined in Section 2710 (h) 3 A. 

F, = minimum tensile strength. 

a = fraction of the member force from Section 2710 (h) 2 A that is trans- 
ferred across a particular net section. 

4. Bracing configuration. A. Chevron bracing. Chevron bracing shal! con- 
form with the following: 

(i) Bracing members shall be designed for 1.5 times the otherwise prescribed 
forces. 

(ii) The beam intersected by chevron braces shall be continuous between col- 
umns. 

(iii) Where chevron braces intersect a beam from below, i.e., inverted V brace, 
the beam shall be capable of supporting all tributary gravity loads presuming the 
bracing not to exist. 


EXCEPTION: This limitation need not apply to penthouses, one-story build- 
ings or the top story of buildings. 

B. K bracing. K bracing is prohibited except as permitted in Subsection 5 below. 

5. One- and two-story buildings. Braced frames not mecting the requirements 
of Section 2710 (h) 2 and 4 may be used in buildings not over two stories in height 
and in roof structures as defined in Chapter 36 if the braces have the strength to 
resist 3(8,/8) times the code equivalent static forces. 

6. Nonbuilding structures, Nonbuilding structures with A, values defined by 
Table No. 23-Q need comply only with the provisions of Section 2710 (h) 3. 

(i) Eccentrically Braced Frame (ЕВЕ) Requireinents. Eccentrically braced 
frames shall be designed in accordance with the following: 

1. Link beam. There shall be a link beam provided at least at one end of each 
brace. Beams in EBFs shall comply with the requirements of U.B.C. Standard No. 
27-15, except that the flange width-thickness ratio, by/2 ty, shall not exceed 


52 /F,. 


2. Link beam strength. A. Link beam shear strength, V,, and flexural strength, 
M,, are the strengths as defined in Section 2710 (d) 2. Where link beam strength is 
governed by shear, the flexural and axial capacities within the link shall be calcu- 
lated using the beam flanges only. 

В. A reduced flexural strength, M,,, for use in Section 27 10 (i)7 and 12 is defined 
as Z(Fy-f.). Where f, is less than 0.15F,, f, may be neglected. 

3. Link beam rotation. The rotation of the link segment relative to the rest of the 
beam, atatotal frame drift of 3(8,/8) times the drift determined for prescribed seis- 
mic forces, shall not exceed the following: 

A. 0.060 radians for link segments having clear lengths of 1.6 M,/V, or less. 

B. 0.015 radians for link segments having clear lengths of 2.6 M,/V, or greater. 
3 c. A value obtained by linear interpolation for clear lengths betwcen the above 

imits. 

4. Link beam web. The web of the link beam shall be single thickness without 
doubler plate reinforcement. No openings shall be placed in the webofa link beam. 
The web shear shall not exceed 0.8V, under prescribed lateral forces, | 

5. Beam connection braces. Brace-to-beam connections shall devclop the 
compression strength of the brace and transfer this force to the beam web. No part 
of the brace-to-beam connection shall extend into the weh area of a link heam. 

6. Link beam stiffeners. Link beams shall have full-depth web stiffeners on 
both sides of the beam web at the brace end of the link beam. In addition, for link 
beams with clear lengths within the limits in Section 2710(i)3 C, full-depth stiffen- 
ers shall be placed at a distance by from each end of the link. The stiffeners shall 
have a combined width not less than b-2/,, and a thickness not less than 0.75 1,, or 
less than Ys inch. 

7. Intermediate stiffeners. Intermediate fuli-depth web stiffeners shall be pro- 
vided in either of the following conditions: 

A. Where the link beam strength is controlled by V,. 


B. Where the link beam strength is controlled by flexure and the shear deter- 
mined by applying the reduced flexural strength, M,,, exceeds 0.45 F,dr. 
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8. Web 5Пспег spacing. Where intermediate web stiffeners are required, the 
spacing shall conform to the requirements given below. 


A. For link beams with rotation angle of 0.06 radians, the spacing shall not cx- 
ceed 381-d/5. 


B. For link beams with a rotation angle of 0.03 radians or less, the spacing shall 
not cxcecd 56—45. Interpolation may be used for rotation angles between 0.03 
and 0.06 radians. 


9. Web stiffener location. For beams 24 inches in depth and greater, intermedi- 
ate full-depth web stiffeners are required on both sides of the web. Such web stiff- 
cners are required only on one side of the beam web for beams less than 24 inches in 
depth. The stiffener thickness, w, of onc side stiffeners shall not be less than 3/sinch 
and the width shall not be less than (7y/2)-1,. 


10. Stiffener welds. Fillet welds connecting the stiffener to the beam web shall 
develop a stiffener force of А, Fy. Fillet welds connecting the stiffener to the 
flanges shall develop a stiffener force of A,,F,/4, whercA,,= bt of stiffener and b= 
width of stiffener plate. 

11. Link beam-column connections. A. Where a link beam is connected to the 
column flange, the following requirements shall be met: 


(i) The beam Manges shall have full-penctration welds to the column. 
(ii) Where the link beam strength is controlled by shear in conformance with 


Section 27 10(i) 7, the web connection shall be welded to develop the full tink beam 
web shear strength. 


B. Where the link beam is connected to the column web, the beam flanges shall 
have full-penctration welds to the connection plates and the web connection shall 
be welded to develop the link beam web shear strength. 

12. Brace strength. Each brace shall have a compressive strength at least 1.5 
times the axial force corresponding to the controlling link beam strength. The con- 
trolling link beam strength is cither the shear strength, V, or the reduced Mexural 
strength, My, whichever results in the lesser force in the brace. 


13. Column strength. Columns shall be designed to remain clastic at I .25 Limes. 
the strength of the EBF bay, as defined in Subsection 12 above. 


14. Roof link beam. A link beam is not required in roof beams for EBF over five 
storics. 

15. Concentric brace in combination. The first story of an EBF bay over five 
stories in height may be concentrically braced if this story can be shown to have an 
clastic capacity 50 percent greater than the yield capacity of the story frames above 
the first story. 

16. Axial forces. Axial forces in beams of EBF frames duc to braces and due to 
transfer of scismic force to the end of the frames shall be included in the frame cal- 
culations. 
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17. Beam flanges. Top and bottom flanges of EBF frame beams shall be lateral- 
ly braced at the ends of link beams and at intervals not exceeding 76/ /F, times the 


beam flange width. End bracing shall be designed to resist 1.5 percent of the beam 
flange strength, defined as F,b,1;. Intermediate bracing shall be designed to resist 
1.0 percent of the beam flange force at the brace point using the link beam strength 
determined in Section 2710 (i) 12. 

18. Beam-column connection. Bcam connections to columns may be designed 
as pins in the plane of the beam web if the link beam is not adjacent to the column, 
Such connection shall have the capacity to resist a torsional moment of 0.017, 
byt d. 

(j) Stud Wall Systems. Stud wal! systems may be used to resist the specified 
scismic forces in buildings not over five stories in height. Such systems shall com- 
ply with the following: 

1. The l/r of the brace may exceed 200 and is unlimited. 

2. All boundary members, chords and collectors shall be designed and detailed 
to transmit the induced axial forces. 

3. Connection of the diagonal bracing member, top chord splices, boundary 
members and collectors shall be designed to develop the full tensile strength of the 
member or 3(R„/8) times the otherwise prescribed seismic forces. 

4. Vertical and diagonal members of the braced bay shall be anchored so the bot- 
tom track is not required to resist uplift forces by bending of the track web. 

5. Both flanges of studs in a bracing panel shall be braced to prevent lateral tor- 
Sional buckling. Wire tied bridging shall not be considered to provide such re- 
straint. 

6. Screws shall not be used to resist lateral forces by pullout resistance. 

7. Provision shall be made for pretensioning or other methods of installation of 
tension-only bracing to guard against loose diagonal straps. 

(k) Nondestructive Testing. Welded connections between the primary mem- 
bers of special moment-resisting frames shall be tested by nondestructive methods 
for compliance with U.B.C. Standard No. 27-6 and job specifications. This testing 
shall be a part of thc special inspection requirements of Section 306. A program for 
this testing shall be established by (һе person responsible for structural design and 
as shown on plans and specifications. 

As a minimum, this program shall include the following: 

1. АП complete penetration groove welds contained in joints and splices shall be 
tested 100 percent either by ultrasonic testing or by radiography. 

EXCEPTION: When approved, the nondestructive testing rate for an individual 
welder or welding operator may bc reduced to 25 percent, provided thie reject rate is 
demonstrated to be 5 percent or less of the welds tested for the welder or welding op- 
erator. A sampling of at least 40 completed welds fora job shall be made for such re- 

„ duction evaluation, Reject rate is defined as the number of welds containing 
rejectable defects divided by the number of welds completed, For evaluating the re- 


ject rate of continuous welds over 3 feet in length where the effective throat thickness 
is I inch or less, each 12-inch increment or fraction thereof shall be considered as one 


weld. For evaluating the reject rate on continuous welds over 3 feet in length where 
the effective throat thickness is greater than | inch, each 6 inches of length or fraction 
thereof shall be considered one weld. 

When approved by the building official and outlined in the project plans and speci- 
fications, this nondestructive ultrasonic testing may be performed in the shop of an 
approved fabricator utilizing qualified test techniquesinthe employment of the fabri- 
cator, 

2. Partial penetration groove welds when used in column splices shall be tested 
cither by ultrasonic testing or radiography when required by the plans and specifi- 
cations, 

3. Base metal thicker than I'/2 inches, when subjected to through-thickness weld 
shrinkage strains, shall be ultrasonically inspected for discontinuities directly be- 
hind such welds after joint completion. 

Any material discontinuities shall be accepted or rejected on the basis of the de- 
fect rating in accordance with the (larger reflector) criteria of U.B.C. Standard No. 
27-6. 
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NEW SECTION 
WAC 51-20-3000 CHAPTER 30. VENEER. 


NEW SECTION 


WAC 51-20-3007 PLASTIC VENEER. Section 
3007. 

When used within a building, plastic veneer shall 
comply with the interior finish requirements of Chapter 
42. Exterior plastic veneer shall be of approved plastics 
materials as defined in Chapter 4 and shall comply with 
the following: 

(a) Plastic veneer shall not be attached to any exterior 
wall to a height greater than 50 feet above grade. 

(b) Sections of plastic veneer shall not exceed 300 
square feet in area and shall be separated by a minimum 
of 4 feet vertically. 

EXCEPTIONS: 1. The area and separation requirements and the 
smoke-density limitation are not applicable to plas- 
tic veneer applied to Type V-N buildings, provided 
the walls are not required to have a fire—resistive 
rating. 

2. The area and separation requirements are not appli- 
cable to veneers of approved plastic materials meeting 
the ASTM Standard No. D3679-81a when applied to 
exterior surfaces that have a one-hour fire-resistive 
rating before the application of the veneer. 


NEW SECTION 


WAC 51-20-3100 CHAPTER 31 ACCESSIBILI- 
TY. 


PART I 
GENERAL 


NEW SECTION 


WAC 51-20-3101 SCOPE. Section 3101. (a) Gen- 
eral. Buildings or portions of buildings shall be accessi- 
ble to persons with disabilities as required by this 
chapter. 

Chapter 31 has been amended to comply with the 
Federal Fair Housing Act (FFHA) Guidelines as pub- 
lished by the U.S. Department of Housing and Urban 

` Development (March 1991) and the Americans With 
Disabilities Act (ADA) Guidelines as published by the 
U.S. Architectural and Transportation Barriers Compli- 
ance Board and Department of Justice (July, 1991). 

Reference is made to Appendix Chapter 31 for FFHA 
and ADA requirements not regulated by this chapter. 

(b) Design. The design and construction of accessible 
building elements shall be in accordance with this chap- 
ter. For a building, structure or building element to be 
considered to be accessible, it shall be designed and con- 
structed to the minimum provisions of this chapter. 

(c) Maintenance of Facilities. Any building, facility, 
dwelling unit or site which is constructed to be accessible 
or adaptable under this chapter shall be maintained ac- 
cessible and/or adaptable during its occupancy. 

(d) Alternate Methods. The application of Section 
105 to this chapter shall be limited to the extent that al- 
ternate methods of construction, designs, or technologies 
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shall provide substantially equivalent or greater 
accessibility. 

(e) Modifications. Where full compliance with this 
chapter is impractical due to unique characteristics of 
the terrain, the building official may grant modifications 
in accordance with Section 106, provided that any por- 
tion of the building or structure that can be made acces- 
sible shall be made accessible to the greatest extent 
practical. 


NEW SECTION 


WAC 51-20-3102 DEFINITIONS. Section 3102. 
For the purpose of the chapter certain terms are defined 
as follows: 

ACCESSIBLE is approachable and usable by persons 
with disabilities. 

ACCESS AISLE is an accessible pedestrian space 
between elements, such as parking spaces, seating, and 
desks, that provides clearances appropriate for use of the 
elements. 

ACCESSIBLE EXIT is an exit, as defined in Section 
3301 (b), which complies with this chapter and does not 
contain stairs, steps, or escalators. 

ACCESSIBLE ROUTE OF TRAVEL is a continu- 
ous unobstructed path connecting all accessible elements 
and spaces in an accessible building or facility that can 
be negotiated by a person using a wheelchair and that is 
usable by persons with other disabilities. 

AREA FOR EVACUATION ASSISTANCE is an 
accessible space which is protected from fire and smoke 
and which facilitates egress. 

AUTOMATIC DOOR is a door equipped with a 
power—operated mechanism and controls that open and 
close the door automatically upon receipt of a momen- 
tary actuating signal. The switch that begins the auto- 
matic cycle may be a photoelectric device, floor mat or 
manual switch (see also, Power-assisted Door). 

CLEAR is unobstructed. 

CLEAR FLOOR SPACE is unobstructed floor or 
ground space (see Section 3106 (b)). 

COMMON USE AREAS are rooms, spaces or ele- 
ments inside or outside a building that are made avail- 
able for use by occupants of and visitors to the building. 

CROSS SLOPE is the slope that is perpendicular to 
the direction of travel. 

CURB RAMP is a short ramp cutting through or 
built up to a curb. 

DETECTABLE WARNING is a standardized sur- 
face feature built in or applied to walking surfaces or 
other elements to warn visually impaired persons of haz- 
ards on a circulation path. 

DWELLING UNIT, TYPE A is an accessible dwell- 
ing unit that is designed and constructed to provide 
greater accessibility than a Type B dwelling unit. (Type 
A dwelling units constructed in accordance with this 
chapter also meet the design standards for Type B 
dwelling units.) 

DWELLING UNIT, TYPE B is an accessible dwell- 
ing unit that is designed and constructed to the U.S. 
Department of Housing and Urban Development Feder- 
al Fair Housing Act Accessibility Guidelines. 
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ELEMENT is an architectural or mechanical compo- 
nent of a building, facility, space, or site, such as tele- 
phones, curb ramps, doors, drinking fountains, seating, 
or water closets. 

GROUND FLOOR is any occupiable floor less than 
one story above or below grade with direct access to 
grade. A building may have more than one ground floor. 

LANDING is a level area (except as otherwise pro- 
vided), within or at the terminus of a stair or ramp. 

MARKED CROSSING is a crosswalk or other iden- 
tified path intended for pedestrian use in crossing a ve- 
hicular way. 

MULTISTORY DWELLING UNIT is a dwelling 
unit with finished living space located on one floor, and 
the floor or floors immediately above or below it. 

PERSON WITH DISABILITY is an individual who 
has an impairment, including a mobility, sensory or cog- 
nitive impairment, which results in a functional limita- 
tion in access to and using a building or facility. 

POWER-ASSISTED DOOR is a door used for hu- 
man passage with a mechanism that helps to open the 
door, or relieve the opening resistance of the door, upon 
the activation of a switch or a continued force applied to 
the door itself. 

PUBLIC USE AREAS are those interior or exterior 
rooms or spaces which are made available to the general 
public. Public use may be provided at a privately or 
publicly owned building or facility. 

PRIMARY ENTRY is a principal entrance through 
which most people enter the building. А building may 
have more than one primary entry. 

PRIMARY ENTRY LEVEL is the floor or level of 
the building on which the primary entry is located. 

PRIMARY FUNCTION is a major function for 
which the facility is intended. 

RAMP is any walking surface having a running slope 
exceeding 1 inch vertical in 48 inches horizontal. 

SERVICE ENTRY is an entrance intended primarily 
for delivery of goods or services. 

SINGLE-STORY DWELLING UNIT is a dwelling 
unit with all finished living spaces located on one floor. 

SITE is a parcel of land bounded by a property line or 
a designated portion of a public right-of-way. 

TACTILE is an object that can be perceived using the 
sense of touch. 

TEXT TELEPHONE is machinery or equipment that 
employs interactive graphic (i.e., typed) communications 
through the transmission of coded signals across the 
standard telephone network. Text telephones include tel- 
ecommunications display devices or telecommunications 
devices for the deaf (TDD's), or computers. 

VEHICULAR WAY is a route intended for vehicular 
traffic, such as a roadway, driveway, or parking lot, lo- 
cated on a site. 


PART II 
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NEW SECTION 


WAC 51-20-3103 BUILDING ACCESSIBILITY. 
Section 3103. (a) Where required. 1. General. Accessi- 
bility to temporary or permanent buildings or portions 
thereof shall be provided for all occupancy classifications 
except as modified by this chapter. See also Appendix 
Chapter 31. 


EXCEPTIONS: 1. Floors or portions of floors not customarily occu- 
pied, including, but not limited to, elevator pits, ob- 
servation galleries used primarily for security pur- 
poses, elevator penthouses, nonoccupiable spaces ac- 
cessed only by ladders, catwalks, crawl spaces, very 
narrow passage ways or freight elevators, piping 
and equipment catwalks and machinery, mechanical 
and electrical equipment rooms. 

2. In other than Group R Occupancies; Group B, Divi- 
sion 2 retail Occupancies; terminals, depots and other 
stations used for transportation; buildings owned or 
operated by a governmental agency; and the profes- 
sional offices of health care providers, floors above and 
below fully accessible levels that have areas of less 
than 3000 square feet per floor, need not be accessible 
provided that the primary entry level provides facilities 
as required by Section 3105 equivalent to those located 
on the nonaccessible levels. 

3. Temporary structures, sites and equipment directly 
associated with the construction process such as con- 
struction site trailers, scaffolding, bridging or material 
hoists are not required to be accessible. 


2. Group А Occupancies. A. General. All Group A 
Occupancies shall be accessible as provided in this 
chapter. 

EXCEPTION: In the assembly area of dining and drinking estab- 
lishments or religious facilities which are located in 
non-elevator buildings; where the area of mezzanine 
seating is not more than 25 percent of the total seat- 
ing, an accessible means of vertical access to the 
mezzanine is not required; provided that the same 
services are provided in an accessible space which is 
not restricted to use only by persons with disabilities. 
Comparable facilities shall be available in all seating 
areas. - 


In banquet rooms or spaces where the head tabie or 
speaker's lectern is located on a permanent raised plat- 
form, the platform shall be accessible in compliance with 
Section 3106. Open edges on a raised platform shall be 
protected by a curb with a height of not less than 2 
inches. 

Stadiums, theaters, auditoriums and similar occupan- 
cies shall provide wheelchair spaces in accordance with 
Table No. 31-A. Removable seats shall be permitted in 
the wheelchair spaces. 

Wheelchair spaces shall be accessible and shall be lo- 
cated in places with unobstructed' sight lines. Wheelchair 
spaces shall be reasonably distributed throughout the 
seating plan and located on an accessible route of travel. 

In addition, one percent, but not less than one, of all 
fixed seats shall be aisle seats with no armrests, or re- 
movable or folding armrests on the aisle side. Each such 
seat shall be identified by a sign complying with Section 
3106 (p) 1. A. 

B. Assistive Listening Devices. Assistive listening sys- 
tems complying with Section 3106 (u) 3 shall be in- 
stalled in assembly areas where audible communications 
are integral to the use of the space including stadiums, 


[346] 


Washington State Register, Issue 92-01 


theaters, auditoriums, lecture halls, and similar areas; 
where fixed seats are provided; as follows: 

1. Areas with an occupant load of 50 or more. 

2. Areas where an audio-amplification system is 
installed. 

Receivers for assistive-listening devices shall be pro- 
vided at a rate of 4 percent of the total number of seats, 
but in no case fewer than two devices. In other assembly 
areas, where permanently installed assistive-listening 
systems are not provided, electrical outlets shall be pro- 
vided at a rate of not less than 4 percent of the total oc- 
cupant load. 

Signage complying with Section 3106 (p) shall be in- 
stalled to notify patrons of the availability of the listen- 
ing system. 

3. Group B Occupancies. АП Group B Occupancies 
shall be accessible as provided in this chapter. Assembly 
spaces in Group B Occupancies shall comply with Sec- 
tion 3103 (a) 2. B. 

4. Group E Occupancies. All Group E Occupancies 
shall be accessible as provided in this chapter. Assembly 
spaces in Group E Occupancies shall comply with Sec- 
tion 3103 (a) 2. B. 

5. Group H Occupancies. All Group H Occupancies 
shall be accessible as provided in this chapter. 

6. Group I Occupancies. All Group I Occupancies 
shall be accessible in all public use, common use and 
employee use areas, and shall have accessible patient 
rooms, cells and treatment or examination rooms as 
follows: 

A. In Group I, Division 1.1 hospitals which specialize 
in treating conditions that affect mobility, all patient 
rooms in each nursing unit, including associated toilet 
rooms and bathrooms. 

B. In Group I, Division 1.1 hospitals which do not 
specialize in treating conditions that affect mobility, at 
least 1 in every 10 patient rooms in each nursing unit, 
including associated toilet rooms and bathrooms. 

C. In Group I, Division 1.1 and Division 2 nursing 
homes and long-term care facilities, at least 1 in every 2 
patient rooms, including associated toilet rooms and 
bathrooms. 

D. In Group I, Division 3 mental health Occupancies, 

` at least 1 in every 10 patient rooms, including associated 
toilet rooms and bathrooms. 

E. In Group I, Division 3 jail, prison and similar Oc- 
cupancies, at least 1 in every 100 rooms or cells, includ- 
ing associated toilet rooms and bathrooms. 

In Group I, Division 1.1 and 2 Occupancies, at least 
one accessible entrance that complies with Section 3103 
(b) shall be under shelter. Every such entrance shall in- 
clude a passenger loading zone which complies with 
Section 3108 (b) 3. 

7. Group M Occupancies. Group M, Division 1 Occu- 
pancies shall be accessible. 


EXCEPTIONS: 1. Private garages, carports and sheds are not re- 
quired to be accessible if they are accessory to 
dwelling units which are not required to be accessi- 
ble. 

2. In Group M, Division 1 agricultural buildings, 
access need only be provided to paved work areas 


and areas open to the general public. 
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8. Group R Occupancies. A. General. All Group R 
Occupancies shall be accessible as provided in this chap- 
ter. Public- and common-use areas and facilities such as 
recreational facilities, laundry facilities, garbage and re- 
cycling collection areas, mailbox locations, lobbies, foy- 
ers and management offices, shall be accessible. 

B. Number of Dwelling Units. In all Group R, Divi- 
sion 1 apartment buildings the total number of Type A 
dwelling units shall be as required by Table No. 31-B. 
АП other dwelling units shall be designed and construct- 
ed to the requirements for Type B units as defined in 
this chapter. 


EXCEPTIONS: 1. Group R Occupancies containing three or fewer 
dwelling units. 

2. Dwelling units in Group R, Division 1 apartment 
buildings which are located on floors other than the 
ground floor where no elevator is provided within 
the building need not comply with the standards for 
Type B dwelling units, provided: 

A. Where the ground floor is not a Group R Occu- 
pancy, the first level of Group R Occupancy, in- 
cluding dwelling units, shall be accessible; and 

B. The number of Type A dwelling units provided 
shall not be reduced below the number required by 
Table No. 3i-B. 

3. Dwelling units with two or more stories in a 
nonelevator building need not comply with stan- 
dards for Type B dwelling units. 

4. For sites where multiple, nonelevator buildings 
are planned for a single site and where portions of 
the site have grades prior to development which ex- 
ceed 10 percent, the building official may approve 
the following modifications: 

A. Number of Dwelling Units: 

(i) The number of Type B dwelling units provided may 
be reduced to a percentage of the ground floor units 
which is equal to the percentage of the entire site hav- 
ing grades prior to development, which are 10 percent 
or less; but in no case shall the number of Type B 
dwelling units be less than 20 percent of the ground 
floor dwelling units on the entire site; and 

(ii) The number of Type A dwelling units provided 
Shall not be reduced below the number required by 
Table No. 31-B; and 

B. Both Type A and B dwelling units may be located 
in the building or buildings located on the portion of 
the site where the grade prior to development has 
slopes of 10 percent or less; and 

C. Common-use facilities accessory to buildings not 
required to contain either Type A or B dwelling units 
in accordance with Item A, above, need not be accessi- 
ble unless there are no other similar facilities provided 
on the site. 


See also Appendix Chapter 31, Division II. 

C. Hotels and Lodging Houses. In all hotels and 
lodging houses, accessible guest rooms, including associ- 
ated bathing, shower and toilet facilities, shall be pro- 
vided in accordance with Table No. 31-C. In addition, 
sleeping rooms or suites for persons with hearing im- 
pairments shall be provided in accordance with Table 
No. 31-D. 

In addition, public-use and common-use areas of all 
hotels and lodging houses shall be accessible. 


EXCEPTION: Group R, Division 3 lodging houses that are occupied 
by the owner or proprietor of the lodging house. 


Required sleeping rooms for persons with hearing im- 
pairments shall have visible alarms complying with Sec- 
tion 3106 (o). Such rooms shall have installed telephones 
complying with Section 3106 (n) 3., and an electrical 
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outlet installed within 48 inches of the telephone con- 
nection. Such rooms shall have devices separate from the 
visible alarm system which provide visible notification of 
incoming telephone calls and door bell actuation. 

Where provided in accessible guest rooms the follow- 
ing facilities shall be accessible: dining areas; kitchens; 
kitchenettes; wet bars; patios; balconies; terraces; or 
similar facilities. 

D. Proportional Distribution. Accessible dwelling units 
shall be apportioned among efficiency dwelling units, 
single-bedroom units and multiple-bedroom units in 
proportion to the numbers of such units in the building. 
Accessible hotel and motel units shall be apportioned 
among the various classes of sleeping accommodations. 

E. Congregate Residences. ln congregate residences 
with multi-bed rooms or spaces, a percentage equal to 
the minimum number of accessible rooms required by 
Table No. 31-C shall be accessible in accordance with 
Section 3106 (z). 


EXCEPTION: Congregate residences with 10 or fewer occupants 
need not be accessible. 


9. Other Parking Facilities. Principal use parking fa- 
cilities which are not accessory to the use of any building 
or structure shall provide accessible spaces in accordance 
with Table No. 31—F. 

(b) Design and Construction. 1. General. When ac- 
cessibility is required by this chapter, it shall be designed 
and constructed in accordance with this chapter. 

2. Accessible Route of Travel. When a building, or 
portion of a building, is required to be accessible, an ac- 
cessible route of travel shall be provided to all portions 
of the building, to accessible building entrances and 
connecting the building and the public way. Except 
within an accessible dwelling unit, the accessible route of 
travel to areas of primary function may serve but shall 
not pass through kitchens, storage rooms, toilet rooms, 
bathrooms, closets or other similar spaces. 

Accessible routes of travel serving any accessible 
space or element shall also serve as a means of egress for 
emergencies or connect to an area of evacuation 
assistance. 

When more than one building or facility is located on 
a site, accessible routes of travel shall be provided con- 
necting accessible buildings and accessible site facilities. 
The accessible route of travel shall be the most practical 
direct route connecting accessible building entrances, 
accessible site facilities and the accessible site entrances. 
EXCEPTION: For sites where natural terrain or other unusual 

property characteristics do not allow the provision of 
an accessible route of travel from the public way to 


the building, the point of vehicular debarkation may 
be substituted for the accessible entrance to the site. 


3. Primary Entry Access. At least 50% of all public 
entries, or a number equal to the number of exits re- 
quired by Section 3303 (a), whichever is greater, shall 
be accessible. One of the accessible public entries shall 
be the primary entry to a building. At least one accessi- 
ble entry must be a ground floor entrance. Public entries 
do not include loading or service entries. 


EXCEPTION: In Group R, Division | apartment buildings only the 
primary entry need be accessible, provided that the 
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primary entry provides an accessible route of travel 
to all dwelling units required to be accessible. 


Where a building is designed not to have common or 
primary entries, the primary entry to each individual 
dwelling unit required to be accessible, and each indi- 
vidual tenant space, shall be accessible. 

4. Signs. A. International Symbol of Access. The fol- 
lowing elements and spaces of accessible facilities shall 
be identified by the International Symbol of Access: 

1. Accessible parking spaces 

2. Accessible entrances when not all entrances are ac- 
cessible (inaccessible entrances shall have directional 
signage to indicate the route to the nearest accessible 
entrance) 


EXCEPTION: Individual entries into dwelling units. 


3. Accessible passenger loading zone(s) 
4. Accessible toilet and bathing facilities when not all 
are accessible 


EXCEPTION: Toilet and bathing facilities within dwelling units, 
patient rooms and guest rooms. 


At every major junction along or leading to an exteri- 
or accessible route of travel, there shall be a sign dis- 
playing the International Symbol of Accessibility. 
Signage shall indicate the direction to accessible entries 
and facilities. 

A list of accessible rooms shall be permanently posted 
for staff use at each hotel/motel reception or check-in 
desk. 

B. Other Signs. Where provided, permanent signs 
which identify rooms and spaces shall comply with Sec- 
tions 3106 (p) 2, 3, and 5. Where provided, other signs 
which provide direction to or information about the 
building or portion of a building shall comply with Sec- 
tion 3106 (p) 3 and 4. 


EXCEPTION: Building directories and all temporary signs. 


In hotels and lodging houses, a list of accessible guest 
rooms shall be posted permanently in a location not visi- 
ble to the general public, for staff use at each reception 
or check-in desk. 

In assembly areas, a sign notifying the general public 
of the availability of accessible seating and assistive lis- 
tening systems shall be provided at ticket offices or simi- 
lar locations. 


NEW SECTION 


WAC 51-20-3104 EGRESS AND AREAS FOR 
EVACUATION ASSISTANCE. Section 3104. (a) 
General. In buildings or portions of buildings required to 
be accessible, accessible means of egress shall be provid- 
ed in the same number as required for exits by Chapter 
33. When an exit required by Chapter 33 is not accessi- 
ble, an area for evacuation assistance shall be provided. 
EXCEPTION: Areas of evacuation assistance are not required in 

buildings where an approved, automatic fire-extin- 
guishing system is installed in accordance with 
U.B.C. Standard No. 38-1, provided that quick-re- 
sponse sprinkler heads are used where allowed by the 
standard; and that a written fire- and life-safety 
emergency plan which specifically addresses the 
evacuation of persons with disabilities is approved by 
the building official and the fire chief. 
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Every area for evacuation assistance shall comply with 
the requirements of this code and shall adjoin an acces- 
sible route of travel which shall comply with Section 
3106. 

(b) Areas for Evacuation Assistance. 1. Location and 
Construction. An area for evacuation assistance shall be 
one of the following: 

A. A portion of a landing within a smokeproof enclo- 
sure, complying with Section 3310. 

B. A portion of an exterior exit balcony, located im- 
mediately adjacent to an exit stairway, when the exterior 
exit balcony complies with Section 3305. Openings to 
the interior of the building located within 20 feet of the 
area for evacuation assistance shall be protected with 
fire assemblies having a three-fourths-hour fire-protec- 
tion rating. 

C. A portion of a one-hour fire-resistive corridor 
complying with Sections 3305 (g) and (h) located im- 
mediately adjacent to an exit enclosure. 

D. A vestibule located immediately adjacent to an exit 
enclosure and constructed to the same fire-resistive 
standards as required by Section 3305 (g) and (h). 

E. A portion of a stairway landing within an exit en- 
closure which is vented to the exterior and is separated 
from the interior of the building by not less than one- 
hour fire—resistive door assemblies. 

F. When approved by the building official, an area or 
room which is separated from other portions of the 
building by a smoke barrier. Smoke barriers shall have a 
fire-resistive rating of not less than one hour and shall 
completely enclose the area or room. Doors in the smoke 
barrier shall be tight-fitting smoke- and draft-control 
assemblies having a fire-protection rating of not less 
than 20 minutes and shall be self—closing or automatic 
closing. The area or room shall be provided with an exit 
directly to an exit enclosure. When the room or area ex- 
its into an exit enclosure which is required to be of more 
than one-hour fire-resistive construction, the room or 
area shall have the same fire-resistive construction, in- 
cluding the same opening protection, as required for the 
adjacent exit enclosure. 

G. An elevator lobby complying with Section 3104 
(d). 

2. Size. Each area for evacuation assistance shall pro- 
vide at least two wheelchair spaces not smaller than 30 
inches by 48 inches for each space. The area for evacua- 
tion assistance shall not encroach on any required exit 
width. The total number of such 30-inch by 48-inch 
wheelchair spaces per story shall not be less than 1 for 
every 200 persons of calculated occupant load served by 
the area for evacuation assistance. 

EXCEPTION: The building official may reduce the minimum num- 
ber of 30-inch by 48-inch areas to one for each area 


for evacuation assistance on floors where the occu- 
pant load is less than 200. 


3. Stairway Width. Each stairway adjacent to an area 
for evacuation assistance shall have a minimum clear 
width of 48 inches. 

4. Two-way Communication. A telephone with con- 
trolled access to a public telephone system or another 
method of two-way communication shall be provided 
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between each area for evacuation assistance and the pri- 
mary entry. The fire department may approve location 
other than the primary entry. 

5. Identification. Each area for evacuation assistance 
shall be identified by a sign which states: AREA FOR 
EVACUATION ASSISTANCE and the International 
Symbol of Access. The sign shall be illuminated when 
exit sign illumination is required. The sign shall comply 
with Sections 3314 (c) and (d). In each area for evacua- 
tion assistance, instructions on the use of the area under 
emergency conditions shall be posted adjoining the two— 
way communication system. 

(c) Accessible Exits. АП exterior exits which are lo- 
cated adjacent to accessible areas and within 6 inches of 
grade shall be accessible. 

(d) Area for Evacuation Assistance, High-Rise Alter- 
native. Within a building of any height or occupancy, 
constructed in accordance with the requirements of Sec- 
tion 1807 or 1907, an area for evacuation assistance may 
be located in the elevator lobby, or adjacent to the ele- 
vator where no lobby is required, when: 

1. The area for evacuation assistance complies with 
the requirements for size, two-way communication and 
identification as specified in Section 3104 (b); and, 

2. Elevator shafts are pressurized as required for 
smokeproof enclosures in Section 3310. Such pressuriza- 
tion system shall be activated by smoke detectors on 
each floor located in a manner approved by the building 
official. Pressurization equipment and its ductwork with- 
in the building shall be separated from other portions of 
the building by a minimum of two-hour fire—resistive 
construction. 

3. The manager of the building shall establish and 
maintain a written fire- and life-safety emergency plan 
which, in addition to other provisions, shall specifically 
address the evacuation of persons with disabilities, and 
which has been approved by the building official and fire 
chief. 


NEW SECTION 


WAC 51-20-3105 FACILITY ACCESSIBILITY. 
Section 3105. (a) General. Where buildings are required 
to be accessible, building facilities shall be accessible to 
persons with disabilities as provided in this section. 
Where specific floors of a building are required to be 
accessible, the requirements shall apply only to the fa- 
cilities located on accessible floors. 

All building facilities or elements required by this 
section to be accessible shall be designed and construct- 
ed in accordance with Section 3106. 

(b) Bathing and Toilet Facilities. 1. Bathing Facilities. 
When bathing facilities are provided, at least 2 percent, 
but not less than 1, bathtub or shower shall be accessi- 
ble. In dwelling units where both a bathtub and shower 
are provided in the same room, only one need be 
accessible. 

2. Toilet Facilities. Toilet facilities located within ac- 
cessible dwelling units, guest rooms and congregate resi- 
dences shall comply with Sections 3106 (k) and 3106 
(aa). 

In each toilet facility in other occupancies, at least 
one wheelchair accessible toilet stall with an accessible 
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water closet shall be provided. In addition, when there 

are 6 or more water closets within a toilet facility, at 

least one other accessible toilet stall complying with 

Section 3106 (k) 4. also shall be installed. 

3. Lavatories, Mirrors and Towel Fixtures. At least 
one accessible lavatory shall be provided within any toi- 
let facility. Where mirrors, towel fixtures and other toilet 
and bathroom accessories are provided, at least one of 
each shall be accessible. 

4. Adaptable Fixtures in Dwelling Units. See Section 
3106 (aa) 2. for adaptable fixtures in dwelling units. 

B. Kitchen Counters. Cabinets or shelving may be in- 
stalled beneath the counter space required by Section 
3106 (1) 2. provided such cabinetry or shelving is not 
permanent and is easily removable. 

C. Lavatories. Cabinets or shelving may be installed 
beneath bathroom lavatories provided such cabinetry or 
shelving is not permanent and is easily removable. 

(c) Elevators. 1. Where Required. In multi-story 
buildings or portions thereof required to be accessible by 
Section 3103, at least one elevator shall serve each level, 
including mezzanines. Other than within an individual 
dwelling unit, when an elevator is provided but not re- 
quired, it shall be accessible. 

EXCEPTIONS: 1. In Group К, Division 1 apartment occupancies, 
an elevator is not required where accessible dwelling 
units and guest rooms are accessible by ramp or by 
grade level route of travel. 

2. In a building of fewer than three stories an cle- 
vator is not required where ramps, grade-level en- 
trances or accessible horizontal exits from an adja- 
cent building, are provided to each floor. 

3. In multistory parking garages, an elevator is not 
required where an accessible route of travel is pro- 
vided from accessible parking spaces on levels with 
accessible horizontal connections to the primary 
building served. 

4. In Group R, Division 1 hotels and lodging houses 
less than 3 stories in height, an elevator is not re- 
quired provided that accessible guest rooms are 
provided on the ground floor. 


2. Design. АП elevators shall be accessible. 


EXCEPTIONS: 1. Private elevators serving only one dwelling unit. 
2. Where more than one elevator is provided in the 
building, elevators used exclusively for movement of 
freight. 


Elevators required to be accessible shall be designed 
and constructed to comply with Chapter 296-81 of the 
Washington Administrative Code. 

3. Platform Lifts. Platform lifts may be used in lieu of 
an elevator under one of the following conditions subject 
to approval by the building official: 

1. To provide an accessible route of travel to a per- 
forming area in a Group А Occupancy; or, 

2. To provide unobstructed sight lines and distribution 
for wheelchair viewing positions in Group A Occupan- 
Cies; or, 

3. To provide access to spaces with an occupant load 
of less than 5; or, 

4. To provide access where existing site constraints or 
other constraints make use of a ramp or elevator 
infeasible. 
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All platform lifts used in lieu of an elevator shall be 


‘capable of independent operation and shall comply with 


chapter 296-81 of the Washington Administrative Code. 

(d) Other Building Components. 1. Water Fountains. 
On any floor where water fountains are provided, at 
least 50 percent, but in no case less than one fountain 
shall be accessible complying with Section 3106 (m) and 
at least one fountain shall be mounted at a standard 
height. 

2. Telephones. On any floor where public telephones 
are provided at least one telephone shall be accessible. 
On any floor where 2 or more banks of multiple tele- 
phones are provided, at least one telephone in each bank 
shall be accessible and at least one telephone per floor 
shall be designed to allow forward reach complying with 
Section 3106. 

Where any bank of public telephones consists of 3 or 
more telephones, at least one telephone in each bank 
shall be equipped with a shelf and an electrical outlet 
complying with Section 3106 (n) 7. 

All accessible telephones and at least 25 percent of all 
other public telephones, but in no case less than one, 
shall be provided with volume controls in accordance 
with Section 3106 (n) and shall be dispersed among the 
public telephones provided in the building. 

Where four or more public pay telephones are provid- 
ed at a building site, and at least one is in an interior 
location, at least one interior telephone shall be a text 
telephone in accordance with Section 3106 (n). 

Where interior public pay phones are provided in 
transportation facilities; assembly and similar areas in- 
cluding stadiums and arenas, convention centers, hotels 
with convention facilities, or covered malls; or in or ad- 
jacent to hospital emergency, recovery, or waiting rooms; 
at least one interior text telephone shall be provided. 

3. Kitchens. Kitchens within accessible dwelling units 
shall be designed in accordance with Section 3106. 

Kitchens, kitchenettes or wet bars in other than 
dwelling units which are provided accessory to a sleeping 
room, guest room or suite, shall be designed in accord- 
ance with Section 3106. Countertops and sinks shall be 
mounted at a maximum height of 34 inches above the 
floor. At least 50 percent of shelf space in cabinets and 
appliances shall be within the reach ranges of Section 
3106. 


EXCEPTION: Kitchens in Type B dwelling units need not comply 
with Section 3106 (I) 1. 


4. Swimming Pools. Where common or public use 
swimming pools, hot tubs, spas and similar facilities are 
provided, they shall be accessible. Swimming pools shall 
be accessible by transfer tier, hydraulic chair, ramp or 
other means. Hot tubs and spas shall be accessible only 
to the edge of the facility. 

5. Fixed or Built-in Seating or Tables. Where fixed or 
built-in seating or tables are provided at least 5 percent, 
but no fewer than two, shall be accessible. Accessible 
fixed or built-in seating or tables shall comply with Sec- 
tion 3106 (s). In eating and drinking establishments, 
such seating or tables shall be distributed throughout the 
facility. 
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6. Storage, Shelving and Display Units. In other than 
Group R, Division I apartment buildings, where fixed or 
built-in storage facilities such as cabinets, shelves, clos- 
ets and drawers are provided in accessible spaces, at 
least one of each type provided shall contain storage 
space complying with Section 3106 (r). 

Self-service shelves or display units in retail occupan- 
cies shall be located on an accessible route in accordance 
with Section 3103 (b) 2. 

7. Customer Service Facilities. A. Dressing, and Fit- 
ting Rooms. Where dressing or fitting rooms are provid- 
ed for use by the general public, patients, customers or 
employees, 5 percent, but not less than one in each 
group of rooms serving distinct and different functions 
shall be accessible in accordance with Section 3106 (x). 

B. Counters and Windows. Where customer sales and 
service counters or windows are provided a portion of the 
counter or at least one window, shall be accessible in ac- 
cordance with Section 3106 (x). 

C. Shelving and Display. Self—service shelves or dis- 
play units in retail occupancies shall be located on an 
accessible route in accordance with Section 3103 (b) 2. 

D. Check-out Aisles. Accessible check-out aisles shall 
be installed in accordance with Table No. 31-Е and 
Section 3106 (x). 

8. Controls, Operating Mechanisms and Hardware. 
Controls, operating mechanisms and hardware, including 
switches that control lighting and ventilation and elec- 
trical convenience outlets, in accessible spaces, along ac- 
cessible routes, or as parts of accessible elements shall 
comply with Section 3106 (c). 


EXCEPTION: Floors or portions of floors not customarily occupied, 


including, but not limited to, elevator pits, observa- 
tion galleries used primarily for security purposes, 
elevator penthouses, nonoccupiable spaces accessed 
only by ladders, catwalks, crawl spaces, very narrow 
passage ways or freight elevators, piping and equip- 
ment catwalks and machinery, mechanical and elec- 
trical equipment rooms. 


9. Alarms. Alarm systems where provided, shall in- 
clude both audible and visible alarms. The alarm devices 
shall be located in all sleeping accommodations and 
common-use areas including toilet rooms and bathing 
facilities, hallways, and lobbies. 


EXCEPTIONS: 1. Alarm systems in Group I, Division 1.1 and 1.2 


Occupancies may be modified to suit standard 
health care design practice. 

2. Visible alarms are not required in Group R, Di- 
vision | apartment buildings, 


NEW SECTION 


WAC 51-20-3106 SECTION 3106. Accessible De- 
sign and Construction Standards. (а) General. Where 
accessibility is required by this chapter, it shall be de- 
signed and constructed in accordance with this section, 
unless otherwise specified in this chapter. 

(b) Space Allowance and Reach Ranges. 1. Wheel- 
chair Passage Width. The minimum clear width for sin- 
gle wheelchair passage shall be 36 inches. The minimum 
width for two wheelchairs to pass is 60 inches. 


EXCEPTION: The minimum width for single wheelchair passage 
may be 32 inches for a maximum distance of 24 


inches. 
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2. Wheelchair Turning Spaces. Wheelchair turning 
spaces shall be designed and constructed to satisfy one of 
the following requirements: 

A. А turning space not less than 60 inches in diame- 
ter; or, 

B. A turning space at T-shaped intersections or with- 
in a room, where the minimum width is not less than 36 
inches. Each segment of the T shall be clear of obstruc- 
tions not less than 24 inches in each direction. 

3. Unobstructed Floor Space. A floor space, including 
the vertical space above such floor space, which is free of 
any physical obstruction including door swings, to a 
height of 29 inches. Where a pair of doors occurs, the 
swing of the inactive leaf may be considered to be unob- 
structed floor space. Unobstructed floor space may in- 
clude toe spaces that are a minimum of 9 inches in 
height and not more than 6 inches in depth. 

4. Clear Floor or Ground Spaces and Maneuvering 
Clearance Space for Wheelchairs. 

A. Size. The minimum clear floor or ground space re- 
quired to accommodate a single, stationary wheelchair 
occupant shall be not less than 30 inches by 48 inches. 

B. Approach. Wheelchair spaces shall be designed to 
allow for forward or parallel approach to an accessible 
feature. 

C. Knee and Toe Clearances. Spaces under obstruc- 
tions, work surfaces or fixtures may be included in the 
clear floor or ground space provided that they are at 
least 30 inches in width, a minimum of 27 inches in 
height and not greater than 25 inches in depth. Toe 
spaces under obstructions, work surfaces or fixtures 
which comply with the requirements for unobstructed 
floor space may be included in the clear floor or ground 
space. 

D. Approach to Wheelchair Spaces. One full unob- 
structed side of the clear floor or ground space for a 
wheelchair shall adjoin or overlap an accessible route of 
travel, or shall adjoin another wheelchair clear space. 
Clear space located in an alcove or otherwise confined on 


- all or part of three sides shall be not less than 36 inches 
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in width where forward approach is provided, or 60 
inches in width where parallel approach is provided. 

E. Forward Reach. Where the clear floor space only 
allows forward approach to an object, the maximum 
high forward reach allowed shall be not higher than 48 
inches. Reach obstructions 20 inches or less in depth 
may project into the clear space provided that knee 
clearance is maintained in accordance with Section 3106 
(b) 2. B. Reach obstructions greater than 20 inches in 
depth may project into the clear space provided that the 
reach obstruction shall not exceed 25 inches in depth 
and the maximum high forward reach shall not exceed 
44 inches in height. The minimum low forward reach 
shall be not lower than 15 inches. 

F. Side Reach. Where the clear floor space allows 
parallel approach by a person in a wheelchair, the maxi- 
mum high side reach allowed shall be not higher than 54 
inches. Obstructions no greater than 34 inches in height 
and no more than 24 inches in depth may be located in 
the side reach area provided that when such obstructions 
are present the side reach shall be not more than 46 
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inches. The minimum low side reach shall be not lower 
than 9 inches. 

(c) Controls and Hardware. 1. Operation. Handles, 
pulls, latches, locks and other operating devices on doors, 
windows, cabinets, plumbing fixtures and storage facili- 
ties, shall have a lever or other shape which will permit 
operation by wrist or arm pressure and does not require 
tight grasping, pinching or twisting to operate. 

2. Mounting Heights. The highest operable part of 
environmental and other controls, dispensers, receptacles 
and other operable equipment shall be within at least 
one of the reach ranges specified in Section 3106 (b), 
and not less than 36 inches above the floor. Electrical 
and communications system receptacles on walls shall be 
mounted a minimum of 15 inches in height above the 
floor. Door hardware shall be mounted at not less than 
36 inches and not more than 48 inches above the floor. 

3. Clear Floor Space. Clear floor space that allows a 
forward or a side approach shall be provided at all con- 
trols or hardware. i 

(d) Accessible Route of Travel. 1. Width. The mini- 
mum clear width of an accessible route of travel shall be 
36 inches except at doors (see Section 3106 (j) 2.). 
Where an accessible route includes a 180 degree turn 
around an obstruction which is less than 48 inches in 
width, the clear width of the accessible route of travel 
around the obstruction shall be 42 inches minimum. For 
exterior accessible routes of travel, the minimum clear 
width shall be 44 inches. 

EXCEPTION: The minimum width for single wheelchair passage 


may be 32 inches for a maximum distance of 24 
inches. 


Where an accessible route is less than 60 inches in 
width, passing spaces at least 60 inches by 60 inches 
shall be located at intervals not to exceed 200 feet. A T— 
shaped intersection of two corridors or walks may be 
used as a passing space. 

2. Height. Accessible routes shall have a clear height 
of not less than 79 inches. Where the vertical clearance 
of an area adjoining an accessible route of travel is less 
than 79 inches but more than 27 inches, a continuous 
permanent barrier shall be installed to prevent traffic 
into such areas of reduced clearance. 

3. Slope. An accessible route of travel shall have a 
running slope not greater than 1 vertical in 12 horizon- 
tal. An accessible route of travel with a running slope 
greater than 1 vertical in 20 horizontal shall comply 
with Section 3106 (h). Cross slopes of an accessible 
route of travel shall not exceed | vertical in 48 
horizontal. 

4. Changes in Level. Changes in level along an acces- 
sible route of travel shall comply with Section 3106 (f). 
Stairs shall not be part of an accessible route of travel. 
Any raised area within an accessible route of travel shall 
be cut through to maintain a level route or shall have 
curb ramps at both sides and a level area not less than 
48 inches long connecting the ramps. 

5. Surfaces. A. General. All floor and ground surfaces 
in an accessible route of travel shall comply with Section 
3106 (g). 
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B. Detectable Warnings. Curb ramps shall have de- 
tectable warnings complying with Section 3106 (g). De- 
tectable warnings shall extend the full width and depth 
of the curb ramp. 

6. Edge Protection. Guardrails designed and con- 
structed in accordance with Section 1712 shall be pro- 
vided on any portion of an accessible route of travel 
which is more than 30 inches above the grade or floor 
below. Any portion of the edge of an accessible route of 
travel which is more than 1/2 inch above adjacent grade 
or floor shall be provided with a protective railing with 
the top of the rail at a height of 34 inches nominal and a 
mid-rail at a height of 18 inches nominal. 

EXCEPTIONS: 1. Where curbs, walls, or shoulder slopes abut the 
accessible route of travel, a protective railing is not 
required. Where provided: 

A. Curbs shall be not less than 2 inches in height 
above the surface of the accessible route of travel. 
B. Shoulder slopes shall be at the same grade as the 
edge of the accessible route of travel; and shall have 
a slope, downward from the edge, of not more than 
1 vertical in 48 horizontal for a distance of not less 
than 36 inches. 

2. For routes of travel adjoining vehicular ways or 
parking areas, protective railings are not required 


provided the difference in grade is less than 3 
inches. 


7. Illumination. Illumination shall be provided along 
the accessible route of travel, at any time the building is 
occupied, with an intensity of not less than one footcan- 
dle on the surface of the route. 

8. Curb Ramps. A. Slope. Slopes of curb ramps shall 
comply with Section 3106 (h). Transitions from ramps 
to walks, gutters or vehicular ways shall be flush and 
free of abrupt changes in height. Maximum slopes of 
adjoining gutters and road surfaces immediately adja- 
cent to the curb ramp or accessible route of travel shall 
not exceed 1 vertical in 20 horizontal. 

B. Width. Curb ramps shall be not less than 36 inches 
in width, exclusive of the required side slopes. 

C. Side Slopes of Curb Ramps. Curb ramps located 
where pedestrians must walk across the ramp, or where 
not protected by handrails or guardrails, shall have 
sloped sides. The maximum side slope shall be 1 vertical 
in 10 horizontal. Curb ramps with returned curbs may 
be used where pedestrians would not normally walk 
across the ramp. 

D. Location. Built-up curb ramps shall be located so 
as not to project into vehicular ways nor be located 
within accessible parking spaces. 

E. Obstructions. Curb ramps shall be located or pro- 
tected to prevent their obstruction by parked vehicles. 

F. Location at Marked Cross Walks. Curb ramps at 
marked cross walks shall be wholly contained within the 
markings, excluding any sloped sides. 

9. Vehicular Areas. Where an accessible route of 
travel crosses or adjoins a vehicular way, and where 
there are no curbs, railings or other elements detectable 
by a person who has a severe vision impairment separat- 
ing the pedestrian and vehicular areas, the boundary be- 
tween the areas shall be defined by a continuous detect- 
able warning not less than 36 inches wide, complying 
with Section 3106 (g). 
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(e) Protruding Objects. Protruding objects shall not 
reduce the clear width of an accessible route of travel or 
maneuvering space. Any wall- or post-mounted object 
with its leading edge between 27 inches and 79 inches 
above the floor may project not more than 4 inches into 
the required width within a corridor. Any wall- or post- 
mounted projection greater than 4 inches shall extend to 
the floor. Protruding objects shall not reduce the clear 
width of an accessible route of travel or maneuvering 
space. 

(f) Changes in Level. Accessible routes of travel and 
accessible spaces within buildings shall have continuous 
common floor or ramp surfaces. Abrupt change in height 
greater than 1/4 inch shall be beveled to 1 vertical in 2 
horizontal. Changes in level greater than 1/2 inch shall 
be accomplished by means of a ramp meeting the re- 
quirements of Section 3106 (h). For Type B dwelling 
units, see also Section 3106 (aa). 

(g) Floor Coverings and Surface Treatments. 1. Gen- 
eral. All surfaces shall be firm and stable. 

2. Carpeting. Carpeting and floor mats in accessible 
areas shall be securely fastened to the underlying sur- 
face, and shall provide a firm, stable, continuous and 
relatively smooth surface. 

3. Slip-Resistant Surfaces. Showers, locker rooms, 
swimming pool, spa and hot tub decks, toilet rooms and 
other areas subject to wet conditions shall have slip-re- 
sistant floors. 

Exterior accessible routes of travel shall have slip-re- 
sistant surfaces. 

4. Grates. Within an accessible route of travel grates 
shall have openings no more than 1/2 inch in one direc- 
tion. Where grates have elongated openings, they shall 
be placed so that the long dimension is perpendicular to 
the dominant direction of travel. The maximum vertical 
surface change shall be 1/8 inch. 

5. Expansion and Construction Joints. Expansion and 
construction joints in exterior routes of travel shall have 
a width of not more than 1/2 inch, shall be filled with a 
firm, compressible, elastic material, and shall be sub- 
stantially level with the surface of the accessible route of 
travel. 

(h) Ramps. 1. General. Ramps required to be accessi- 
bie shall comply with Section 3307 and the provisions of 
this section. No ramp shall change direction between 
landings, except ramps with an inside radius of 30 feet 
or greater. 

2. Slope and Rise. The maximum slope of a ramp 
shall be 1 vertical in 12 horizontal. The maximum rise 
for any run shall be 30 inches. 

3. Width. The minimum width of a ramp shall be not 
less than 36 inches for interior ramps and 44 inches for 
exterior ramps. 

4. Landings. Ramps within the accessible route of 
travel shall have landings at the top and bottom, and at 
least one intermediate landing shall be provided for each 
30 inches of rise. Landings shall have a minimum di- 
mension measured in the direction of ramp run of not 
less than 60 inches. Where the ramp changes direction 
at a landing, the landing shall be not less than 60 inches 
by 60 inches. The width of any landing shall be not less 
the width of the ramp. 
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5. Handrails. Ramps having slopes steeper than 1 ver- 
tical in 20 horizontal shall have handrails as required for 
stairways, except that intermediate handrails as required 
in Section 3306 (i) are not required. Handrails shall be 
continuous provided that they shall not be required at 
any point of access along the ramp, nor at any curb 
ramp. Handrails shall extend at least 12 inches beyond 
the top and bottom of any ramp segment. 

EXCEPTION: Ramps having a rise less than or equal to 6 inches or 


a run less than or equal to 72 inches need not have 
handrails. 


6. Exterior Ramps. Exposed ramps and their ap- 
proaches shall be constructed to prevent the accumula- 
tion of water on walking surfaces. 

(i) Stairways. 1. General. Stairways required to be 
accessible shall comply with Section 3306 and provisions 
of this section. 

2. Open Risers. Open risers shall not be permitted. 


EXCEPTION: Stairways in Group R, Division 1 apartment build- 
ings may have open risers. 


3. Nosings. Stair nosings shall be flush, slip-resistant 
and rounded to a radius of 1/2 inch maximum. Risers 
shall be sloped or the underside of the nosing shall have 
an angle of not less than 60 degrees from the horizontal. 
Nosings shall project no more than ! 1/2 inches. 

4. Exterior Stairways. Exposed stairways and their 
approaches shall be constructed to prevent the accumu- 
lation of water on walking sui ‘aces. 

(j) Doors. 1. General. Doors required to be accessible 
shall comply with Section 3304 and provisions of this 
section. For the purpose of this section, gates shall be 
considered to be doors. An accessible gate or door shall 
be provided adjacent to any turnstile or revolving door. 
Where doorways have two independently operated door 
leaves, then at least one leaf shall comply with this 
section. 

2. Clear Width. Doors shall be capable of opening so 
that the clear width of the opening is not less than 32 
inches. 

EXCEPTION: Doors not requiring full user passage, such as shallow 


closets, may have a clear opening not less than 20 
inches. 


3. Maneuvering Clearances at Doors. Except as pro- 
vided in Section 3106 (aa), all doors shall have mini- 
mum maneuvering clearances as follows: 

A. Where a door must be pulled to be opened, an un- 
obstructed floor space shall extend at least 18 inches be- 
yond the strike jamb. 

B. Where a door must be pushed to be opened and is 
equipped with a closer and a latch, an unobstructed floor 
space shall extend at least 12 inches beyond the strike 
jamb. 

C. Where two doors are in series, the minimum dis- 
tance between two hinged or pivoted doors shall be 48 
inches in addition to any area needed for door swing. 

4. Thresholds at Doors. Thresholds at doors shall 
comply with Section 3106 (e). 

5. Automatic and Power-Assisted Doors. Door-closers 
or power-operators shall be operable as required by 
Section 3304 (h). 


EXCEPTION: Floor pad or electric-eye-actuated power operators. 
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All power-operated doors shall remain in the fully 
open position for not less than 6 seconds before closing. 
Touch switches shall be mounted 36 inches above the 
floor and not less than 18 inches nor more than 36 inch- 
es horizontally from the nearest point of travel of the 
moving door. Other power—operated doors must be actu- 
ated from a location not less than 36 inches from the 
nearest point of travel of the moving door. Power—oper- 
ated doors shall automatically reopen when they en- 
counter an obstruction other than the strike jamb. 

6. Door Closers. Where provided, door closers shall be 
adjusted to close from an open position of 70 degrees in 
not less than 3 seconds, to a point 3 inches from the 
latch, when measured to the leading edge of the door. 

7. Vision Panels. Where vision panels are provided in 
a door, the bottom of the glass shall be not more than 40 
inches above the floor. 

(k) Bathrooms, Toilet Rooms, Bathing Facilities and 
Shower Rooms. 1. General. Bathrooms, toilet rooms, 
bathing facilities and shower rooms shall be designed in 
accordance with this section. For dwelling units, see also 
Section 3106 (aa). 

2. Unobstructed Floor Space. An unobstructed floor 
space shall be provided within bathrooms, toilet rooms, 
bathing facilities and shower rooms of sufficient size to 
inscribe a circle with a diameter not less than 60 inches. 
Doors in any position may encroach into this space by 
not more than 12 inches. The clear floor spaces at fix- 
tures, the accessible route of travel and the unobstructed 
floor space may overlap. 

3. Wheelchair Accessible Toilet Stalls. A. Dimensions. 
Wheelchair accessible toilet stalls shall be at least 60 
inches in width. Where wall-hung water closets are in- 
stalled, the depth of the stall shall be not less than 56 
inches. Where floor-mounted water closets are installed, 
the depth of the stall shall be not less than 59 inches. 
Entry to the compartment shall have a clear width of 32 
inches. Toilet stall doors shall not swing into the clear 
floor space required for any fixture. Except for door 
swing, a clear unobstructed access not less than 48 inch- 
es in width shall be provided to toilet stalls. 


EXCEPTION: Partitions may project not more than one inch, in the 
aggregate, into the required width of the stall. 


B. Toe Clearances. In toilet stalls, the front partition 
and at least one side partition shall provide a toe clear- 
ance of at least 9 inches above the floor. 

C. Door Hardware. Doors of accessible toilet stalls 
shall comply with Section 3106 (c). 


EXCEPTION: Toe clearance is not required in a stall with a depth 
greater than 60 inches. 


4. Ambulatory Accessible Toilet Stalls. Ambulatory 
accessible toilet stalls shall be at least 36 inches in 
width, with an outward swinging, self-closing door. 
Grab bars shall be installed on each side of the toilet 
stall and shall comply with Sections 3106 (k) 4. C. and 
3106 (k) 9. 

5. Water Closets. A. Clear Floor Space. The lateral 
distance from the center line of the water closet to the 
nearest obstruction, including grab bars, shall be not less 
than 18 inches on one side and 42 inches on the other 
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side. In other than stalls, a clear floor space not less than 

32 inches measured perpendicular to the wall on which 

the water closet is mounted, shall be provided in front of 

the water closet. 

EXCEPTION: A lavatory may be located within the clear floor 
space required for a water closet provided that knee 
and toe clearances for the lavatory comply with sub- 
section 7 below and: 

A. In Type B dwelling units the edge of the lavatory 
shall be located not less than 15 inches from the cen- 
terline of the water closet; or 

B. In all other occupancies the edge of the lavatory 
shall be located not less than 18 inches from the cen- 
terline of the water closet. 


B. Height. The height of water closets shall be a min- 
imum of 17 inches and a maximum of 19 inches mea- 
sured to the top of the seat. Seats shall not be sprung to 
return to a lifted position. 

C. Grab Bars. Grab bars shall be installed at one side 
and the back of the toilet stall. The top of grab bars 
shall be not less than 33 inches and not more than 36 
inches above and parallel to the floor. Grab bars located 
at the side shall be a minimum of 42 inches in length 
with the front end positioned not less than 18 inches in 
front of the water closet, and located not more than 18 
inches from the center line of the water closet. Grab 
bars located at the back shall be a minimum of 36 inch- 
es in length. Grab bars shall be mounted not more than 
9 inches behind the water closet seat. 

D. Flush Controls. Flush controls shall be mounted 
for use from the wide side of the water closet area and 
not more than 44 inches above the floor. 

E. Dispensers and Receptacles. Toilet paper and other 
dispensers or receptacles shall be installed within easy 
reach of the water closet, and shall not interfere with 
grab bar utilization. 

6. Urinals. A clear floor space measuring 30 inches by 
48 inches shall be provided in front of urinals. Urinal 
shields shallshave a clear space between them of not less 
than 29 inches and shall not extend farther than the 
front edge of the urinal rim. Urinals shall be stall-type 
or wall-hung with an elongated rim at a maximum of 17 
inches above the floor. Flush controls shall be mounted 
not more than 44 inches above the floor. 

7. Lavatories and Sinks. A. Clear Floor Space. A 
clear floor space not less than 30 inches by 48 inches 
shall be provided in front of lavatories and sinks. 

B. Height. Lavatories and sinks shall be mounted with 
the rim or counter surface not higher than 34 inches 
above the finished floor. 

C. Knee and Toe Clearances. (i) Lavatories. The total 
depth of clear space beneath a lavatory shall be not less 
than 17 inches of which toe clearance shall be not more 
than 6 inches of the total depth. Knee clearance shall be 
not less than 29 inches in height and 30 inches in width. 

(ii) Sinks. Knee clearance not less than 27 inches in 
height, 30 inches in width and 19 inches in depth shall 
be provided underneath sinks. 

D. Exposed Pipes and Surfaces. Hot water and drain 
pipes exposed under lavatories and sinks shall be insu- 
lated or otherwise covered. There shall be no sharp or 
abrasive surfaces under lavatories or sinks. 
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E. Faucets. Faucet control handles shall be located 
not more than 17 inches from the front edge of the lav- 
atory, sink or counter, and shall comply with Section 
3106 (c). Self—closing valves shall remain open for at 
least 10 seconds per operation. 

F. Sink Depth. Sinks shall be not less than 6-1/2 
inches in depth. 

8. Mirrors, Dispensers and Other Fixtures. Mirrors or 
shelves shall be installed so that the bottom of the mirror 
or the top of the shelf is within 40 inches of the floor. 

Drying equipment, towel or other dispensers, and dis- 
posal fixtures shall be mounted so as not to exceed 40 
inches above the finished floor to any rack, operating 
controls, receptacle or dispenser. 

9. Bathtubs. A. Clear Floor Space. A clear floor space 
not less than 60 inches in length shall be provided along 
the tub. Where the required seat is located at the end of 
the tub, the clear floor space shall be not less than 75 
inches in length. The clear floor space shall be not less 
than 30 inches in width where access to the space is 
parallel to the tub and not less than 48 inches in width 
where access to the space is at right angles to the tub. A 
lavatory which complies with Subsection 5, above, may 
be located in the clear floor space for the tub. 

B. Seats. An in-tub seat or a seat at the end of the 
tub shall be provided. In-tub seats shall be portable and 
removable, not less than 12 inches in width and extend 
the full width of the tub. Seats at the end of the tub 
shall be constructed flush with the top of the tub and 
shall extend not less than 15 inches from the end of the 
tub. Seats shall be mounted securely and shall not slip 
during use. 

C. Grab Bars. All required grab bars shall be installed 
parallel to the floor. Lower grab bars shall be installed 
centered 9 inches above the tub rim. Upper or single 
grab bars shall be installed centered not less than 33 
inches and not more than 36 inches above the floor of 
the clear space. 

Where a tub has a seat at the end, two grab bars not 
less than 48 inches in length shall be installed on the 
wall opposite the clear floor space, one end of each shall 
terminate where the tub abuts the seat. 

Where a tub has an in-tub seat, two grab bars not less 
than 24 inches in length shall be installed on the wall 
opposite the clear floor space. The grab bars shall extend 
to not less than 24 inches from one end of the tub and 
not less than 12 inches from the other end. One grab bar 
shall be installed on the wall at the end of the tub oppo- 
site the drain, extending at least 12 inches from the clear 
floor space. 

For all bathtubs one grab bar shall be installed on the 
wall at the end of the tub nearest the drain, extending at 
least 24 inches from the clear floor space. 

D. Controls and Fixtures. Faucets and other controls 
shall be located above the tub rim and below the grab 
bars, shall be not more than 24 inches laterally from the 
clear floor space and shall comply with Section 3106 (c). 

A shower spray unit with a hose at least 60 inches 
long that can be used as a fixed shower head or as a 
hand-held shower shall be provided. 

E. Bathtub Enclosures. Where provided, enclosures 
for bathtubs shall not obstruct controls or transfer from 
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wheelchairs onto bathtub seats or into tubs. Enclosures 
on bathtubs shall not have tracks mounted on their rims. 

10. Shower Stalls. A. Configuration. Shower stalls 
shall have one of the following configurations: 

(i) Transfer shower stalls shall be 36 inches by 36 
inches, nominal, and shall have a seat; or, 

(ii) Roll-in shower stalls shall be not less than 30 
inches in depth by 60 inches in length. 

B. Clear Floor Space. A clear floor space not less than 
48 inches in length shall be provided adjacent to shower 
stalls. For roll-in shower stalls, the clear floor space 
shall be not less than 60 inches in length. The clear floor 
space shall be not less than 36 inches in width. A lava- 
tory which complies with Subsection 5 above, may be 
located in the clear floor space of a roll-in shower. 

C. Seats. In transfer shower stalls, a seat shall be 
mounted not less than 17 inches and not more than 19 
inches above the floor, and shall extend the full depth of 
the stall. The seat shall be located on the wall opposite 
the controls and shall be mounted not more than 1-1/2 
inches from the shower walls. The seat shall be not more 
than 16 inches in width. 

EXCEPTION: A section of the seat not more than 15 inches in 


length and adjacent to the wall opposite the clear 
space, may be not more than 23 inches in width. 


In roll-in shower stalls, a fold down seat complying 
with the dimensional requirements of this subsection, 
may be installed. 

D. Grab Bars. All required grab bars shall be installed 
parallel to the floor. All grab bars shall be installed not 
less than 33 inches and not more than 36 inches above 
the floor of the clear space. 

For transfer shower stalls, a grab bar not less than 18 
inches in length shall be installed on the wall opposite 
the clear floor space, one end of which shall terminate at 
the wall opposite the seat. A grab bar not less than 27 
inches in length shall also be installed on the wall oppo- 
site the seat. 

For roll-in shower stalls, grab bars shall be provided 
on all permanent stall walls. Grab bars located on either 
end of the stall shall be not less than 27 inches in length. 
The grab bar located opposite the clear space shall be 
not less than 48 inches in length. 

E. Controls and Fixtures. Faucets and other controls 
shall be located on the same wall as the shower spray 
unit, and shall be installed not less than 38 inches or 
more than 48 inches above the shower floor and shall 
comply with Section 3106 (c). 

A shower spray unit with a hose at least 60 inches 
long that can be used as a fixed shower head or as a 
hand-held shower shall be provided. 


EXCEPTION: In unmonitored facilities where vandalism is a con- 


sideration, a fixed shower head may bc installed not 
more than 48 inches above the stall floor. 


F. Thresholds. In transfer shower stalls, thresholds 
shall be flush or beveled with a maximum edge height of 
1/2 inch, and a maximum slope not more than 1 vertical 
in 2 horizontal. 

Thresholds in roll-in shower stalls shall be level with 
the adjacent clear space. 
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G. Shower Enclosures. Where provided, enclosures for 
shower stalls shall not obstruct controls or transfer from 
wheelchairs onto shower seats. 

11. Structural Requirements for Grab Bars, and Tub 
and Shower Seats. A. General. All grab bars, and tub 
and shower seats required to be accessible shall comply 
with this section. 

B. Size and Spacing of Grab Bars. Grab bars shall 
have an outside diameter of not less than 1—1/4 inch nor 
more than 1—1/2 inches and shall provide a clearance of 
1-1/2 inches between the grab bar and the wall. 

C. Structural Strength. The structural strength of 
grab bars, tub and shower seats, fasteners and mounting 
devices shall meet the following specifications: 

(1) Bending stress in a grab bar or seat induced by 
the maximum bending moment from the application of 
300 Ibs. shall be less than the allowable stress for the 
material of the grab bar or seat. 

(2) Shear stress induced in a grab bar or seat by the 
application of 300 lbs. shall be less than the allowable 
shear stress for the material of the grab bar or seat. If 
the connection between the grab: bar or seat and its 
mounting bracket or other support is considered to be 
fully restrained, then direct and torsional shear stresses 
shall be totaled for the combined shear stress, which 
shall not exceed the allowable shear stress. 

(3) Shear force induced in a fastener or mounting de- 
vice from the application of 300 lbs. shall be less than 
the allowable lateral load of either the fastener or 
mounting device or the supporting structure, whichever 
is the smaller allowable load. 

(4) Tensile force induced in a fastener by a direct 
tension force of 300 lbs. plus the maximum moment 
from the application of 300 Ibs. shall be less than the 
allowable withdrawal load between the fastener and the 
supporting structure. 

D. Special Hazards. A grab bar and any wall or other 
surface adjacent to it shall be free of any sharp or abra- 
sive elements. Edges shall have a minimum radius of 1/8 
inch. 

(1) Kitchens. 1. Clear Floor Space. An unobstructed 
floor space shall be provided within kitchens of sufficient 
size to inscribe a circle with a diameter not less than 60 
inches. Doors in any position may encroach into this 
space by not more than 12 inches. The clear floor spaces 
at fixtures, the accessible route of travel and the unob- 
structed floor space may overlap. 

2. Counter Surfaces and Shelving. Within Type A 
dwelling units, a counter surface, a minimum of 30 
inches wide by 24 inches deep, shall be provided at a 
maximum height of 34 inches, with a space beneath at 
least 27 inches in height. 

In other than dwelling units, at least 50 percent of 
shelf space in cabinets, refrigerators and freezers shall 
be within the reach ranges specified in Sections 3106 (b) 
2. D. or 3106 (b) 2. E. 

(m) Water Fountains. 1. Clear Floor Space. Wall- 
and post-mounted cantilevered units shall have a mini- 
mum clear floor space in front of the units 30 inches in 
width by 48 inches in depth to allow a forward 
approach. 
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Free-standing or built-in units not having a clear 
space under them shall have a clear floor space at least 
30 inches in depth by 48 inches in width in order to al- 
low a person in a wheelchair to make a parallel ap- 
proach to the unit. 

2. Knee Space. Wall- and post-mounted cantilevered 
units shall have knee space in accordance with Section 
3106 (b) 2. B. The knee space shall be not less than 19 
inches in depth. 

3. Spout Location. Spouts shall be located not more 
than 36 inches above the floor or ground surface. Spouts 
shall be located in the front of the unit and shall direct a 
water flow not less than 4 inches in height, in a trajecto- 
ry parallel to the front of the unit. 

4. Controls. Controls shall be located not more than 6 
inches from the front of the unit and shall comply with 
Section 3106 (c). The force required to activate the con- 
trol shall not exceed 5 pounds. 

5. Water Fountains in Alcoves. Where a unit is in- 
stalled in an alcove greater than 8 inches in depth, the 
alcove shall be not less than 48 inches in width. A mini- 
mum 24 inches of clear space shall be provided from the 
spout to the nearest side wall of the alcove. Recessed 
units shall be installed such that the spout is not recessed 
beyond the plane of the wall. 

(n) Telephones. 1. Clear Floor or Ground Space. A 
clear floor or ground space not less than 30 inches by 48 
inches that allows either a forward or parallel approach 
shall be provided in front of telephones. Bases, enclos- 
ures and fixed seats shall not project into the clear floor 
space. 

Where parallel approach is provided, any shelf or en- 
closure shall not project further than 10 inches beyond 
the face of the telephone. 

Where a forward approach is provided, any shelf shall 
not project further than 20 inches beyond the face of the 
telephone; any enclosure panels shall be a minimum 30 
inches apart, and where less than 36 inches apart, shall 
project no more than 24 inches beyond the face of the 
phone. 

2. Height. The highest operable part of a telephone 
shall be within the reach ranges specified in Sections 
3106 (b) 2. D. or 3106 (b) 2. E. 

3. Equipment for Persons with Hearing Impairments. 
Telephones shall be equipped with volume controls and 
shall be hearing aid compatible. Volume controls shall 
be capable of increasing volume not less than 12 dbA or 
more than 18 dbA above normal. 

4. Controls. Telephones shall have pushbutton controls 
where service for such equipment is available. 

5. Cord Length. The cord from the telephone to the 
handset shall be not less than 29 inches in length. 

6. Text Telephones. Text telephones shall be perma- 
nently affixed within, or adjacent to the telephone enclo- 
sure. Where an acoustic coupler is used, the telephone 
cord shall be sufficiently long to allow connection of the 
text telephone and the telephone receiver. 

7. Shelf and Electrical Outlet. Shelves and an electri- 
cal outlet shall be located within or adjacent to the tele- 
phone enclosure. The shelf shall be not less than 10 


Washington State Register, Issue 92-01 


inches by 10 inches in dimension, with a vertical clear- 

ance above the shelf of not less than 6 inches. The tele- 

phone handset shall be capable of being placed flush on 
the surface of the shelf. 

` A (o) Alarms. 1. Audible Alarms. Audible alarms shall 

produce a sound in accordance with UFC Standard No. 

14-1. 

2. Visible Alarms. Visible alarm signal appliances 
shall be integrated into the building or facility alarm 
system. Where single-station audible alarms are provid- 
ed, single-station visible alarm signals shall be provided. 
EXCEPTION: Dwelling units in Group R, Division ] apartment 

buildings. 

Visible alarms shall be located not less than 80 inches 
above floor level, or 6 inches below the ceiling, whichever 
is lower, and at an interval of not less than 50 feet hori- 
zontal, in rooms, corridors and hallways. 

In rooms or spaces exceeding 100 feet in horizontal 
dimension, with no obstructions exceeding 6 feet in 
height above the finished floor, visible alarms may be 
placed around the perimeter at intervals not to exceed 
100 feet horizontally. 

Guidelines for visible alarm type, color, intensity and 
flash rate are found in Appendix Chapter 31, Division V. 

3. Access to Manual Fire Alarm Systems. Manual fire 
alarm devices shall be mounted not more than 54 inches 
above the floor provided that parallel approach is 
provided. 

(p) Signage. 1. International Symbol of Access. A. 
General. The International Symbol of Access shall be as 
shown below: 


B. Text Telephones. Text Telephones required by 
Section 3105 (d) 2. shall be identified by the Interna- 
tional Text Telephone symbol as shown below: 
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C. Assistive Listening Systems. Permanently installed 
assistive listening systems that are required by Section 
3103 (a) 2. B. shall be identified by the International 
Symbol of Access for Hearing Loss as shown below: 


D. Volume Control Telephones. Telephones required 
by Section 3105 (d) 2. to have volume controls shall be 
identified by a handset containing a depiction of a tele- 
phone handset with radiating sound waves. 

2. Mounting Location and Height. Signs shall be in- 
stalled on the wall adjacent to the latch side of the door. 
Signs shall be centered at 60 inches above the finished 
floor. Mounting location for such signage shall be such 
that a person may approach within 3 inches of signage 
without encountering protruding objects or standing 
within the swing of a door. 

3. Finish and Color. Characters and symbols shall 
have a high contrast with their background. The charac- 
ter and background of interior signs shall be eggshell, 
matte, or other nonglare finish. 

АП interior and exterior signs depicting the Interna- 
tional Symbol of Access shall be white on a blue 
background. 

4. Character Proportion and Height. Letters and 
numbers on signs shall have a width-to—height ratio be- 
tween 3:5 and 1:1 and a stroke-width-to-height ratio 
between 1:5 and 1:10. 

Characters and numbers on signs shall be sized ac- 
cording to the viewing distance from which they are to 
be read. The minimum character height for signs that 
are suspended or projected overhead is 3 inches for up- 
per case letters. Lower case letters are permitted. 
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5. Raised and Brailled Characters and Pictorial Sym- 
bol Signs (Pictograms). Letters and numerals shall be 
raised not less than 1/32 inch; shall be upper case, sim- 
ple typeface; and shall be accompanied with Grade 2 
Braille. Raised characters shall be not less than 5/8 inch 
or more than 2 inches in height. Where provided, 
pictograms shall be accompanied by the equivalent ver- 
bal description placed directly below the pictogram. The 
border dimension of the pictogram shall be not less than 
6 inches in height. ; 

(q) Detectable Warnings. 1. Walking Surfaces. De- 
tectable warnings on walking surfaces shall consist of 
raised truncated domes having a diameter of 0.9 inches 
nominal, a height of 0.2 inches nominal and a center-to— 
center spacing of 2.35 inches nominal, and shall contrast 
visually with adjoining surfaces. 

2. Doors To Hazardous Areas. Knobs or handles or 
other operating hardware on doors leading to loading 
platforms, stages, mechanical equipment rooms or other 
areas hazardous to the blind shall be knurled or other- 
wise rough to the touch. Such surfaces shall not be pro- 
vided for emergency exit doors or any doors other than 
those to hazardous areas. Textured surfaces for detect- 
able door warnings shall be consistent within a building, 
facility, site or complex of buildings. 

(r) Storage, Shelving and Display Units. 1. Clear 
Floor Space. Storage, shelving and display units shall 
have a clear floor space not less than 30 inches by 48 
inches that allows either a forward or parallel approach. 

2. Height. Accessible storage, shelving and display 
units shall be within the reach ranges specified in Sec- 
tions 3106 (b) 2. D. or 3106 (b) 2. E. Clothes rods shall 
be not more than 54 inches above the floor. 

(s) Seating, Tables, and Sinks. 1. Clear Floor Space. 
Seating spaces at tables, and sinks shall have a clear 
floor space of not less than 30 inches by 48 inches that 
allows forward approach. The clear floor space shall not 
overlap knee space by more than 19 inches. 

2. Knee Clearances. Knee spaces at tables, counters, 
and sinks shall be provided in accordance with Section 
3106 (b) 2. B. No projection which might obstruct the 
arm of a wheelchair may intrude into this clearance 
height, within 24 inches horizontally from the table 
edge. 

3. Height. The tops of tables, and sinks shall be not 
less than 28 inches nor more than 34 inches in height 
above the floor or ground. 

(t) Aisles. All aisles, including check out aisles, food 
service lines and aisles between fixed tables, shall be not 
less than 36 inches in width. 

(u) Assembly Areas. 1. Wheelchair Spaces. A. Loca- 
tion. Wheelchair spaces shall be an integral part of any 
fixed seating plan and shall be dispersed throughout the 
seating area. Spaces shall adjoin an accessible route of 
travel that also serves as a means of egress and shall be 
located to provide lines of sight comparable to those for 
all viewing areas. 

EXCEPTION: Accessible viewing positions may be clustered for 
bleachers, balconies and other areas having sight 
lines that require slopes of greater than 5 percent. 


Equivalent accessible viewing positions may be locat- 
ed on levels having accessible egress. 
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B. Size. Wheelchair spaces shall be not less than 33 
inches in width. Where forward or rear approach is pro- 
vided, wheelchair spaces shall be not less than 48 inches 
in depth. Where side approach is provided, wheelchair 
spaces shall be not less than 60 inches in depth. 

C. Surfaces. The ground or floor surfaces at wheel- 
chair locations shall be level and shall comply with Sec- 
tion 3106 (g). 

2. Access to Performance Areas. An accessible route 
of travel shall connect wheelchair seating locations with 
performance areas, including stages, arena floors, dress- 
ing rooms, locker rooms and other spaces used by 
performers. 

3. Placement of Assistive Listening Systems. Where 
an assistive-listening system serves individual fixed seats, 
such seats shall have a clear line of sight and shall be 
located not more than 50 feet from the stage or per- 
formance area. 

(v) Restaurants and Cafeterias. 1. Aisles. Aisles to 
fixed tables required to be accessible shall comply with 
3106 (s). 

2. Food Service Lines. A. Clear Floor Space. Food 
service lines shall comply with Section 3106 (t). 

B. Height. Tray slides shall be mounted not more than 
34 inches in height above the floor. 

C. Counters and Bars. Where service of food or drink 
is provided, at counters more than 34 inches in height, to 
customers seated on stools or standing, a portion of the 
main counter shall be provided in compliance with Sec- 
tion 3106 (s), or service shall be available at accessible 
tables within the same area. 

D. Tableware and Condiment Areas. Self-service 
shelves and dispensing devices for tableware, dishware, 
condiments, food and beverages shall be installed to 
comply with Section 3106 (s). 

(w) Patient Bedrooms. Each patient room shall be de- 
signed and constructed to provide a 180-degree turn 
that complies with Section 3106 (b) 1. Each patient 
room shall have a minimum clear floor space not less 
than 36 inches on each side of the bed. 

(x) Customer Service Facilities. 1. Dressing and Fit- 
ting Rooms. A. Clear Floor Space. Dressing and fitting 
rooms shall have a clear floor space complying with Sec- 
tion 3106 (b). 

EXCEPTION: Dressing and fitting rooms that are entered through a 


curtained opening need not comply with Section 3106 
(b) 2. 


B. Doors. All doors to accessible dressing and fitting 
rooms shall comply with Section 3106 (j). 

C. Benches. Every accessible dressing or fitting room 
shall have a bench installed adjacent to the longest wall 
in the room. The bench shall be not less than 24 inches 
in width and 48 inches in length, and shall be mounted 
not less than 17 inches nor more than 19 inches above 
the finished floor. 

Clear floor space shall be provided adjacent to the 
bench to allow for parallel transfer, and the structural 
strength of the bench shall comply with Section 3106 (k) 
9. C. 

Where benches are installed in dressing and fitting 
rooms adjacent to showers, swimming pools, or other wet 
locations, water shall not accumulate upon the surface of 
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the bench and the bench shall have a slip-resistant 
surface. 

D. Mirrors. Where provided, mirrors in accessible 
dressing and fitting rooms shall be not less than 18 inch- 
es in width by 54 inches in height and shall be mounted 
opposite the bench. 

2. Counters and Windows. Where counters are re- 
quired to be accessible, the accessible portion shall be 
not less than 36 inches in length and not more than 36 
inches in height above the finished floor. 

Where accessible windows are required, they shall be 
no more than 36 inches in height above the finished 
floor. 

EXCEPTION: An auxiliary counter with a maximum height of 36 


inches is installed in cłose proximity to the main 
counter. 


3. Check-out Aisles. The width of accessible check- 
out aisles shall comply with Section 3106 (t). Counters 
in accessible check-out aisles shall be not more than 38 
inches in height, and the top of the raised edge of the 
counter shall not exceed 40 inches in height above the 
finished floor. 

Accessible check-out aisles shall be identified by the 
International Symbol of Access in accordance with Sec- 
tion 3106 (p) 1. 

(y) Libraries. 1. Reading and Study Areas. At least 5 
percent or a minimum of one of each element of fixed 
seating, tables or study carrels shall comply with Section 
3106 (s). Clearances between fixed accessible tables and 
study carrels shall comply with Section 3106 (s). 

2. Check-Out Areas. At least one lane at each check- 
out area shall comply with Section 3106 (t). Any traffic 
control or book security gates or turnstiles shall comply 
with Section 3106 (j). 

3. Card Catalogs, Magazine Displays and Reference 
Stacks. A. Aisles. Aisles between card catalogs, maga- 
zine displays or reference stacks shall comply with Sec- 
tion 3106 (t). 

B. Height. Card catalogs, magazine displays or refer- 
ence stacks shall have a reach height of not more than 
54 inches for side approach and not more than 48 inches 
for forward approach. 

(z) Hotels and Congregate Residences. 1. Clear Floor 
Space. Each sleeping room shall have a space complying 
with Section 3106 (b) 1, along both sides of each bed. 
EXCEPTION: In rooms with two beds, only one 36 inch-wide ma- 


neuvering space need be provided between the two 
beds. 


2. Accessible Route of Travel. An accessible route 
complying with Section 3103 (b) 2. shall connect all ac- 
cessible spaces and elements including telephones, patios, 
terraces, balconies, carports, garages or parking spaces 
with all accessible sleeping rooms. 

*3. Doors. Doors within all sleeping rooms, suites or 
other covered units shall comply with Section 3106 (j). 

4. Storage. Where fixed or built-in storage is provided 
in accessible units, sleeping rooms or suites, including 
cabinets, shelves, closets and drawers shall comply with 
Section 3106 (r). 

5. Controls. All controls in accessible units, sleeping 
rooms and suites shall comply with Section 3106 (c). 
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(aa) Dwelling Units. 1. Type A and B Dwelling Units. 
Type A and B dwelling units shall comply with Section 
3106. 


EXCEPTIONS: 1. Kitchens in Type B dwelling units need not com- 
ply with Section 3106 (1) 1., provided that: 
A. A clear space at least 30 inches by 48 inches that 
allows parallel approach by a person in a wheelchair 
is provided at the range or cook top and sink, and 
either a parallel or forward approach is provided at 
all other appliances; and, 
B. In all other kitchens clearance between all op- 
posing counters, base cabinets, countertops, appli- 
ances and walls shall be not less than 40 inches; 
and, 
C. In "U" shaped kitchens with a sink, range or 
cooktop at the base of the "U", an unobstructed 
floor space of sufficient size to inscribe a circle with 
a diameter of not less than 60 inches shall be pro- 
vided. 
2. Bathrooms in Type B dwelling units need not 
comply with Section 3106 (k) 1 provided that suffi- 
cient maneuvering space which is not less than 30 
inches by 48 inches is provided within the bath- 
room. Doors may swing into the clear floor space 
provided at any fixture, but shall not encroach on 
the required maneuvering space. 
3. Doors in Type B dwelling units other than the 
primary entry door, need not comply with Section 
3106 (j) 4. A. 
4. Mezzanines in Type A or B dwelling units need 
not be accessible. 
5. Raised or sunken floors in Type B dwelling units 
need not be accessible, provided that they do not 
interfere with the accessible route of travel through 
the unit, and are not located in the kitchen or bath- 
room. 
6. Counter surfaces in Type B dwelling units need 
not comply with Section 3106 (1) 2. 
7. Within an individual dwelling unit in an 
elevatored building, access to other levels is not re- 
quired if the accessible level complies with all re- 
quirements for accessible dwelling units and con- 
tains a bathroom. 
8. In Type B dwelling units, exterior deck, patio, or 
balcony surfaces may be no more than 4 inches be- 
low the floor level of the interior surface if the exte- 
rior surface is constructed of an impervious material 
such as concrete, brick or flagstone. 
9. Vanities or lavatories in Type A and B dwelling 
units shall comply may be located in the clear floor 
spaces as permitted in Section 3106 (k) 5. A. 
10. Seats for bathtubs or showers are not required 
in Type B dwelling units. | 
11. In Type B dwelling units the clear floor space 
for bathtubs or showers may be reduced to not less 
than 30 inches in width by 48 inches in length. 


2. Adaptable Fixtures in Dwelling Units. A. Grab 
Bars. Grab bars may be omitted in bathing and toilet 
facilities within Type А or B dwelling units, provided 
that all structural reinforcements for grab bar installa- 
tion are provided in the appropriate locations in the ad- 
joining walls. 

B. Kitchen Counters. Cabinets or shelving may be in- 
stalled beneath the counter space required by Section 
3106 (1) 2., provided that such cabinetry or shelving is 
not permanent, and is easily removable. 

C.. Lavatories. Cabinets or shelving may be installed 
beneath bathroom lavatories provided that such cabine- 
try or shelving is not permanent, and is easily removable. 
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NEW SECTION 


WAC 51-20-3107 PARKING FACILITIES. Sec- 
tion 3107. (a) Accessible Parking Required. For other 
than Group R, Division 1 apartment buildings, when 
parking lots or garage facilities are provided, accessible 
parking spaces shall be provided in accordance with Ta- 
ble No. 31-F. In addition, one in every eight accessible 
parking spaces, but in no case less than one, shall com- 
ply with the van parking space requirements in Section 
3107 (b). 

For Group I, Division 1.1, 1.2 and 2 medical care Oc- 
cupancies specializing in the treatment of persons with 
mobility impairments, 20 percent of parking spaces pro- 
vided accessory to such occupancies shall be accessible. 

For Group R, Division 1 apartment buildings where 
parking is provided, one accessible parking space shall 
be provided for each Type A dwelling unit. In addition, 
where the total parking provided on a site exceeds 1 
parking space per dwelling unit, not less than 2 percent, 
and in no case less than 1 space, of this additional park- 
ing shall be accessible. 

Accessible parking spaces shall be located on the 
shortest possible accessible route of travel to an accessi- 
ble building entrance. In facilities with multiple accessi- 
ble building entrances with adjacent parking, accessible 
parking spaces shall be dispersed and located near the 
accessible entrances. Wherever practical, the accessible 
route of travel shall not cross lanes of vehicular traffic. 
Where crossing traffic lanes is necessary, the route of 
travel shall be designated and marked as a crosswalk. 

(b) Design and Construction. 1. General. When ac- 
cessible parking spaces are required by this section, they 
shall be designed and constructed in accordance with 
this section. 

2. Size. Parking spaces shall be not less than 96 inches 
in width and shall have an adjacent access aisle not less 
than 60 inches in width. Where two adjacent spaces are 
provided, the access aisle may be shared between the two 
spaces. Boundaries of access aisles shall be marked so 
that aisles will not be used as parking space. 

Van accessible parking spaces shall have an adjacent 
access aisle not less than 96 inches in width. 

3. Vertical Clearance. Where accessible parking spac- 
es are provided for vans, the vertical clearance shall be 
not less than 114 inches. 

4. Slope. Accessible parking spaces and access aisles 
shall be located on a surface with a slope not to exceed 1 
vertical in 48 horizontal. 

5. Surface. Parking spaces and access aisles shall be 
firm, stable, smooth and slip-resistant. 

(c) Signs. Every parking space required by this section 
shall be identified by a sign, centered between 3 and 5 
feet above the parking surface, at the head of the park- 
ing space. The sign shall include the International Sym- 
bol of Access and the phrase "State Disabled Parking 
Permit Required". 


NEW SECTION 


WAC 51-20-3108 PASSENGER DROP-OFF 
AND LOADING ZONES. Section 3108. (a) Location. 
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Where provided, passenger drop-off and loading zones 
shall be located on an accessible route of travel. 

(b) Design and Construction. 1. General. Passenger 
drop-off and loading zones shall be designed and con- 
structed in accordance with this section. 

2. Passenger Drop-off Zones. A. Size. Drop-off zones 
shall be not less than 12 feet in width by 25 feet in 
length with the long dimension abutting and parallel to 
an accessible route of travel. 

B. Slope. Such zones shall be located on a surface 
with a slope not exceeding 1 vertical in 48 horizontal. 

3. Passenger Loading Zones. A. Size. Passenger load- 
ing zones shall provide an access aisle not less than 5 
feet in width by 20 feet in length with the long dimen- 
sion abutting and parallel to: (1) the vehicle space on 
one side and (2) an accessible route of travel on the 
other. 

B. Slope. Such zones shall be located on a surface 
with a slope not exceeding 1 vertical in 48 horizontal. 


PART III 
. ACCESSIBILITY FOR EXISTING BUILDINGS 


NEW SECTION 


WAC 51-20-3109 SCOPE. Section 3109. 1. Gen- 
eral. The provisions of this part apply to renovation, al- 
teration and additions to existing buildings including 
those identified as historic buildings. This chapter in- 
cludes minimum standards for removing architectural 
barriers, and providing and maintaining accessibility for 
persons with disabilities to existing buildings and their 
related facilities. 

2. Equivalent facilitation. Departures from specific 
technical and scoping requirements of this part by the 
use of alternate methods are permitted where such 
methods will provide equivalent or greater access to, and 
usability of, the facility. Alternate methods shall permit 
individuals with disabilities to approach, enter and use a 
site, building, facility or portion thereof; as easily, safely, 
conveniently and independently as the specified method. 


NEW SECTION 


WAC 51-20-3110 DEFINITIONS. Section 3110. 
For the purpose of this part, certain terms are designat- 
ed as follows: 

ALTERATION is any change, addition or modifica- 
tion in construction or occupancy. 

ALTERATION, SUBSTANTIAL is any alteration 
where the total cost of all alterations (including but not 
limited to electrical, mechanical, plumbing and structur- 
al changes) for a building or facility within any I2- 
month period amounts to 60 percent or more of the as- 
sessed value. 

PATH OF TRAVEL means a continuous, unob- 
structed way of pedestrian passage by means of which 
an altered area may be approached, entered, and exited, 
and which connects the altered area with an exterior ap- 
proach (including sidewalks, streets, and parking areas), 
an entry to the facility, and other parts of the facility. 
For the purposes of this part, the term path of travel also 
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includes restrooms, telephones, and water fountains 
serving the altered area. 

TECHNICALLY INFEASIBLE means that an al- 
teration has little likelihood of being accomplished be- 
cause existing structural conditions would require re- 
moving or altering a load-bearing member or because 
site constraints prohibit modification or addition of ele- 
ments, spaces or features necessary to provide 
accessibility. 


NEW SECTION 


WAC 51-20-3111 ADDITIONS. Section 3111. 
New additions may be made to existing buildings with- 
out making the entire building comply, provided the new 
additions conform to the provisions of Part II of this 
chapter except as follows: 

1. Entries. Where a new addition to a build- 
ing or facility does not have an accessible 
entry, at least one entry in the existing ` 
building or facility shall be accessible. 

2. Accessible Route. Where the only acces- 
sible entry to the addition is located in the 
existing building or facility, at least one ac- 
cessible route of travel shall be provided 
through the existing building or facility to 
all rooms, elements and spaces in the new 
addition which are required to be accessible. 
:3. Toilet and Bathing Facilities. Where 
there are no toilet rooms and bathing facili- 
ties in an addition and these facilities are 
provided in the existing building, then at 
least one toilet and bathing facility in the 
existing facility shall comply with Section 
3106 or with Section 3112 (c) 5. 

4. Group I Occupancies. Where patient 
rooms are added to an existing Group I Oc- 
cupancy, a percentage of the additional 
rooms equal to the requirement of Section 
3103 (a) 6., but in no case more than the 
total number of rooms required by Section 
3103 (a) 6. shall comply with Section 3106 
(w). Where toilet or bath facilities are part 
of the accessible rooms, they shall comply 
with Section 3106 (k). 

5. Group R, Division 1 Apartment Build- 
ings. Additions of 3 or fewer dwelling units 
in Group R, Division 1 apartment buildings 
need not comply with Part I of this chapter. 

Where an addition affects the access to or use of an 
area of primary function, to the maximum extent feasi- 
ble, the path of travel to the area of primary function 
shall be made accessible. 


NEW SECTION 


WAC 51-20-3112 ALTERATIONS. Section 3112. 
Alterations. (a) General. 1. Compliance. Alterations to 
existing buildings or facilities shall comply with this sec- 
tion. No alteration shall reduce or have the effect of re- 
ducing accessibility or usability of a building, portion of 
a building or facility. If compliance with this section is 
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technically infeasible, the alteration shall provide acces- 
sibility to the maximum extent feasible. 
EXCEPTION: Except when substantial as defined by Section 3110, 


alterations to Group R, Division 1 apartment build- 
ings need not comply with this section. 


2. Existing Elements. If existing elements, spaces, es- 
sential features or common areas are altered, each such 
altered element, space feature or area shall comply with 
the applicable provisions of Part II of this chapter. 
Where an alteration is to an area of primary function, to 
the maximum extent feasible, the path of travel to the 
altered area shall be made accessible. See also Appendix 
Chapter 31 Division II. 


Exceptions: |. Accessible route of travel need not be provided to al- 


tered elements, spaces or common areas which are not 
areas of primary function. 

2. Areas of evacuation assistance need not be added to 
an altered building. 


3. Installation of Stairs or Escalators. Where an esca- 
lator or new stairway is planned or installed requiring 
major structural changes, then a means of vertical 
transportation (e.g. elevator, platform lift) shall be pro- 
vided in accordance with this chapter. 

4. Other Requirements. A. Where alterations of single 
elements, when considered together, amount to an alter- 
ation of a room or space in a building or facility, the 
entire area or space shall be accessible. 

B. No alteration of an existing element, space or area 
of a building shall impose a requirement for greater ac- 
cessibility than that which would be required for new 
construction. 

C. Where the alteration work is limited solely to the 
electrical, mechanical or plumbing system or hazardous 
materials removal, and does not involve the alteration, 
structural or otherwise, of any elements and spaces ге- 
quired to be accessible under these standards, Chapter 
31 does not apply. 

D. Where alterations would increase the number of 
public pay phones to four, with at least one on the inte- 
rior; or where the existing facility has four or more pub- 
lic pay phones and one or more is altered; at least one 
interior text telephone shall be provided in accordance 
with Section 3106 (n). 

E. Where a building has an accessible entry, altered 
entries need not be made accessible unless they provide 
access to areas of primary function. 

F. Where sleeping rooms are altered in an existing 
Group R, Division 1 hotel or motel, at least 1 sleeping 
room that complies with Section 3106 (z) shall be pro- 
vided for each 25 sleeping rooms or fraction thereof. In 
addition, at least 1 sleeping room for each 25 sleeping 
rooms or fraction thereof shall have telephones, visible 
alarms, and visible notification devices їп accordance 
with Section 3103 (a) 8. C. (ii). | 

С. Where patient rooms are altered in an existing 
Group I Occupancy, a percentage of the altered rooms 
equal to the requirement of Section 3103 (a) 6., but in 
no case more than the total number of rooms required 
by Section 3103 (a) 6. shall comply with Section 3106 
(w). Where toilet or bath facilities are part of the acces- 
sible rooms, they shall comply with Section 3106 (k). 
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(b) Substantial Alterations. Where substantial alter- 
ation as defined in Section 3110 occurs to a building or 
facility, the entire building or facility shall comply with 
Part II of this code. 

(c) Modifications. 1. General. The following modifica- 
tions set forth in this section may be used for compliance 
where the required standard is technically infeasible or 
when providing access to historic buildings: 

2. Ramps. Curb ramps and ramps constructed on ex- 
isting sites, or in existing buildings or facilities, may 
have slopes and rises as specified for existing facilities in 
Chapter 31, where space limitations prohibit the use of 1 
vertical in 12 horizontal slope or less provided that: 

A. A slope not greater than 1 vertical in 10 horizontal 
is allowed for a maximum rise of 6 inches. 

B. A slope not greater than 1 vertical in 8 horizontal 
is allowed for a maximum rise of 3 inches. 

C. Slopes greater than 1 vertical in 8 horizontal are 
prohibited. 

3. Stairs. Full extension of stair handrails is not re- 
quired when such extension would be hazardous or im- 
possible due to plan configuration. When an accessible 
elevator is provided, existing stairs need not be made 
accessible. 

4. Elevators. Elevators shall comply with Chapter 
296-81, Washington Administrative Code. 

5. Platform Lifts. Upon the approval of the building 
official, platform lifts may be used in lieu of elevators in 
alterations, in locations in addition to those permitted in 
Part II of this chapter, if installation of an elevator is 
technically infeasible. 

Platform lifts shall comply with chapter 296-81 
WAC. 

6. Doors. A. Clearance. When existing elements pro- 
hibit strict compliance with the clearance requirements, 
a projection of 5/8 inch maximum is permitted for the 
latch side door stop. 

B. Thresholds. Existing thresholds measuring 3/4 inch 
high or less which are modified to provide a beveled edge 
on each side, may be retained. 

7. Toilet Rooms. A. Shared Facilities. The addition of 
one unisex toilet facility accessible to all occupants on 
the floor may be provided in lieu of making existing toi- 
let facilities accessible when it is technically infeasible to 
comply with either part of Chapter 31. 

B. Number. The number of toilet facilities and water 
closets required by the Uniform Plumbing Code may be 
reduced by one, in order to provide accessible features. 

8. Assembly Areas. Seating shall adjoin an accessible 
route of travel that also serves as a means of emergency 
egress or route to an area for evacuation assistance. In 
alterations, accessibility to raised or sunken dining areas, 
or to all parts of outdoor seating areas is not required 
provided that the same services and amenities are pro- 
vided in an accessible space usable by the general public 
and not restricted to use by people with disabilities. 

9. Dressing Rooms. Where it is technically infeasible 
to meet the requirements of Part I of this chapter, one 
dressing room for each sex, or a unisex dressing room, 
on each level shall be accessible. 
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NEW SECTION 


WAC 51-20-3113 HISTORIC PRESERVATION. 
Section 3113. (a) General. Generally, the accessibility 
provisions of this part shall be applied to historic build- 
ings and facilities as defined in Section 104 (f) of this 
code. 

The building official, after consultation with the ap- 
propriate historic preservation officer, shall determine 
whether provisions required by this part for accessible 
routes of travel (interior or exterior), ramps, entrances, 
toilets, parking or signage would threaten or destroy the 
historic significance of the building or facility. 

If it is determined that any of the accessibility re- 
quirements listed above would threaten or destroy the 
historic significance of a building or facility, the modifi- 
cations of Section 3112 (c) for that feature may be 
utilized. 

(b) Special Provisions. Where removing architectural 
barriers or providing accessibility would threaten or de- 
stroy the historic significance of a building or facility, 
the following special provisions may be used: 

1. At least one accessible route from a site access 
point to an accessible route shall be provided. 

2. At least one accessible entry which is used by the 
public shall be provided. 

EXCEPTION: Where it is determined by the building official that 
no entrance used by the public can comply, access at 
any accessible entry which is unlocked during busi- 
ness hours may be used provided directional signs are 
located at the main entry and the accessible entry has 
a notification system. The route of travel for the ac- 
cessible entry shall not pass through hazardous areas, 


storage rooms, closets, kitchens or spaces used for 
similar purposes. 


3. Where toilet facilities are provided, at least one 
toilet facility complying with Section 3111 and 3112 
shall be provided along an accessible route. Such toilet 
facility shall be a shared facility available to both sexes. 

4. Accessible routes from an accessible entry to all 
publicly used spaces, on at least the level of the accessi- 
ble entry, shall be provided. Access should be provided 
to all levels of a building or facility when practical. Dis- 
plays and written information and documents shall be 
located where they can be seen by a seated person. 


NEW SECTION 


WAC 51-20-3114 APPEAL. Section 3114 (a) Re- 
quest for Appeal. An appeal from the standards for ac- 
cessibility for existing buildings may be filed with the 
building official in accordance with Section 204, when: 

|. Existing structural elements or physical constraints 
of the site prevent full compliance or would threaten or 
destroy the historical significance of a historic building, 
Or 

2. For the path of travel, the cost of compliance with 
this part would exceed 20% of the total project cost, in- 
clusive of the cost of eliminating barriers, within a 36— 
month period. ⁄ 

(b) Review. 1. Consideration of Alternative Methods. 
Review of appeal requests shall include consideration of 
alternative methods which may provide partial access. 
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2. Waiver or Modification of Requirements. The ap- 
peals board may waive or modify the requirements of 
this section when it is determined that compliance with 
accessibility requirements would threaten or destroy the 
historic significance of a building or facility. 


NEW SECTION 


WAC 51-20-3151 SECTION 3151. 


TABLE NO. 31-A 
WHEELCHAIR SPACES REQUIRED IN ASSEMBLY AREAS 


Capacity of Number of 
Seating in Required Wheelchair 
Assembly Area Spaces 
4 to 25 1 
26 to 50 2 
51 to 300 4 
301 to 500 6 
over 500 6 plus 1 for each 100 over 500 


NEW SECTION 


WAC 51-20-3152 SECTION 3152. 


TABLE NO. 31-B 
REQUIRED TYPE A DWELLING UNITS 


Total Number of Dwelling Required Number of 
Units on Site Type A Dwelling 


Units 
0-10 None 
11-20 1 
21—40 2 
41—60 3 
61—80 4 
81—100 5 


For every 20 units ог 
fractional part thereof, 
over 100 1 additional 


NEW SECTION 
WAC 51-20-3153 SECTION 3153. 


TABLE NO. 31-C-NUMBER OF 
ACCESSIBLE ROOMB AND ROLL-IN BHOWERB 


TOTAL NUMBER MINIMUM REQUIRED ROOMB WITH 


OP Rooms! | ACCESSIBLE ROOMS! | ROLL-IN SHOWERS | 


1-25 
26-50 
51-75 

76-100 
101-150 
151-200 
201-300 
301-400 
401-500 
501-1000 
Over 1000 


OBJNUAULNIĘ 


4 plus 1 for 

2% of total every 100 rooms 
20 plus 1 for or fraction 
every 100 rooms thereof, over 
or fraction 400. 
thereof „over 
1000 


1. For congregate residences the numbers in these columns shall 
apply to beds rather than rooms. 
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NEW SECTION 
WAC 51-20-3154 SECTION 3154. 


TABLE NO. 31-D-NUMBER OP 
ACCESSIBLE ROOMS POR PERBONB 
WITH HEARING IMPAIRMENTB 


TOTAL NUMBER OP ROOMS MINIMUM REQUIRED NUMBER 


1-25 
26-50 
51-75 
76-100 

101-150 
151-200 
201-300 
301-400 
401-500 
501-1000 
Over 1000 


OEJAUALNIEH 


2% of total rooms 
20 plus 1 for every 
100 rooms, or fraction 
thereof, over 1000. 


NEW SECTION 
WAC 51-20-3155 SECTION 3155. 


TABLE NO. 31-E 
REQUIRED CHECK-OUT AISLES 


Minimum Number of 
Accessible Check-out 
Aisles 


Total Check-out Aisles 
Units on Site 


1 
2 


3 
15 3 plus 20% of 
additional aisles 


NEW SECTION 
WAC 51-20-3156 SECTION 3156. 


TABLE NO. 31-F-NUMBER ОР 
ACCESSIBLE PARKING SPACES 


MINIMUM REQUIRED NUMBER 
OF ACCESSIBLE SPACES 


1-25 
26-50 
51-75 
76-100 

101-150 
151-200 
201-300 
301-400 
401-500 
501-999 
Over 1000 


2% of total spaces 
20 spaces plus 1 space 
for every 100 spaces, or 
fraction thereof, over 1000. 


NEW SECTION 
WAC 51-20-3300 CHAPTER 33. Exits. 


NEW SECTION 


WAC 51-20-3304 DOORS. Section 3304. (a) 
General. This section shall apply to every exit door serv- 
ing an area having an occupant load of 10 or more, or 
serving hazardous rooms or areas, except that Subsec- 
tions (c), (1), G) and (k) shall apply to all exit doors re- 
gardless of occupant load. Buildings or structures used 
for human occupancy shall have at least one exterior exit 
door that meets the requirements of Subsection (f). 
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Doors and landings at doors which are located within an 
accessible route of travel shall also comply with Chapter 
31. 

(b) Swing and Opening Force. Exit doors shall be of 
the pivoted or side-hinged swinging type. Exit doors 
shall swing in the direction of exit travel when serving 
any hazardous area or when serving an occupant load of 
50 or more. The door latch shall release when subjected 
to a 15-pound force, and the door shall be set in motion 
when subjected to a 30-pound force. The door shall 
swing to full-open position when subjected to 15—pound 
force. Forces shall be applied to the latch side. Except 
that at exit doors within the accessible route of travel 
such force shall not exceed 8.5 pounds, and at sliding 
and folding doors, and interior swinging doors such force 
shall not exceed 5 pounds. At exterior doors where envi- 
ronmental conditions require greater closing pressure, 
power—operated doors shall be used within the accessible 
route of travel. 

See Section 4507 for doors swinging over public 
property. 


EXCEPTIONS: 1. Group I, Division 3 Occupancy used as a place of 
detention. 
2. In other than accessible dwelling units doors 
within or serving an individual dwelling unit. 
3. Special door conforming with subsection (h). 


Double-acting doors shall not be used as exits when 
any of the following conditions exist: 

1. The occupant load served by the door is 100 or 
more. 

2. The door is part of a fire assembly. 

3. The door is part of a smoke- and draft-control 
assembly. 

4. Panic hardware is required or provided on the floor. 

A double-acting door shall be provided with a view 
panel of not less than 200 square inches. 

(c) Type of Lock or Latch. Exit doors shall be open- 
able from the inside without the use of a key or any 
special knowledge or effort. 


EXCEPTIONS: 1. In Group B Occupancies, key-locking hardware 

may be used on the main exit when the main exit 
consists of a single door or pair of doors if there is a 
readily visible, durable sign on or adjacent to the 
door stating THIS DOOR TO REMAIN UN- 
LOCKED DURING BUSINESS HOURS. The 
sign shall be in letters not less than | inch high on a 
contrasting background. When unlocked, the single 
door or both leaves of a pair of doors must be free 
to swing without operation of any latching device. 
The use of this exception may be revoked by the 
building official for due cause. 
2. Exit doors from individual dwelling units; Group 
R, Division 3 congregate residences; and guest 
rooms of Group R Occupancies having an occupant 
load of 10 or less may be provided with a night 
latch, dead bolt or security chain, provided such de- 
vices are openable from the inside without the use 
of a key or tool and mounted at a height not to ex- 
ceed 48 inches above the finished floor. 


Manually operated edge- or surface-mounted flush 
bolts and surface bolts are prohibited. When exit doors 
are used in pairs and approved automatic flush bolts are 
used, the door leaf having the automatic flush bolts shall 
have no door knob or surface-mounted hardware. The 
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unlatching of any leaf shall not require more than one 

operation. 

EXCEPTIONS: 1. Group R, Division 3 Occupancies. 
2. When a pair of doors serving a room not normal- 
ly occupied are needed for the movement of equip- 
ment, manually operated edge or surface bolts may 
be used and a door closer need not be provided on 
the inactive leaf. 


(d) Panic Hardware. Panic hardware, when installed, 
shall comply with the requirements of U.B.C. Standard 
No. 33-4. The activating member shall be mounted at a 
height of not less than 30 inches or more than 44 inches 
above the floor. The unlatching force shall not exceed 15 
pounds when applied in the direction of exit travel. 

When balanced doors are used and panic hardware is 
required, panic hardware shall be of the push-pad type 
and the pad shall not extend across more than one-half 
of the width of the door measured from the latch side. 

(e) Special Egress—control Devices. When approved 
by the building official, exit doors in Group B, Division 2 
Occupancies may be equipped with approved listed spe- 
cial egress-control devices of the time-delay type, pro- 
vided the building is protected throughout by an ap- 
proved automatic sprinkler system and an approved au- 
tomatic smoke-detection system. Such devices shall con- 
form to all of the following: 

1. Automatically deactivate the egress-control device 
upon activation of either the sprinkler system or the de- 
tection system. 

2. Automatically deactivate the egress-control device 
upon loss of electrical power to any one of the following: 

A. The egress—control device. 

B. The smoke-detection device. 

C. Exit illumination as required by Section 3313. 

3. Be capable of being deactivated by a signal from a 
switch located in an approved location. 

4. [nitiate an irreversible process which will deactivate 
the egress-control device whenever a manual force of 
not more than 15 pounds is applied for two seconds to 
the panic bar or other door-latching hardware. The 
egress-control device shall deactivate within an approved 
time period not to exceed a total of 15 seconds. The time 
delay established for each egress—control device shall not 
be field adjustable. 

5. Actuation of the panic bar or other door-latching 
hardware shall activate an audible signal at the door. 

6. The unlatching shall not require more than one 
operation. 

A sign shall be provided on the door located above 
and within 12 inches of the panic bar or other door- 
latching hardware reading: KEEP PUSHING. THIS 
DOOR WILL OPEN IN .................... 
SECONDS. ALARM WILL SOUND. 

Sign letter shall be at least 1 inch in height and shall 
have a stroke of not less than 1/8 inch. 

Regardless of the means of deactivation, relocking of 
the egress—control device shall be by manual means only 
at the door. 

(f) Width and Height. Every required exit doorway 
shall be of a size as to permit the installation of a door 
not less than 3 feet in width and not less than 6 feet 8 
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inches in height. When installed, exit doors shall be ca- 
pable of opening so that the clear width of the exit is not 
less than 32 inches. In computing the exit width required 
by Section 3303 (b), the net dimension of the exitway 
shall be used. 

(g) Door Leaf Width. A single leaf 
shall not exceed 4 feet in width. 

(h) Special Doors. Revolving, sliding and overhead 
doors shall not be used as required exits. Where a turn- 
stile is used, a gate or door to accommodate persons with 
disabilities shall be installed. 

EXCEPTION: Horizontal sliding doors complying with U.B.C. 
Standard No. 43-13 may be used in: 
A. Elevator lobbies. 
B. Smoke barriers of Group I, Division 
Occupancies. 


of an exit door 


1.1 


Power-operated doors complying with U.B.C. Stan- 
dard No. 33-1 may be used for exit purposes. Such 
doors when swinging shall have two guide rails installed 
on the swing side projecting out from the face of the 
door jambs for a distance not less than the widest door 
leaf. Guide rails shall be not less than 30 inches in 
height with solid or mesh panels to prevent penetration 
into door swing and shall be capable of resisting a hori- 
zontal load at top of rail of not less than 50 pounds per 
lineal foot. 


EXCEPTIONS: 1. Walls or other type separators may be used in 


lieu of the above guide rail, provided all the criteria 
are met. ` 

2. Guide rails in industrial or commercial occupan- 
cies not accessible to the public may conform with 
the exception to the third paragraph of Section 
1712. 

3. Doors swinging toward flow of traffic shall not be 
permitted for use by untrained pedestrian traffic 
unless actuating devices start to function at least 8 
feet 11 inches beyond door in open position and 
guide rails extend 6 feet 5 inches beyond door in 
open position. 


Clearances for guide rails shall be as follows: 

l. Six inches maximum between rails and leading 
edge of door at the closest point in its arc of travel. 

2. Six inches maximum between rails and the door in 
an open position. 

3. Two.inches minimum between rail at hinge side 
and door in open position. 

4. Two inches maximum between freestanding rails 
and jamb or other adjacent surface. 

(i) Floor Level at Doors. Regardless of the occupant 
load, there shall be a floor or landing on each side of a 
door. When access for persons with disabilities is re- 
quired by Chapter 31, the floor or landing shall not be 
more than 1/2 inch lower than the threshold of the 
doorway. When such access is not required, such dimen- 
sion shall not exceed 1 inch. Landings shall be level ex- 
cept for exterior landings, which may have a slope not to 
exceed 1/4 inch per foot. 


EXCEPTIONS: 1. In Group R, Division 3, and Group M Occupan- 
cies and within individual units of Group R, Divi- 
sion 1 Occupancies: 

A. A door may open at the top step of an interior 
flight of stairs, provided the door docs not swing 
over the top step. 

B. A Door may open at a landing that is not more 
than 8 inches lower than the floor level, provided 
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the door does not swing over the landing. 

C. Screen doors and storm doors may swing over 
stairs, steps or landings. 

2. Doors serving building equipment rooms which 
are not normally occupied. 


(j) Landings at Doors. Landings shall have a width 
not less than the width of the stairway or the width of 
the door, whichever is the greater. Doors in the fully 
open position shall not reduce a required dimension by 
more than 7 inches. When a landing serves an occupant 
load of 50 or more, doors in any position shall not re- 
duce the landing dimension to less than one-half its re- 
quired width. Landings shall have a length measured in 
the direction of travel of not less than 44 inches. 


EXCEPTION: In Group R, Division 3, and Group M Occupancies 


and within individual units of Group R, Division 1 
Occupancies, such length need not exceed 36 inches. 


A Landing which has no adjoining door shall comply 
with Section 3306 (g). 

(k) Door Identification. Glass doors shall conform to 
the requirements specified in Section 5406. 

Exit doors shall be marked so that they are readily 
distinguishable from the adjacent construction. 

(1) Additional Doors. When additional doors are pro- 
vided for egress purposes, they shall conform to all pro- 
visions of this chapter. 


EXCEPTION: Approved revolving doors having leaves which will 


collapse under opposing pressures may be used in exit 
situations, provided: 

А. Such doors have a minimum width of 6 feet 6 
inches. 

B. At least one conforming exit door is located adja- 
cent ta each revolving door. 

C. The revolving door shall not be considered to pro- 
vide any exit width. 


NEW SECTION 


WAC 51-20-3306 STAIRWAYS. Section 3306. 
(a) General. Every stairway having two or more risers 
serving any building or portion thereof shall conform to 
the requirements of this section. When aisles in assembly 
rooms have steps, they shall conform with the provisions 
in Section 3315. 


EXCEPTION: Stairs or ladders used only to attend equipment are 
exempt from the requirements of this section. 


(b) Width. The minimum stairway width shall be de- 
termined as specified in Section 3303 (b), but shall not 
be less than 44 inches except as specified herein. Stair- 
ways serving an occupant load of 49 or less shall not be 
less than 36 inches in width. I 

Handrails may project into the required width a dis- 
tance of 3 1/2 inches from each side of a stairway. 
Stringers and other projections such as trim and similar 
decorative features may project into required width 1 
1/2 inches on each side. 

(c) Rise and Run. The rise of every step in a stairway 
shall not be less than 4 inches or greater than 7 inches. 
Except as permitted in Subsections (d) and (f), the run 
shall not be less than 11 inches as measured horizontally 
between the vertical planes of the furthermost projection 
of adjacent treads. Except as permitted in Subsections 
(d), (e) and (f), the largest tread run within any flight of 
stairs shall not exceed the smallest by more than 3/8 
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inch. The greatest riser height within any flight of stairs 

shall not exceed the smallest by more than 3/8 inch. 

EXCEPTIONS: 1. Private stairways serving an occupant load of less 
than 10 and stairways to unoccupied roofs may be 
constructed with an 8-inch maximum rise and a 9- 
inch minimum run. 
2. Where the bottom or top riser adjoins a sloping 
public way, walk or driveway having an established 
grade and serving as a landing, the bottom or top 
riser may be reduced along the slope to less than 4 
inches in height with the variation in height of the 
bottom or top riser not to exceed 3 inches in every 3 
feet of stairway width. 


(d) Winding Stairways. In Group R, Division 3 Oc- 
cupancies and in private stairways in Group R, Division 
1 Occupancies, winders may be used if the required 
width of run is provided at a point not more than 12 
inches from the side of the stairway where the treads are 
narrower, but in no case shall any width of run be less 
than 6 inches at any point. 

(e) Circular Stairways. Circular stairways may be 
used as an exit, provided the minimum width of run is 
not less than 10 inches and the smaller radius is not less 
than twice the width of the stairway. The largest tread 
width or riser height within any flight of stairs shall not 
exceed the smallest by more than 3/8 inch. 

(f) Spiral Stairways. In Group R, Division 3 Occu- 
pancies and in private stairways within individual units 
of Group R, Division 1 Occupancies, spiral stairways 
may be installed. Such stairways may be used for re- 
quired exits when the area served is limited to 400 
square feet. 

The tread must provide a clear walking area measur- 
ing at least 26 inches from the outer edge of the sup- 
porting column to the inner edge of the handrail. A run 
of at least 7 1/2 inches is to be provided at a point 12 
inches from where the tread is the narrowest. The rise 
must be sufficient to provide 6-foot 6-inch headroom. 
The rise shall not exceed 9 1/2 inches. 

(g) Landings. Stairways shall have landings at the top 
and bottom. Every landing shall have a dimension mea- 
sured in the direction of travel not less than the width of 
the stairway. Such dimension need not exceed 44 inches 
when the stair has a straight run. There shall not be 
more than 12 feet vertically between landings. For land- 
ings with adjoining doors, see Section 3304 (j). 


EXCEPTION: Stairs serving an unoccupied roof are exempt from 
these provisions. 


(h) Basement Stairways. When a basement stairway 
and a stairway to an upper story terminate in the same 
exit enclosure, an approved barrier shall be provided to 
prevent persons from continuing on into the basement. 
Directional exit signs shall be provided as specified in 
Section 3314. 

(i) Handrails. Stairways shall have handrails on each 
side, and every stairway required to be more than 88 
inches in width shall be provided with not less than one 
intermediate handrail for each 88 inches of required 
width. Intermediate handrails shall be spaced approxi- 
mately equally across the entire width of the stairway. 


EXCEPTIONS: 1. Stairways less than 44 inches in width or stair- 
ways serving one individual dwelling unit in Group 
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R, Division 1 or 3 Occupancies, or a Group R, Di- 
vision 3 congregate residence may have one hand- 
rail. 

2. Private stairways 30 inches or less in height may 
have handrails on one side only. 

3. Stairways having less than four risers and serving 
one individual dwelling unit in Group К, Division 1 
or 3, or a Group R, Division 3 congregate residence 
or serving Group M Occupancies need not have 
handrails. 


The top of handrails and handrail extensions shall be 
placed not less than 34 inches or more than 38 inches 
above the nosing of treads and landings. Handrails shall 
be continuous the full length of the stairs and, except for 
private stairways, at least one handrail shall extend in 
the direction of the stair run not less than 12 inches be- 
yond the top riser or less than 23 inches beyond the bot- 
tom riser. Ends shall be returned or shall terminate in 
newel posts or safety terminals. 

The handgrip portion of handrails shall be not less 
than 1 1/2 inches or more than 2 inches in cross-sec- 
tional dimension or the shape shall provide an equivalent 
gripping surface. The handgrip portion of handrails shall 
have a smooth surface with no sharp corners. 

Handrails projecting from a wall shall have a space of 
not less than 1 1/2 inches between the wall and the 
handrail. Any recess containing a handrail shall allow a 
clearance of not less than 18 inches above the top of the 
rail, and shall be not more than 3 inches in horizontal 
depth. 

Handrails shall not rotate within their fittings. 

(j) Guardrails. Stairways open on one or both sides 
shall have guardrails as required by Section 1712. 

(k) Exterior Stairway Protection. Except in Group R, 
Division 3 Occupancies, all openings in the exterior wall 
below and within 10 feet, measured horizontally, of an 
exterior exit stairway serving a building over two stories 
in height or a floor level having such openings in two or 
more floors below shall be protected by self-closing fire 
assembly having a three-fourths-hour fire-protection 
rating. Exterior stairways enclosed on three or more 
sides shall comply with the flame-spread requirements 
for interior stairways. 

EXCEPTIONS: 1. Openings may be unprotected when two separat- 
ed exterior stairways serve an exterior exit balcony. 


2. Protection of openings is not required for open 
parking garages conforming to Section 709. 


(I) Interior Stairway Construction. Interior stairways 
shall be constructed as specified in Part IV of this code. 

Except when enclosed useable space under stairs is 
prohibited by Section 3309 (f), the walls and soffits of 
the enclosed space shall be protected on the enclosed 
side as required for one-hour fire—resistive construction. 

All required interior stairways which extend to the top 
floor in any building four or more stories in height shall 
have, at the highest point of the stair shaft, an approved 
hatch openable to the exterior not less than 16 square 
feet in area with a minimum dimension of 2 feet. 
EXCEPTION: The hatch need not be provided on smokeproof en- 


closures or on stairways that extend to the roof with 
an opening onto that roof. 


[ 366 ] 


Washington State Register, [Issue 92—01 


Stairways exiting directly to the exterior of a building 
four or more stories in height shall be provided with 
means for emergency entry for fire department access. 

(m) Exterior Stairway Construction. Exterior stair- 
ways shall be constructed as specified in Part IV of this 
code. 

Exterior stairways shall not project into yards where 
openings are not permitted or protection of openings is 
required. 

Enclosed usable space under stairs shall have the walls 
and soffits protected on the enclosed side as required for 
one-hour fire-resistive construction. 

Stairways exiting directly to the exterior of a building 
four or more stories in height shall be provided with 
means for emergency entry for fire department access. 

(n) Stairway to Roof. In buildings four or more stor- 
ies in height, one stairway shall extend to the roof sur- 
face, unless the roof has a slope greater than 4 in 12. See 
Subsection 3306 (1) for roof hatch requirements. 

(o) Headroom. Every stairway shall have a headroom 
clearance of not less than 6 feet 8 inches. Such clear- 
ances shall be measured vertically from a plane parallel 
and tangent to the stairway tread nosings to the soffit 
above at all points. 

(p) Stairway Identification. Approved stairway identi- 
fication signs shall be located at each floor level in all 
enclosed stairways in buildings four or more storied in 
height. The sign shall identify the stairway, indicate 
whether there is roof access, the floor level, and the up- 
per and lower terminus of the stairway. The sign shall be 
located approximately 5 feet above the floor landing in a 
position which is readily visible when the door is in the 
open or closed position. Signs shall comply with require- 
ments of U.B.C. Standard No. 33-2. 


NEW SECTION 


WAC 51-20-3315 AISLES. Section 3315. (a) 
General. Aisles leading to required exits shall be provid- 
ed from all portions of buildings. Aisles located within 
an accessible route of travel shall also comply with 
Chapter 31. 

(b) Width in Occupancies without Fixed Seats. The 
width of aisles in occupancies without fixed seats shall 
comply with this section. Aisle widths shall be provided 
in accordance with the following: 

1. In areas serving employees only, the minimum aisle 
width may be 24 inches but not less than the width re- 
quired by the number of employees served. 

2. In public areas of Group B, Division 2 Occupan- 
cies, and in assembly occupancies without fixed seats, 
the minimum clear aisle width shall be 36 inches where 
tables, counters, furnishings, merchandise or other simi- 
lar obstructions are placed on one side of the aisle only 
and 44 inches when such obstructions are placed on both 
sides of the aisle. 

(c) Width in Assembly Occupancies with Fixed Seats. 
Aisles in assembly occupancies with fixed seats shall 
comply with this section. The clear width of aisles shall 
be based on the number of occupants within the portion 
of the seating areas served by the aisle. 
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The clear width of an aisle in inches shall not be less 
than the occupant load served by the aisle multiplied by 
0.3 for aisles with slopes greater than 1 vertical to 8 
horizontal and not less than 0.2 for aisles with slopes of 
1 vertical to 8 horizontal or less. In addition, when the 
rise of steps in aisles exceeds 7 inches, the aisle clear 
width shall be increased by 1 1/4 inches for each 100 
occupants or fraction thereof served for each 1/4 inch of 
riser height above 7 inches. 

Where exiting is possible in two directions, the width 
of such aisles shall be uniform throughout their length. 

When aisles converge to form a single path of exit 
travel, the aisle width shall not be less than the com- 
bined required width of the converging aisle. 

In assembly rooms with fixed seats arranged in rows, 
the clear width of aisles shall not be less than set forth 
above or less than the following: 

48 inches for stairs having seating on both sides. 

36 inches for stairs having seating on one side. 

23 inches between a stair handrail and seating when 
the aisles are subdivided by the handrail. 

42 inches for level or ramped aisles having seating on 
both sides. 

36 inches for level or ramped aisles having seating on 
one side. 

23 inches between a stair handrail and seating when 
an aisle does not serve more than five rows on one side. 

(d) Aisle Termination. Aisles shall terminate at a 
cross aisle, foyer, doorway or vomitory. Aisles shall not 
have a dead end greater than 20 feet in length. 
EXCEPTION: A longer dead-end aisle is permitted when seats 

served by the dead-end aisle are not more than 24 
seats from another aisle ‘measured along a row of 
seats having a minimum clear width of 12 inches plus 


0.6 inch for each additional seat above seven in a 
row. 


Each end of a cross aisle shall terminate at an aisle, 
foyer, doorway or vomitory. 

(е) Ramp Slope. The slope of ramped aisles shall not 
be more than | vertical in 8 horizontal. Ramped aisles 
shall have a slip—resistant surface. 


EXCEPTION: When provided with fixed seating, theaters may have 
a slope not steeper than | vertical to 5 horizontal. 


(f) Aisle Steps. 1. When prohibited. Steps shall not be 
used in aisles having a slope of | vertical to 8 horizontal 
or less. 

2. When required. Aisles with a slope steeper than | 
vertical to 8 horizontal shall consist of a series of risers 
and treads extending across the entire width of the aisle, 
except as provided in subsection (e). 

The height of risers shall not be more than 7 inches or 
less than 4 inches and the tread run shall not be less 
than 11 inches. The riser height shall be uniform within 
each flight and the tread run shall be uniform through- 
out the aisle. Variations in run or height between adja- 
cent treads or risers shall not exceed 3/16 inch. A con- 
trasting marking stripe or other approved marking shall 
be provided on each tread at the nosing or leading edge 
such that the location of each tread is readily apparent 
when viewed in descent. Such stripe shall be a minimum 
of | inch wide and a maximum of 2 inches wide. 
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EXCEPTION: When the slope of aisle steps and the adjoining seat- 
ing area is the same, the riser heights may be in- 
creased to a maximum of 9 inches and may be nonu- 
niform but onły to the extent necessitated by changes 
in the slope of the adjoining seating area to maintain 
adequate sightlines. Variations may exceed 3/16 inch 
between adjacent risers provided the exact location of 
such variations is identified with a marking stripe on 
each tread at the nosing or leading edge adjacent to 
the nonuniform riser. The marking stripe shall be 
distinctively different from the contrasting marking 
stripe. 


(g) Handrails. Handrails shall comply with the height, 
size and shape dimensions set forth in Section 3306(1) 
and shall have rounded terminations or bends. Ramped 
aisles having a slope steeper than 1 vertical to 15 hori- 
zontal and aisle stairs (two or more adjacent steps) shall 
have handrails located either at the side or within the 
aisle width. Handrails may project into the required aisle 
width a distance of 3 1/2 inches. 

EXCEPTIONS: |. Handrails may be omitted on ramped aisles hav- 
ing a slope not greater than 1 vertical in 8 horizon- 
tal when fixed seating is on both sides of the aisle. 
2. Handrails may be omitted when a guardrail is at 


the side of an aisle which conforms to the size and 
shape requirements for handrails. 


Handrails located within the aisle width shall be dis- 
continuous with gaps or breaks at intervals not to exceed 
five rows. These gaps or breaks shall have a clear width 
of not less than 22 inches or more than 36 inches mea- 
sured horizontally. Such handrails shall have an addi- 
tional intermediate handrail located 12 inches below the 
main handrail. 
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NEW SECTION 


WAC 51-20-3350 SECTION 3350. 


TABLE NO. 33-A 


MINIMUM EGRESS REQUIREMENTS! 


MINIMUM OF TWO EXITS OTHER THAN 


2 ELEVATORS ARE REQUIRED WHERE OCCUPANT LOAD FACTOR? 
USE NUMBER ОР OCCUPANTS IS AT LEAST (sq. ft.) 
1. Aircraft hangars 10 500 
(no repair) 
2. Auction rooms 30 7 


3. Assembly areas, concentrated use 

(without fixed seats 50 7 
Auditoriums 
Churches and chapels 
Dance floors 
Lobby accessory to assembly 

occupancy 
Lodge rooms 
Reviewing stands 


Stadiums 
Waiting Area 50 3 
4. Assembly areas, less-concentrated use 50 15 


Conference rooms 

Dining rooms 

Drinking establishments 
Exhibit rooms 
Gymnas i ums 

Lounges 

Stages 


5. Bowling alley (assume no occupant 
load for bowling lanes) 50 


6. Children's homes and homes for the 6 80 
aged 


7.  Classrooms 50 20 


8. Congregate residences 
(accommodating 10 or less persons 
and having an area of 3,000 square 
feet or less) 10 300 
Congregate residences 
(accommodating more than 10 persons 
or having an area of more than 


3,000 square feet) 10 200 
9.  Courtrooms 50 40 
10. Dormitories 10 50 
11. Dwellings 10 300 
12. Exercising rooms 50 50 
13. Garage, parking 30 200 
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TABLE NO. 33-A--MINIMUM EGRESS REQUIREMENTS |- - (Cont inued) 


MINIMUM OF TWO EXITS OTHER THAN 


2 ELEVATORS ARE REQUIRED WHERE OCCUPANT LOAD FACTOR? 
USE NUMBER OF OCCUPANTS IS AT LEAST (sq. ft.) 
14. Hospitals and sanitariums-- 
Nursing homes 6 80 
Sleeping rooms 
Treatment rooms 10 80 
Health-care center 10 80 
15. Hotels and apartments 10 200 
16. Kitchen--commercial 30 200 
17. Laboratories (B-2) 
Instructional and teaching 
Laboratories at schools, colleges 
and universities 10 50 
All other B-2 laboratories 10 100 
18. Library reading room 50 50 
19. Locker rooms 30 50 
20. Malls (see Chapter 56) zę ° = 
21. Manufacturing areas 30 200 
22. Mechanical equipment room 30 300 
23. Nurseries for children (day care) 7 35 
24. Offices 30 100 
25. School shops and vocational rooms 50 50 
26. Skating rinks 50 50 on the skating area; 
15 on the deck 
27. Storage and stock rooms 30 300 
28. Stores--retail sales rooms 50 30 
29. Swimming pools 50 50 for the pool area; 
15 on the deck 
30. Warehouses 30 500 
31. ALL others 50 100 


1 Access to, and egress from, buildings for persons with disabilities shall be provided as specified in Chapter 31. 
For additional provisions on number of exits from Groups H and I Occupancies and from rooms containing fuel-fired 
3 equipment or cellulose nitrate, see Sections 3319, 3320 and 3321, respectively. 
This table shall not be used to determine working space requirements per person. 
Occupant load based on five persons for each alley, including 15 feet of runway. 
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NEW SECTION 


WAC 51-20-3800 CHAPTER 38. 
guishing Systems. 


Fire-Extin- 


NEW SECTION 


WAC 51-20-3801 SCOPE. Section 3801. (a) Gen- 
eral. All fire-extinguishing systems required in this code 
shall be installed in accordance with the requirements of 
this chapter. 

Fire hose threads used in connection with fire-extin- 
guishing systems shall be national standard hose thread 
or as approved by the fire department. 

In buildings used for high-piled combustible storage, 
fire protection shall be in accordance with the Fire Code. 

(b) Standard of Quality. All fire-extinguishing sys- 
tems including automatic sprinkler systems, Class I, 
Class II and Class III standpipe systems, combined sys- 
tems, special automatic extinguishing systems and base- 
ment pipe inlets shall be approved and shall be subject to 
such periodic tests as may be required. The location of 
all fire department hose connections shall be approved 
by the fire department. 

The standards listed below labeled a "U.B.C. Stan- 
Чага" are also listed in Chapter 60, Part II, and are part 
of this code. 

1. Fire-extinguishing system 

A. U.B.C. Standard No. 38-1, Installation of Sprin- 
kler Systems 

B. U.B.C. Standard No. 38-3, Installation of Sprin- 
kler Systems in Group R Occupancies Four Stories or 
Less 

2. Standpipe systems 

A. U.B.C. Standard No. 38-2, Standpipe Systems 

(c) Definitions. For the purpose of this chapter, cer- 
tain terms are defined as follows: 

AUTOMATIC FIRE-EXTINGUISHING SYSTEM 
is an approved system of devices and equipment which 
automatically detects a fire and discharges an approved 
fire-extinguishing agent onto or in the area of a fire. 

COMBINED SYSTEM is a system of water piping 
which serves 2 1/2-inch hose outlets for use by the fire 
department and also supplies water to fire sprinklers. 

FIRE DEPARTMENT INLET CONNECTION is a 
connection through which the fire department can pump 
water into a standpipe system, or sprinkler system. 

STANDPIPE SYSTEM is a wet or dry system of 
piping, valves, outlets and related equipment designed to 
provide water at specified pressures and installed exclu- 
sively for the fighting of fires, including the following: 

Class I is a standpipe system equipped with 2 1/2- 
inch outlets. 

Class II is a standpipe system directly connected to a 
water supply and equipped with 1 1/2-inch outlets and 
hose. 

Class III is a standpipe system directly connected to a 
water supply and equipped with 2 1/2-inch outlets or 2 
1/2-inch and 1 1/2-inch outlets when a I 1/2-inch hose 
is required. Hose connections for Class 11 systems may 
be made through 2 1/2-inch hose valves with easily re- 
movable 2 1/2-inch by 1 1/2-inch reducers. 
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(d) Standards. Fire-extinguishing systems shall com- 
ply with U.B.C. Standards Nos. 38-1 and 38-2. 


EXCEPTIONS: 1. Automatic fire-extinguishing systems not covered 


by U.B.C. Standard No. 38-1 or 38—2 shall be ap- 
proved and installed in accordance with approved 
standards. 

2. Automatic sprinkler systems may be connected to 
the domestic water-supply main when approved by 
the building official, provided the domestic water 
supply is of adequate pressure, capacity and sizing 
for the combined domestic and sprinkler require- 
ments. In such case, the sprinkler system connection 
Shall be made between the public water main or 
meter and the building shutoff valve, and there shall 
not be intervening valves or connections. The fire 
department connection may be omitted when ap- 
proved by the fire department. 

3. Automatic sprinkler systems in Group R Occu- 
pancies four stories or less may be in accordance 
with U.B.C. Standard No. 38-3. When residential 
sprinkler systems as set forth in U.B.C. Standard 
No. 38-3 are provided, exceptions to or reductions 
in code requirements based on the installation of an 
automatic fire-extinguishing system аге not 
allowed. 


(e) Modifications. When a residential sprinkler system 
as set forth in U.B.C. Standard No. 38-1 is provided, 
exception to, or reductions in, code requirements allowed 
because of the installation of an automatic fire-extin- 
guishing system are not permitted. 

(f) When sprinklers are in”talled in an insulated ceil- 
ing cavity not meeting exceptions of UBC Standard No. 
38-1 or where blocked by ducts or other similar ob- 
structions, a space 6 inches or greater in depth with not 
less than 12 inches clearance from ducts or other similar 
obstructions shall be provided under all sprinklers. 


NEW SECTION 


WAC 51-20-3802 AUTOMATIC FIRE-EXTIN- 
GUISHING SYSTEMS. Section 3802. (a) Where Re- 
quired. An automatic fire—extinguishing systems shall be 
installed in the occupancies and locations as set forth in 
this section. 

For provisions on special hazards and hazardous ma- 
terials, see the Fire Code. 

(b) All Occupancies except Group R, Division 3 and 
Group M. Except for Group R, Division 3 and Group M 
Occupancies, an automatic sprinkler system shall be 
installed: 

l. [n every story or basement of all buildings when the 
floor area exceeds 1,500 square feet and there is not 
provided at least 20 square feet of opening entirely 
above the adjoining ground level in each 50 lineal feet or 
fraction thereof of exterior wall in the story or basement 
on at least one side of the building. Openings shall have 
a minimum dimension of not less than 30 inches. Such 
openings shall be accessible to the fire department from 
the exterior and shall not be obstructed in a manner that 
firefighting or rescue cannot be accomplished from the 
exterior. 

When openings in a story are provided on only one 
side and the opposite wall of such story is more than 75 
feet from such openings, the story shall be provided with 
an approved automatic sprinkler system, or openings as 
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specified above shall be provided on at least two sides of 
an exterior wall of the story. 

If any portion of a basement is located more than 75 
feet from openings required in this section, the basement 
shall be provided with an approved automatic sprinkler 
system. 

2. At the top of rubbish and linen chutes and in their 
terminal rooms. Chutes extending through three or more 
floors shall have additional sprinkler heads installed 
within such chutes at alternate floors. Sprinkler heads 
shall be accessible for servicing. 

3. In rooms where nitrate film is stored or handled. 

4. In protected combustible fiber storage vaults as de- 
fined in the Fire Code. 

(c) Group A Occupancies. |. Drinking establishments. 
An automatic sprinkler system shall be installed in 
rooms used by the occupants for the consumption of al- 
coholic beverages and unseparated accessory uses where 
the total area of such unseparated rooms and assembly 
uses exceeds 5,000 square feet. For uses to be considered 
as separated, the separation shall not be less than as re- 
quired for a one-hour occupancy separation. The area of 
other uses shall be included unless separated by at least 
a one-hour occupancy separation. 

2. Basements. An automatic sprinkler system shall be 
installed in basements classified as a Group A Occupan- 
cy when the basement is larger than 1,500 square feet in 
floor area. 

3. Exhibition and display rooms. An automatic sprin- 
kler system shall be installed in Group A Occupancies 
which have more than 12,000 square feet of floor area 
which can be used for exhibition or display purposes. 

4. Stairs. An automatic sprinkler system shall be in- 
stalled in enclosed usable space below or over a stairway 
in Group A, Divisions 2, 2.1, 3 and 4 Occupancies. See 
Section 3309(f). 

5. Every building containing a multitheater complex. 

6. Amusement buildings. An automatic sprinkler sys- 
tem shall be installed in all amusement buildings. The 
main water-flow switch shall be electrically supervised. 
The sprinkler main cutoff valve shall be supervised. 
When the amusement building is temporary, the sprin- 
kler water-supply system may be of an approved tem- 
porary type. 


EXCEPTION: An automatic sprinkler system need not be provided 
when the floor area of a temporary amusement 
building is less than 1,000 square feet and the exit 
travel distance from any point is less than 50 feet. 


7. Other areas. An automatic sprinkler system shall be 
installed under the roof and gridiron, in the tie and fly 
galleries, and in all places behind the proscenium wall of 
stages; over and within permanent platforms in excess of 
500 square feet in area; and in dressing rooms, work- 
shops and storerooms accessory to such stages or perma- 
nent platforms. 


EXCEPTIONS: 1. Stages or platforms open to the auditorium room 
on three or more sides. 
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2. Altars, pulpits or similar platforms and their ac- 
cessory rooms. 

3. Stage gridirons when side—wall sprinklers with 
135?F. rated heads with heat-baffle plates are in- 
stalled around the entire perimeter of the stage ex- 
cept for the proscenium opening at points not more 
than 30 inches below the gridiron or more than 6 
inches below the baffle plate. 

4. Under stage or under platform areas less than 4 
feet in clear height used exclusively for chair or ta- 
ble storage and lined on the inside with materials 
approved for one-hour fire-resistive construction. 


(d) Group B, Division 2 Occupancies. An automatic 
sprinkler system shall be installed in retail sales rooms 
classed as Group B, Division 2 Occupancies where the 
floor area exceeds 12,000 square feet on any floor or 
24,000 square feet on all floors or in Group B, Division 2 
retail sales occupancies more than three stories in height. 
The area of mezzanines shall be included in determining 
the areas where sprinklers are required. 

(е) Group E Occupancies. 1. Basements. An automat- 
ic sprinkler system shall be installed in basements classi- 
fied as a Group E Occupancy when the basement is 
larger than 1,500 square feet in floor area. 

2. Stairs. An automatic sprinkler system shall be in- 
stalled in enclosed usable space below or over a stairway 
in Group E Occupancies. See Section 3309(f). 

3. Division 1. An approved automatic fire-extin- 
guishing system shall be installed in all newly construct- 
ed buildings classified as Е—1 Occupancies constructed 
after July 1, 1992. 

NOTE: For the purpose of this section, structural additions exceed- 
ing 60% of the appraised value of such building or structure, 
or alterations and repairs to any portion of a building or 
structure within a twelve-month period that exceeds 100% of 
the appraised value of such building or structure shall be 


considered new construction. In the case of structural addi- 
tions, separation walls shall define separate buildings. 


EXCEPTION: Portable school classrooms, provided: 
A. Aggregate area of clusters of portable school 
classrooms does not exceed 5,000 square feet; and 
B. Clusters of portable school classrooms separated 
as required in Chapter 5 of the Building Code. 


When not required by other provisions of this chapter, 
a fire-extinguishing system installed in accordance with 
UBC Standard No. 38-1 may be used for area and 
height increases and substitution for one hour construc- 
tion as allowed by the Building Code. 

(f) Group H Occupancies. 1. General. An automatic 
fire-extinguishing system shall be installed in Group Н, 
Divisions 1, 2, 3 and 7 Occupancies. 

2. Division 4. An automatic fire-extinguishing system 
shall be installed in Group H, Division 4 Occupancies 
having a floor area of more than 3,000 square feet. 

3. Division 6. An automatic fire-extinguishing system 
shall be installed throughout buildings containing Group 
H, Division 6 Occupancies. The design of the sprinkler 
system shall not be less than that required under U.B.C. 
Standard No. 38—1 for the occupancy hazard classifica- 
tions as follows: 
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LOCATION OCCUPANCY HAZARD CLASSIFICATION 


Fabrication areas Ordinary Hazard Group 3 


Service corridors Ordinary Hazard Group 3 
Storage rooms without dispensing Ordinary Hazard Group 3 
Storage rooms with dispensing Extra Hazard Group 2 


Exit corridors Ordinary Hazard Group 3 


1 I 
‚ When the design area of the sprinkler system consists of а 


corridor protected by one row of sprinklers, the maximum numb 
sprinklers that needs to be calculated is їз. SETAE 


(g) Group I Occupancies. An automatic sprinkler sys- 
tem shall be installed in Group I Occupancies. 
EXCEPTION: In jails, prisons and reformatories, the piping system 

may be dry, provided a manually operated valve is 
installed at a continuously monitored location. Open- 
ing of the valve will cause the piping system to be 
charged. Sprinkler heads in such systems shall be 
equipped with fusible elements or the system shall be 
designed as required for deluge systems in U.B.C. 
Standard No. 38-1. 


(h) Group R, Division 1 Occupancies. An automatic 
sprinkler system shall be installed throughout apartment 
houses three or more stories in height or containing 16 
or more dwelling units, in congregate residences three or 
more stories in height and having an occupant load of 50 
or more and in hotels three or more stories in height or 
containing 20 or more guest rooms. Residential or 
quick-response standard sprinklers shall be used in the 
dwelling units and guest room portions of the building. 


NEW SECTION 


WAC 51-20-3900 CHAPTER 39. Stages and 
Platforms. 


NEW SECTION 


WAC 51-20-3901 SCOPE. Section 3901. (a) 
Standards of Quality. Platforms and stages shall con- 
form with the requirements of this chapter. 

The standards listed below labeled a "UBC Standard" 
are also listed in Chapter 60, Part ПП, and are part of 
this code. 

1. UBC Standard No. 6-1, Proscenium Curtains 

2. UBC Standard No. 38-1, Installation of Sprinkler 
Systems 

3. UBC Standard No. 42-1, Test Method for Sur- 
face-burning Characteristics of Building Materials 

4. UBC Standard No. 43-1, Fire Tests of Building 
Construction and Materials. 

(b) Definitions. For the purpose of this chapter, cer- 
tain terms are defined as follows: 

BATTEN is a flown metal pipe or shape on which 
lights or scenery are fastened. 

DROP is a large piece of scenic canvas or cloth which 
hangs vertically, usually across the stage area. 

FLY is the space over the stage of a theater where 
scenery and equipment can be hung out of view. Also 
called lofts and rigging lofts. 
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FLY GALLERY is a narrow raised platform at the 
side of legitimate stage from which the lines for flying 
scenery are manipulated. 

GRIDIRON is the arrangement of beams over a le- 
gitimate stage supporting the equipment for flying sce- 
nery and hanging battens from which curtains, scenery 
and lighting are hung. 

LEG DROP is a long narrow strip of fabric used for 
masking. When used on either or both sides of the acting 
area, it is provided to designate an entry onto the stage 
by the actors. It is also used to mask the side stage area. 
They may also be called "wings." 

PINRAIL is a beam at one side of a legitimate stage 
through which wooden or metal pins are driven and to 
which lines from the flies are fastened. 

PLATFORM is that raised area within a building 
used for the presentation of music, plays or other enter- 
tainment; the head table for special guests; the raised 
area for lectures and speakers; boxing and wrestling 
rings; theater in the round; and similar purposes wherein 
there are not overhead hanging curtains, drops, scenery 
or stage effects other than lighting. 

PLATFORM, PERMANENT, is a platform used 
within an area for more than 30 days. 

PLATFORM, TEMPORARY, is a platform used 
within an area for not more than 30 days. 

PROSCENIUM WALL is the wall that separates the 
stage from the auditorium or house. 

STAGE is a partially enclosed area within a building 
used for the purpose of entertainment and shall be clas- 
sified as either: 

Stage, Legitimate, is a stage wherein curtains, drops, 
leg drops, scenery, lighting devices or other stage effects 
are retractable horizontally or vertically, or suspended 
overhead. 

Stage, Regular, is a stage wherein curtains, fixed leg 
drops, valances, scenery and other stage effects are hung 
and are not retractable, with the exception of a valance, 
a light trough, the main (house) curtain, a bank of lights 
and a single backdrop, which may be retractable without 
the stage being considered a legitimate stage. 

Stage, Thrust, is a platform extending beyond the 
proscenium arch and into the audience. 

THEATER-IN-THE-ROUND is an acting area in 
the middle of a room with the audience sitting all 
around it. 

(c) Materials and Design. Materials used in the con- 
struction of platforms and stages shall conform to the 
applicable materials and design requirements as set forth 
in this code. 


NEW SECTION 


WAC 51-20-3903 STAGES. Section 3903. (a) 
Construction. Regular stages and thrust stages shall be 
constructed of materials as required for the type of con- 
struction of the building in which it is located. In all 
cases the finish floor may be of wood. 

Legitimate stages shall be constructed of materials as 
required for a Type I or II F.R. building. Legitimate 
stage floors may be constructed with a wood floor of not 
less than 2 inches in nominal thickness on a resilient 
mounting upon a concrete or masonry floor. 
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Openings through stage floors (traps) shall be 
equipped with tight-fitting trap doors of wood having a 
nominal thickness of not less than 2 inches with ap- 
proved safety locks. 

(b) Accessory Rooms. Dressing rooms, workshops and 
store rooms accessory to stages shall be separated from 
each other and from the stage by not less than one-hour 
fire—resistive construction, and openings within such sep- 
arations shall be protected as required for corridors. 


EXCEPTION: A separation is not required for stages having a floor 
area not exceeding 500 square feet. 


(c) Vents. Stages exceeding 1,000 square feet in floor 
area shall be provided with one or more vents construct- 
ed of noncombustible material. Vents shall be located 
near the center and above the highest part of any stage. 
They shall be raised above the stage roof and shall have 
a total vent area equal to at least 5 percent of the floor 
area of the stage. 

The vents shall open by spring action or force of 
gravity sufficient to overcome the effects of neglect, rust, 
dirt, frost, snow or expansion by heat or warping of the 
framework. Glass, if used in vents, must be protected 
against falling onto the stage. A wire screen, if used un- 
der the glass, must be so placed that, if clogged, it can- 
not reduce the required venting area or interfere with 
the operating mechanism or obstruct the distribution of 
water from an automatic sprinkler. Vents shall be ar- 
ranged to open automatically by the use of fusible links. 
The fusible links and operating cable shall hold each 
door closed against the minimum 30-pound counterforce 
which may be exerted by springs or counterweights. This 
minimum counterforce shall be exerted on each door 
through its entire arc of travel and for a minimum of 90 
degrees. A manual control shall be provided at an ap- 
proved location. 

Springs, when employed to actuate vent doors, shall 
be capable of maintaining full required tension. Springs 
shall not be stressed more than 50 percent of their rated 
capacity and shall not be located directly in the air- 
stream or exposed to the outside. 

A fusible link shall be placed in the cable control sys- 
tem on the underside of the vent at or above the roof line 
or as approved by the building official and shall be so 
located as not to be affected by the operation of an au- 
tomatic sprinkler system. Remote, manual or electrical 
controls shall provide for both opening and closing of the 
vent doors for periodic testing and shall be located at a 
point on the stage designated by the building official. 
When remote control vents are electrical, power failure 
shall not affect its instant operation in the event of fire. 
Hand winches may be employed to facilitate operation 
of manually controlled vents. 

Curbs for vents shall be as required for skylights. 

(d) Proscenium Walls. Legitimate stages shall be 
completely separated from the seating area by a prosce- 
nium wall of not less than two-hour fire-resistive non- 
combustible construction. 

All openings in the proscenium wall of a legitimate 
stage shall be protected by a fire assembly having a 1 
1/2-hour fire-protection rating. The main proscenium 
opening used for viewing performances shall be provided 
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with an automatic-closing fire—protection curtain as 
provided in U.B.C. Standard No. 6-1. Such curtain ma- 
terials shall conform to the following conditions: 

1. The curtain shall be tested in accordance with 
U.B.C. Standard No. 43-1 as modified in U.B.C. Stan- 
dard No. 6-1. The time period for testing shall be not 
less than 30 minutes, and the unexposed surface of the 
test sample shall not show any evidence of through pen- 
etration of flame or smoke, or excessive smoking (only 
the vapors escaping as a result of baking the sample). 

2. The curtain shall be listed by an approved agency 
and have a permanent marking giving the manufactur- 
er's name, the approved agency's name or insignia, the 
rating achieved, and a statement that the curtain shall 
be installed in accordance with U.B.C. Standard No. 6- 
1. ` 

3. Curtain fabrics shall have a smoke density no 
greater than 25 when tested in accordance with U.B.C. 
Standard No. 42-1. The curtain fabric shall be tested in 
the condition in which it is to be used. 

4. A water curtain or deluge system complying with 
U.B.C. Standard No. 38—1 may be used only in con- 
junction with an automatically closing opaque noncom- 
bustible curtain in lieu of the proscenium fire-safety 
curtain described in U.B.C. Standard No. 6-1. Both the 
deluge system and curtain closure shall be actuated by 
combination rate—of-temperature-rise and temperature 
devices located on the stage. The water system shall be 
designed to completely wet the entire curtain. 

(e) Gridirons, Fly Galleries and Pinrails. Gridirons, fly 
galleries and pinrails shall be constructed of noncom- 
bustible material. Gridirons are not to be considered a 
floor, when measuring height above a floor for Section 
1806, omitting of fireproofing. 

(f) Special Exiting. Each side of a legitimate stage 
shall be provided with at least one well-marked exit 
providing not less than 32 inches clear width. Such exit 
shall open directly to a street, exit court or exit passage- 
way leading to a street. 

Fly galleries shall be provided with an exit stair not 
less than 30 inches in width. Each tier of dressing rooms 
shall be provided with two exits meeting the require- 
ments of Chapter 33. 

Stairways required by this subsection need not be 
enclosed. 


NEW SECTION 


WAC 51-20-5100 CHAPTER 51. 
Dumbwaiters, Escalators and Moving Walks. 


Elevators, 


NEW SECTION 


WAC 51-20-5103 DELETE SECTION 5103, 
SPECIAL PROVISIONS. 


NEW SECTION 


WAC 51-20-5105 ELEVATOR MACHINE 
ROOM FLOORS. Section 5105. Elevator hoistways 
shall not be vented through an elevator machine room 
unless such venting is accomplished by an approved duct 
system installed through the elevator machine room. 
Cable slots entering the machine room must be installed 
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in a manner that inhibits the passage of smoke into the 
machine room. 


NEW SECTION 


WAC 51-20-5400 CHAPTER 54. Glass and 
Glazing. 


NEW SECTION 


WAC 51-20-5401 SCOPE. Section 5401. (a) Gen- 
eral. The provisions of this chapter apply to: 

1. Exterior glass and glazing in all occupancies. 
EXCEPTION: Occupancy Groups R and M not over three stories in 


height and located in areas with a minimum basic 
wind speed not more than 80 miles per hour. 


2. Interior and exterior glass and glazing in all occu- 
pancies subject to human impact as specified in Section 
5406. 

(b) Standards. Standards for materials shall be as 
specified in this chapter and UBC Standard No. 54-1. 

Standards for glazing subject to human impact (haz- 
ardous location) as specified in Section 5406 shall be as 
specified in UBC Standard No. 54-2. 

(c) Other Provisions. See Part IV of this code for ad- 
ditional glass requirements where openings are required 
to be fire protected, and Section 5204 for openings 
glazed with plastics. 

(d) Standards of Quality. The standards listed below 
labeled a "UBC Standard" are also listed in Chapter 60, 
Part II, and are part of this code. 

1. UBC Standard No. 54-1, Glass Standard 
Specification 

2. UBC Standard No. 54-2, Safety Glazing 


NEW SECTION 
WAC 51-20-93100 APPENDIX CHAPTER 31. 


DIVISION I 
U.S. DEPARTMENT OF HOUSING AND URBAN 
DEVELOPMENT 
FEDERAL FAIR HOUSING ACT 
GUIDELINES FOR SITE TERRAIN EXEMPTIONS 


NEW SECTION 


WAC 51-20-93115 SECTION 3115. (a) Purpose. 
The purpose of this division is to provide the United 
States Department of Housing and Urban Development 
Federal Fair Housing Act Guidelines for Site Terrain 
Exemptions. 

(b) Scope 1. General. The provisions of this division 
may apply to all buildings and dwelling units that are 
regulated by the Federal Fair Housing Act Amendments 
of 1988. 

2. Applicability of Other Provisions. Except as specifi- 
cally allowed by this division for determining site terrain 
exemptions, Group R, Division 1 apartment houses shall 
meet all applicable provisions of this code. 

(c) Definitions. For the purpose of this division, cer- 
tain terms are defined as follows: 

COVERED MULTIFAMILY DWELLINGS means 
buildings consisting of four or more dwelling units if 
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Such buildings have one or more elevators; and ground 
floor dwelling units in other buildings consisting of four 
or more dwelling units. Dwelling units within a single 
structure separated by firewalls do not constitute sepa- 
rate buildings. 

FINISHED GRADE means the ground surface of the 
site after all construction, levelling, grading and devel. 
opment has been completed. 

UNDISTURBED SITE means the site before any 
construction, levelling, grading or development associat- 
ed with the current project. 

(d) Site Impracticality. 1. General. Covered multi- 
family dwellings with elevators shall be designed and 
constructed to provide at least one accessible entrance on 
an accessible route, regardless of terrain or unusual 
characteristics of the site. Covered multifamily dwellings 
without elevators shall be designed and constructed to 
provide at least one accessible entrance on an accessible 
route unless terrain or unusual characteristics of the site 
are such that the following conditions are found to exist: 

A. Site Impracticality Due to Terrain. There are two 
alternative tests for determining a site impracticality due 
to terrain: The individual building test provided in para- 
graph (i), or the site analysis test provided in paragraph 
(ii). These tests may be used as follows. 

A site with a single building having a common en- 
trance for all units may be analyzed only as described in 
paragraph (i). 

All other sites, including a site with a single building 
having multiple entrances serving either individual 
dwellings units or clusters of dwelling units, may be an- 
alyzed using the methodology in either paragraph (i) or 
paragraph (ii). For these sites for which either test is 
applicable, regardless of which test is selected, at least 
20% of the total ground floor units in nonelevator build- 
ings, on any site, must comply with the guidelines. 

(i) Individual Building Test. It is impractical to pro- 
vide an accessible entrance served by an accessible route 
when the terrain of the site is such that: 

(A) The slopes of the undisturbed site measured be- 
tween the planned entrance and all vehicular or pedes- 
trian arrival points within 50 feet of the planned en- 
trance exceed 10 percent. 

(B) The slopes of the planned finished grade measured 
between the entrance and all vehicular or pedestrian ar- 
rival points within 50 feet of the planned entrance also 
exceed 10 percent. 

If there are no vehicular or pedestrian arrival points 
within 50 feet of the planned entrance, the slope for the 
purpose of this paragraph (i) will be measured to the 
closest vehicular or pedestrian arrival point. 

For purposes of these guidelines, vehicular or pedes- 
trian arrival points includes public or resident parking 
areas; public transportation stops; passenger loading 
zones; and public streets or sidewalks. To determine site 
impracticality, the slope would be measured at ground 
level from the point of the planned entrance, or (ii) if 
there are no vehicular or pedestrian arrival points closed 
to the planned entrance. In the case of sidewalks, the 
closest point to the entrance will be where a public side- 
walk entering the site intersects with the sidewalk to the 
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entrance. In the case of resident parking areas, the clos- 
est point to the planned entrance will be measured from 
the entry point to the parking area that is located closest 
to the planned entrance. 

(ii) Site Analysis Test. Alternatively, for a site having 
multiple buildings, or a site with a single building with 
multiple entrances, impracticality of providing an acces- 
sible entrance served by an accessible route can be es- 
tablished by the following steps: 

(A) The percentage of the total buildable area of the 
undisturbed site with a natural grade less than 10% 
slope shall be calculated. The analysis of the existing 
slope (before grading) shall be done on a topographic 
survey with two foot (2') contour intervals with slope 
determination made between each successive interval. 
The accuracy of the slope analysis shall be certified by a 
professional licensed engineer, landscape architect, ar- 
chitect or surveyor. 

(B) To determine the practicality of providing acces- 
sibility to planned multifamily dwellings based on the 
topography of the existing natural terrain, the minimum 
percentage of ground floor unites to be made accessible 
should equal the percentage of the total buildable area 
(not including floodplain, wetlands, or other restricted 
use areas) of the undisturbed site that has an existing 
natural grade of less than 10% slope. 

(C) In addition to the percentage established in para- 
graph (B), all ground floor units in a building, or ground 
floor units served by a particular entrance, shall be made 
accessible if the entrance to the unites is on an accessible 
route, defined as a walkway with a slope between the 
planned entrance and a pedestrian or vehicular arrival 
point that is no greater than 8.33%. 

B. Site Impracticality Due to Unusual Characteristics. 
Unusual characteristics include sites located in a feder- 
ally designated floodplain or coastal high-hazard area 
and sites subject to other similar requirements of law or 
code that the lowest structural member of the lowest 
floor must be raised to a specified level at or above the 
base flood elevation. An accessible route to a building 
entrance is impractical due to unusual characteristics of 
the site when: 

(i) the unusual site characteristics result in a differ- 
ence in finished grade elevation exceeding 30 inches and 
10 percent measured between an entrance and all vehic- 
ular or pedestrian arrival points within 50 feet of the 
planned entrance; or 

(ii) if there are no vehicular or pedestrian arrival 
points within 50 feet of the planned entrance, the un- 
usual characteristics result in a difference in finished 
grade elevation exceeding 30 inches and 10 percent 
measured between an entrance and the closest vehicular 
or pedestrian arrival point. 

2. Exceptions to Site Impracticality. Regardless of site 
considerations described in Section 3115 (a) 1., an ac- 
cessible entrance on an accessible route is practical 
when: 

A. There is an elevator connecting the parking arca 
with the dwelling units on a ground floor. (In this case, 
those dwelling units on the ground floor served by an 
elevator, and at least one of each type of public- and 
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common-use areas, would be subject to these guide- 
lines.) However: 

(i) Where a building elevator is provided only as a 
means of creating an accessible route to dwelling units 
on a ground floor, the building is not considered an ele- 
vator building for purposes of these guidelines; hence, 
only the ground floor dwelling units would be covered. 

(ii) If the building elevator is provided as a means of 
access to dwelling units other than dwelling units on a 
ground floor, then the building is an elevator building 
which is a covered multifamily dwelling, and the eleva- 
tor in that building must provide accessibility to all 
dwelling units in the building, regardless of the slope of 
the natural terrain; or 

B. An elevated walkway is planned between a building 
entrance and a vehicular or pedestrian arrival point and 
the planned walkway has a slope no greater than 10 
percent. 


DIVISION II 
U.S. DEPARTMENT OF JUSTICE 
AMERICANS WITH DISABILITIES ACT 
GUIDELINES FOR READILY ACHIEVABLE 
BARRIER REMOVAL 


NEW SECTION 


WAC 51-20-93116 SECTION 3116. (a) Purpose. 
The purpose of this division is to provide the United 
States Department of Justice, Americans with Disabili- 
ties Act Guidelines for readily achievable barrier remov- 
al in existing buildings. 

(b) Scope 1. General. The provisions of this division 
may be used as a guideline for the removal of readily 
achievable barriers to accessibility in existing buildings, 
as required by the Americans with Disabilities Act of 
1990. 

2. Applicability of Other Provisions. Except as specifi- 
cally allowed by this division, all buildings and portions 
thereof shall meet all applicable provisions of this code. 

(c) Definitions. For the purpose of this division, cer- 
tain terms are defined as follows: 

COMMERCE is travel, trade, traffic, commerce, 
transportation or communication— 

1. Among the several States; 

2. Between any foreign country or any territory or 
possession and any State; or 

3. Between points in the same State but through an- 
other State or foreign country. 

COMMERCIAL FACILITIES are facilities— 

1. Whose operations will affect commerce; 

2. That are intended for nonresidential use by a pri- 
vate entity; and 

3. That are not— 

A. Facilities that are covered or expressly exempted 
from coverage under the Fair Housing Act of 1968, as 
amended (42 U.S.C. 3601—3631); 

B. Aircraft; or 

C. Railroad locomotives, railroad freight cars, railroad 
cabooses, commuter or intercity passenger rail cars (in- 
cluding coaches, dining cars, sleeping cars, lounge cars, 
and food service cars), any other railroad cars described 
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in section 242 of the American's with Disability Act or 
covered under title II of the American's with Disabilities 
Act, or railroad rights-of-way. For purposes of this def- 
inition, "rail" and "railroad" have the meaning given the 
term "railroad" in section 202(e) of the Federal Rail- 
road Safety Act of 1970 (46 U.S.C. 431(e)). 

PLACE OF PUBLIC ACCOMMODATION is a fa- 
cility, operated by a private entity, whose operations af- 
fect commerce and fall within at least one of the follow- 
ing categories— 

1. An inn, hotel, motel, or other place of lodging, ex- 
cept for an establishment located within a building that 
contains not more than five rooms for rent or hire and 
that is actually occupied by the proprietor of the estab- 
lishment as the residence of the proprietor; 

2. A restaurant, bar, or other establishment serving 
food or drink; 

3. A motion picture house, theater, concert hall, sta- 
dium, or other place of exhibition or entertainment; 

4. An auditorium, convention center, lecture hall, or 
other place of public gathering; 

5. A bakery, grocery store, clothing store, hardware 
store, shopping center, or other sales or rental 
establishment; 

6. A laundromat, dry-cleaner, bank, barber shop, 
beauty shop, travel service, shoe repair service, funeral 
parlor, gas station, office of an accountant or lawyer, 
pharmacy, insurance office, professional office of a health 
care provider, hospital, or other service establishment; 

7. A terminal, depot, or other station used for speci- 
fied public transportation; 

8. A museum, library, gallery, or other place of public 
display or collection; 

9. A park, zoo, amusement park, or other place of 
recreation; 

10. A nursery, elementary, secondary, undergraduate, 
or postgraduate private school, or other place of 
education; 

11. A day care center, senior citizen center, homeless 
shelter, food bank, adoption agency, or other social ser- 
vice center establishment; and 

12. A gymnasium, health spa, bowling alley, golf 
course, or other place of exercise or recreation. 

PRIVATE ENTITY is a person or entity other than a 
public entity. 

Public accommodation is a private entity that owns, 
leases (or leases to), or operates a place of public 
accommodation. 

PUBLIC ENTITY is— 

1. Any State or local government; 

2. Any department, agency, special purpose district, or 
other instrumentality of a State or States or local gov- 
ernment; and 

3. The National Railroad Passenger Corporation, and 
any commuter authority (as defined in section 103(8) of 
the Rail Passenger Service Act). 

READILY ACHIEVABLE is easily accomplishable 
and able to be carried out without much difficulty or ex- 
pense. In determining whether an action is readily 
achievable, factors to be considered include— 

1. The nature and cost of the action needed under this 
part; 
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2. The overall financial resources of the site or sites 
involved in the action; the number of persons employed 
at the site; the effect on expenses and resources, or the 
impact otherwise of the action upon the operation of the 
site; 

3. The overall financial resources of any parent corpo- 
ration or entity; the overall size of the parent corporation 
or entity with respect to the number of its employees; 
the number, type, and location of its facilities; 

4. The type of operation or operations of the parent 
corporation or entity, including the composition, struc- 
ture, and functions of the workforce of the parent cor- 
poration or entity; and 

5. The geographic separateness, and the administra- 
tive or fiscal relationship of the site or sites in question 
to the parent corporation or entity. 

(d) Removal of Barriers. 1. General. A public accom- 
modation shall remove architectural barriers in existing 
facilities, including communication barriers that are 
structural in nature, where such removal is readily 
achievable, i.e., easily accomplishable and able to be 
carried out without much difficulty or expense. 

(e) Examples. Examples of steps to remove barriers 
include, but are not limited to, the following actions: 

1. Installing ramps; 

2. Making curb cuts in sidewalks and entrances; 

3. Lowering shelves; 

4. Rearranging tables, chairs, vending machines, dis- 
play racks, and other furniture; 

5. Lowering telephones; 

6. Adding raised letter markings on elevator control 
buttons; 

7. Installing flashing alarm lights; 

8. Widening doors; 

9. Installing offset hinges to widen doorways; 

10. Eliminating a turnstile or providing an alternative 
accessible path; 

11. Installing accessible door hardware; 

12. Installing grab bars in toilet stalls; 

13. Rearranging toilet partitions to increase maneu- 
vering space; 

14. Insulating lavatory pipes; 

15. Installing a raised toilet seat; 

16. Installing a full-length bathroom mirror; 

17. Lowering the paper towel dispenser in a bathroom; 

18. Creating a designated accessible parking space; 

19. Installing an accessible paper cup dispenser at an 
existing inaccessible water fountain; 

20. Removing high pile, low density carpeting; or 

21. Modifying vehicle hand controls. 

(f) Priorities. A public accommodation shall take 
measures to comply with the barrier removal require- 
ments of this section in accordance with the following 
order of priorities: 

l. First, a public accommodation shall take measures 
to provide access to a place of public accommodation 
from public sidewalks, parking, or public transportation. 
These measures include, for example, installing an en- 
trance ramp, widening entrances, and providing accessi- 
ble parking spaces. 

2. Second, a public accommodation shall take mea- 
sures to provide access to restroom facilities in places of 
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public accommodation where restroom facilities are used 
by the public on more than an incidental basis. These 
measures include, for example, removal of obstructing 
furniture or vending machines, widening of doors, in- 
stallations of ramps, providing accessible signage, wid- 
ening of toilet stalls, and installations of grab bars. 

3. Third, a public accommodation shall take measures 
to provide access to those areas of a place of public ac- 
commodation where goods and services are made avail- 
able to the public. These measures include, for example, 
adjusting the layout of display racks, rearranging tables, 
widening doors, and installing ramps. 

4. Fourth, a public accommodation shall take any 
other measures necessary to provide access to the goods, 
services, facilities, privileges, advantages, or accommo- 
dations of a place of public accommodations. 

(g) Relationship to Alterations Requirements of Sec- 
tion 3109 of this Code. Measures taken solely to comply 
with the barrier removal requirements of this section are 
not required to conform to the requirements for altera- 
tions in Section 3109 of this code. These measures in- 
clude, for example, installing a ramp with a steeper slope 


or widening a doorway to a narrower width than that 


required by Section 3109 of this code. No measure shall 
be taken, however, that poses a significant risk to the 
health or safety of individuals with disabilities or others. 

(h) Portable Ramps. Portable ramps should be used to 
comply with this division only when installation of a 
permanent ramp is not readily achievable. In order to 
avoid any significant risk to the health or safety of indi- 
viduals with disabilities or others in using portable 
ramps, due consideration shall be given to safety fea- 
tures such as nonslip surfaces, railings, anchoring, and 
strength of materials. 

(i) Interpretation of Readily Achievable. |. Barrier 
removal is not readily achievable if it would result in 
significant loss of profit or significant loss of efficiency of 
operation. 

(2) The rearrangement of temporary or movable 
structures, such as furniture, equipment, and display 
racks is not readily achievable to the extent that it re- 
sults in a significant loss of selling or serving space. 

(j) Alternatives to Barrier Removal. 1. General. 
Where a public accommodation can demonstrate that 
barrier removal is not readily achievable, a public ac- 
commodation shall not fail to make its goods, services, 
facilities, privileges, advantages, or accommodations 
available through alternative methods, if those methods 
are readily achievable. 

2. Examples. Examples of alternatives to barrier re- 
moval include, but are not limited to, the following 
actions: 

A. Providing curb-service or home-delivery; 

B. Retrieving merchandise from inaccessible shelves 
or racks; 

C. Relocating activities to accessible locations; 

D. Providing refueling service at inaccessible self- 
service gas stations. 

(k) Personal Devices and Services. This section does 
not require a public accommodation to provide its custo- 
mers, clients, or participants with personal devices, such 


Washington State Register, Issue 92-01 


as wheelchairs, or services of a personal nature including 
assistance in eating, toileting, or dressing. 

(I) Multiscreen Cinemas. If it is not readily achievable 
to remove barriers to provide access by persons with 
mobility impairments to all of the theaters of a 
multiscreen cinema, the cinema shall establish a film ro- 
tation schedule that provides reasonable access for indi- 
viduals who use wheelchairs to all films. Reasonable no- 
tice shall be provided to the public as to the location and 
time of accessible showings. 

(m) Readily Achievable and Undue Burden: Factors 
to be Considered. In determining whether an action is 
readily achievable or would result in an undue burden, 
factors to be considered include: 

1. The nature and cost of the action needed under this 
part; 

2. The overall financial resources of the site or sites 
involved in the action; the number of persons employed 
at the site; the effect on expenses and resources, or the 
impact otherwise of the action upon the operation of the 
site; 

3. The overall financial resources of any parent corpo- 
ration or entity; the overall size of the parent corporation 
or entity with respect to the number of its employees; 
the number, type, and location of its facilities; 

4. The type of operation or operations of the parent 
corporation or entity, including the composition, struc- 
ture, and functions of the workforce of the parent cor- 
poration or entity; and 

5. The geographic separateness, and the administra- 
tive or fiscal relationship of the site or sites in question 
to the parent corporation or entity. 

(n) Accessible or Special Goods. 1. This part does not 
require a public accommodation to alter its inventory to 
include accessible or special goods that are designed for, 
or facilitate use by, individuals with disabilities. 

2. A public accommodation shall order accessible or 
special goods at the request of an individual with dis- 
abilities, if, in the normal course of its operation, it 
makes special orders on request for institute goods, and 
if the accessible or special goods can be obtained from a 
supplier with whom the public accommodation custom- 
arily does business. 

3. Examples of accessible or special goods include 
items such as Brailled versions of books, books on audio 
cassettes, closed-captioned video tapes, special sizes or 
lines of clothing, and special foods to meet particular di- 
etary needs. 

(о) Seating in Assembly Areas. 1. To the extent that 
it is readily achievable, a public accommodation shall: 

A. Provide a reasonable number of wheelchair seating 
spaces in assembly areas; and, 

B. Locate the wheelchair seating spaces so that they: 

(i) Are dispersed throughout the seating area; 

(ii) Provide lines of sight comparable to those in all 
viewing areas; 

(iii) Adjoin an accessible route of travel that also 
serves as a means of egress in case of emergency; and, 

(iv) Permit individuals who use wheelchairs to sit with 
family members or other companions. 
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EXCEPTION: If removal of seats is not readily achievable, a public 
accommodation shall provide a portable chair or oth- 
er means to permit a family member or other com- 


panion to sit with an individual who uses a . 


wheelchair. 


DIVISION III 
U.S. ARCHITECTURAL AND BARRIERS 
COMPLIANCE BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR DETECTABLE 
WARNINGS 


NEW SECTION 


WAC 51-20-93117 SECTION 3117. (a) General. 
The purpose of this division is to provide additional de- 
sign guidelines for construction and installation of trun- 
cated domes as required by the Americans with Disabil- 
ities Act of 1990. 

(b) Raised Truncated Domes. Raised truncated domes 
shall have a diameter of 0.9 inches nominal, a height of 
0.2 inches nominal and a center-to—center spacing of 
2.35 inches nominal. Raised truncated domes shall com- 
ply with Appendix Chapter 31, Division VII for visual 
contrast. 


DIVISION IV 
U.S. ARCHITECTURAL AND BARRIERS 
COMPLIANCE BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR AUDIBLE 
ALARMS 


NEW SECTION 


WAC 51-20-93118 SECTION 3118. (a) Purpose. 
The purpose of this division is to provide the United 
States Department of Justice, Americans with Disabili- 
ties Act Guidelines for audible alarms. 

(b) Audible Alarms. Audible alarms shall exceed the 
prevailing equivalent sound level in the room or space by 
at least 15 decibels, or shall exceed any maximum sound 
level with a duration of 30 seconds by 5 decibels, which- 
ever is louder. Sound levels for alarm signals shall not 
: exceed 120 decibels. 


DIVISION V 
U.S. ARCHITECTURAL AND BARRIERS 
COMPLIANCE BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR VISIBLE 
ALARM 


NEW SECTION 


WAC 51-20-93119 SECTION 3119. (a) Purpose. 
The purpose of this division is to provide the United 
States Department of Justice, Americans with Disabili- 
ties Act Guidelines for visible alarms. 

(b) Visible Alarms. Visible alarm signals shall have 
the following minimum photometric and location 
features: 
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1. The lamp shall be a xenon strobe type. 

2. The color shall be clear (i.e., unfiltered or clear fil- 
tered white light). 

3. The intensity shall be a minimum of 75 candela 
seconds and a maximum of 120 candela seconds. 

4. The flash rate shall be a minimum of 1 Hz and a 
maximum of 3 Hz. 

5. The appliance shall be placed a minimum of 80 
inches above the highest floor level within the space. 

6. No place in any room shall be more than 50 feet 
from the signal (in the horizontal plane). 

7. No place in corridors or hallways shall be more 
than 50 feet from the signal. 


DIVISION VI 
U.S. ARCHITECTURAL AND BARRIERS 
COMPLIANCE BOARD 
AMERICANS WITH DISABILITIES ACT 
ALTERNATE GUIDELINES FOR VISUAL 
CONTRAST 


NEW SECTION 


WAC 51-20-93120 SECTION 3120. (a) Purpose. 
The purpose of this division is to provide the United 
States Department of Justice, Americans with Disabili- 
ties Act Guidelines for visual contrast. 

(b) Guidelines for Visual Contrast. 1. Raised Trun- 
cated Domes. Raised truncated domes used as detectable 
warnings shall contrast visually by 70 percent with ad- 
joining surfaces. Contrast in percent shall be determined 
as follows: 


Contrast — ((B ka в?)/в 1] x 100 


where: В! = light reflectance value (LRV) of the lighter area; 


and, 
В? = light reflectance value (LRV) of the darker area. 


The material used to provide contrast shall be an in- 
tegral part of the walking surface. 

2. Signage. The characters and background of signs 
shall be eggshell (11 to 19 degree gloss on 60 degree 
glossimeter). Characters shall be light on a dark back- 
ground (or dark on a light background) and contrast 
with their background by at least 70 percent. Contrast in 
percent shall be determined as follows: 


Contrast = [((B' В 2)/В |] x 100 


where: B! = light reflectance value (LRV) of the lighter area; 


and, 
В? = light reflectance value (LRV) of the darker area. 


UNIFORM BUILDING CODE STANDARD NO. 
31-1 


Building and Facility Access Specifications. U.B.C. No. 
31-1 is deleted in its entirety. 
Reviser's note: The brackets and enclosed material in the text of 


the above section occurred in the copy filed by the agency and appear 
in the Register pursuant to the requirements of RCW 34.08.040. 


Chapter 51-21 WAC 
STATE BUILDING CODE ADOPTION AND 
AMENDMENT OF THE 1991 EDITION OF THE 
UNIFORM BUILDING CODE STANDARDS 
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NEW SECTION 


WAC 51-21-001 AUTHORITY. These rules are 
adopted under the authority of chapter 19.27 RCW. 


NEW SECTION 


WAC 51-21-002 PURPOSE. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 


NEW SECTION 


WAC 51-21-003 UNIFORM BUILDING CODE 
STANDARDS. The 1991 edition of the Uniform Build- 
ing Code Standards as published by the International 
Conference of Building Officials is hereby adopted by 
reference with the following additions, deletions, and 
exceptions. 


NEW SECTION 


WAC 51-21-007 EXCEPTIONS. The exceptions 
and amendments to the Uniform Building Code Stan- 
dards contained in the provisions of chapter 19.27 RCW 
shall apply in case of conflict with any of the provisions 
of these rules. 


NEW SECTION 


WAC 51-21-008 IMPLEMENTATION. The Uni- 
form Building Code Standards adopted by chapter 51— 
21 WAC shall become effective in all counties and cities 
of this state on July 1, 1992, unless local amendments 
have been approved by the state building code council. 


NEW SECTION 


WAC 51-21-31010 UBC STANDARDS NO. 31- 
1. Building and Facility Access Specifications. UBC 
Standard No. 31-1 is deleted in its entirety. 


NEW SECTION 


WAC 51-21-38030 UBC STANDARDS NO. 38- 
3. Installation of sprinkler systems in Group R Occu- 
pancies four stories or less. The following amendments 
are adopted to Chapter 38-3 of the UBC Standards. 


NEW SECTION 


WAC 51-21-38038 TABLE 1-5.Í. Table 1-5.1 is 
amended to read as follows: 
Table 1—5.1 


Materials and Dimensions Standard 


Spec. for Black and Hot-Dipped Zinc- 
Coated (Galvanized) Welded and 
Seamless Steel Pipe for Fire 


Protection Use ASTM A795 


Specification for Welded and 


Seamless Steel Pipe ASTM A53 
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Materials and Dimensions Standard 
Wrought-Steel Pipe ANSI B36.10M 
Specification for Electric Resistance 

Welded Steel Pipe ASTM A135 
Copper Tube (Drawn, Seamless) 
Specification for Seamless Copper Tube ASTM B88 
Specification for General Requirements 
for Wrought Seamless Copper and 
Copper-Alloy Tube ASTM B251 
Brazing Filler Metal (Classification 
BCuP-3 or BCuP-4) AWS А5.8 
Specification for Solder Metal, 95-5 
(Tin-Antimony-Grade 95TA) ASTM B32 
Specifications for CPVC Pipe ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 
Specification for Polybutylene Tube ASTM D 3309 


NEW SECTION 


WAC 51-21-38039 TABLE 1-5.5. Table 1-5.5 is 
amended to read as follows: 


Table 1-5.5 


Materials and Dimensions Standard 
Cast Iron 
Cast Iron Threaded Fittings, 
Class 125 and 250 ANSI B16.4 
Cast Iron Pipe Flanges and 
Flanged Fittings ANSI B16.1 
Malleable Iron 
Malleable Iron Threaded Fittings, 
Class 150 and 300 ANSI B16.3 
Steel 
Factory-made Threaded Fittings 
Class 150 and 300 ANSI B16.9 
Buttwelding ends for Pipe, Valves, 
Flanges, and Fittings ANSI B16.25 
Spec. for Piping Fittings of Wrought 
Carbon Steel and Alloy Stecl for 
Moderate and Elevated Temperatures ASTM A234 
Pipe Flanges and Flanged Fittings, 
Steel Nickel Alloy and Other 
Special Alloys ANSI ВІ6.5 
Forged Steel Fittings, Socket 
Welded and Threaded ANSI В16.11 
Copper 
Wrought Copper and Copper Alloy i 
Solder—Joint Pressure Fittings ANSI B16.22 
Cast Copper Alloy Solder—Joint 
Pressure fittings ANSI B16.18 
Plastic Fittings for CPVC Pipe ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 
Plastic Fittings for Polybutylene Tube ASTM D 3309 
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Table of WAC Sections Affected 


KEY TO TABLE 


Symbołs: This table covers the current calendar year through this issue of the 
Register and should be used to locate rules amended, adopted, or re- 


AMD = Amendment of existing section о. 10 
A/R = Amending and recodifying a section pealed subsequent to the publication date of the latest WAC or 
DECOD = Decodification of an existing section Supplement. 
NEW = New section not previously codified А . i 
OBJEC = Notice of objection by Joint Administrative Rules WAC jj shows the section number under which an agency rule is or 
Review Committee will be codified in the Washington Administrative Code. 
PREP = P 1 t ; : А 
SE = Keadoption оао section WSR # shows the issue of the Washington State Register where the 
RECOD = Recodification of previously codified section document may be found; the last three digits show the sequence of the 
REP = Repeal of existing section document within the issue. 
RESCIND = Rescind previous emergency rule 
REVIEW = Review of previously adopted rule 
Suffixes: 
~P = Proposed action 
-C = Continuance of previous proposal 
-E = Emergency action 
-S = Supplemental notice 
-W= Withdrawal of proposed action 


No suffix means permanent action 


WAC # WSR # WAC # WSR # WAC # WSR. # 

1-06-040 AMD-P 91-06-067 1-08-240 REP-P 91-06-067 1-08—490 REP-P 91-06-067 
1-06-040 AMD 91-10-010 1-08-240 REP 91-10-010 1-08-490 REP 91-10-010 
1-08-005 REP-P 91-06-067 1-08-250 REP-P 91-06-067 1-08-500 REP-P 91-06-067 
1-08-005 ВЕР 91-10-010 1-08-250 REP 91-10-010 1-08—500 REP 91-10-010 
1-08-007 REP-P 91-06-067 1-08-260 REP-P 91-06-067 1-08-510 REP-P 91-06-067 
1-08-007 REP 91-10-010 1-08-260 REP 91-10-010 1-08-510 REP 91-10-010 
1-08-010 REP-P 91-06-067 1-08-270 REP-P 91-06-067 1-08—520 REP-P 91-06-067 
1-08-010 REP 91-10-010 1-08-270 REP 91-10-010 1-08-520 REP 91-10-010 
1-08-030 REP-P 91-06-067 1-08-280 REP-P 91-06-067 1-08-530 REP-P 91-06-067 
1-08-030 REP 91-10-010 1-08—280 REP 91-10-010 1-08-530 REP 91-10-010 
1-08-040 REP-P 91-06-067 1-08-290 REP-P 91-06-067 - . 1-08-540 REP-P  91-06-067 
1-08-040 REP 91-10-010 1-08-290 REP 91-10-010 1--08-540 . REP 91-10-010 
1-08-050 REP-P  91-06-067 1-08—300 REP-P 91-06-067 1-08—550 REP-P 91-06-067 
1-08-050 REP 91-10-010 1-08-300 REP 91-10-010 1-08—550 REP 91-10-010 
1-08—060 REP-P 91-06-067 1-08-310 REP-P 91-06-067 1-08—560 REP-P 91-06-067 
1-08-060 REP 91-10-010 1-08-310 REP 91-10-010 1-08--560 REP 91-10-010 
1-08-070 REP-P 91-06-067 1-08—320 REP-P 91-06-067 1-08-570 REP-P 91-06-067 
1-08-070 REP 91-10-010 1-08-320 REP 91-10-010 1-08—570 REP 91-10-010 
1-08-080 REP-P 91-06-067 1-08—330 REP-P  91-06-067 1-08—580 REP-P  91-06-067 
1-08-080 REP 91-10-010 1-08-330 REP 91-10-010 1-08—580 REP 91-10-010 
1-08-090 REP-P 91-06-067 1-08-340 REP-P 91-06-067 1-08—590 REP-P 91-06-067 
1-08-090 REP 91-10-010 1-08-340 REP 91-10-010 108-590 КЕР 91-10-010 
1-08-100 REP-P 91-06-067 1-08-350 REP-P 91-06-067 1-21-040 PREP 91-12-007 
1-08-100 REP 91-10-010 1-08-350 REP 91-10-010 1-21-040 AMD-P  91-18-027 
1-08-110 REP-P 91-06-067 1-08—360 REP-P 91-06-067 1-21-040 AMD 91-22-006 
1-08-110 REP 91-10-010 1-08-360 REP 91-10-010 4-25-040 AMD-P 91-20-079 
1-08-120 REP-P 91-06-067 1-08-370 REP-P 91-06-067 4-25-040 AMD-E 91-21-006 
1-08-120 REP 91-10-010 1-08-370 REP 91-10-010 4-25-040 AMD 91-24-027 
1-08-130 REP-P 91-06-067 1-08—380 REP-P 91-06-067 4-25-140 AMD-P 91-20-080 
1-08-130 REP 91-10-010 1-08-380 REP 91-10-010 4-25-140 AMD 91-24-028 
1-08-140 REP-P 91-06-067 1-08-390 REP-P 91-06-067 4-25-190 AMD-P 91-14-090 
1-08-140 REP 91-10-010 1-08—-390 REP 91-10-010 4-25-190 AMD-P 91-14-091 
1-08-150 REP-P 91-06-067 1-08-400 REP-P  91-06-067 4-25-190 AMD 91-21-005 
1-08-150 REP 91-10-010 1-08-400 REP 91-10-010 4-25-192 NEW-P 91-14-090 
1-08-160 REP-P 91-06-067 1-08-410 REP-P 91-06-067 4-25-192 NEW-W  91-21-004 
1-08-160 REP 91-10-010 1-08-410 REP 91-10-010 16-08-001 REP-P 91-20-177 
1-08-170 REP-P 91-06-067 1-08-420 REP-P 91-06-067 16-08—001 REP 91-23-051 
1-08-170 REP 91-10-010 \ 1-08-420 REP 91-10-010 16-08-002 NEW-P 91-20-177 
1-08-180 REP-P 91-06-067 1-08-430 REP-P 91-06-067 16-08-002 NEW 91-23-051 
1-08-180 REP 91-10-010 1-08-430 REP 91-10-010 16-08-010 REP-P  91—20-177 
1-08-190 REP-P 91-06-067 1-08-440 REP-P 91-06-067 16-08-010 REP 91-23-051 
1-08-190 REP 91-10-010 1-08-440 REP 91-10-010 16-08-011 .NEW-P 91-20-177 
1-08-200 REP-P 91-06-067 1-08—450 REP-P 91-06-067 16-08-011 NEW 91-23-051 
1-08-200 REP 91-10-010 1-08-450 REP 91-10-010 16-08-020 REP-P 91-20-177 
1-08-210 REP-P 91-06-067 1-08-460 REP-P 91-06-067 16-08-020 REP 91-23-051 
1-08-210 REP 91-10-010 1-08-460 REP 91-10-010 16-08-021 NEW-P 91-20-177 
1-08-220 REP-P 91-06-067 1-08-470 REP-P 91-06-067 16-08-021 NEW 91-23-051 
1-08-220 REP 91-10-010 1-08-470 REP 91-10-010 16-08-031 NEW-P 91-20-177 
1-08-230 REP-P 91-06-067 1-08-480 REP-P 91-06-067 16-08-031 NEW 91-23-051 
108-230 REP 91-10-010 1-08-480 REP 91-10-010 16-08-040 REP-P 91-20-177 


WAC # WSR # 
16-08-040 REP 91-23-051 
16-08-041 NEW-P 91-20-177 
16-08-041 NEW 91-23-051 
16-08-050 REP-P 91-20-177 
16-08-050 REP 91-23-051 
16-08-051 NEW-P  91-20-177 
16-08-051 NEW 91-23-051 
16-08-060 REP-P 91-20-177 
16-08060 REP 91-23-051 
16-08-061 NEW-P 91-20-177 
16-08-061 NEW 91-23-051 
16-08-070 REP-P 91-20-177 
16-08-070 REP 91-23-051 
16-08-071 NEW-P 91-20-177 
16-08-071 NEW 91-23-051 
16-08-080 REP-P 91-20-177 
16-08-080 REP 91-23-051 
16-08-081 NEW-P 91-20-177 
16-08-081 NEW 91-23-051 
16-08-090 REP-P 91-20-177 
16-08-090 REP 91-23-051 
16-08-091 NEW-P 91-20-177 
16-08-091 NEW 91-23-051 
16-08-100 REP-P 91-20-177 
16-08-100 REP 91-23-051 
16-08-101 NEW-P 91-20-177 
16-08-101 NEW 91-23-051 
16-08-110 REP-P 91-20-177 
16-08-110 REP 91-23-051 
16-08-111 NEW-P 91-20-177 
16-08-111 NEW 91-23-051 
16-08-120 REP-P 91-20-177 
16-08-120 REP 91-23-051 
16-08-121 NEW-P 91-20-177 
16-08-121 NEW 91-23-051 
16-08-130 REP-P 91-20-177 
16-08-130 REP 91-23-051 
16-08-131 NEW-P 91-20-177 
16-08-131 NEW 91-23-051 
16-08-140 REP-P 91-20-177 
16-08-140 REP 91-23-051 
16-08-141 NEW-P 91-20-177 
16-08-141 NEW 91-23-051 
16-08-150 REP-P 91-20-177 
16-08-150 REP 91-23-051 
16-08-151 NEW-P 91-20-177 
16-08-151 NEW 91-23-051 
16-08-160 REP-P 91-20-177 
16-08-160 REP 91-23-051 
16-08-161 NEW-P 91-20-177 
16-08-161 NEW 91-23-051 
16-08-170 REP-P 91-20-177 
16-08-170 REP 91-23-051 
16-08-171 NEW-P 91-20-177 
16-08-171 NEW 91-23-051 
16-08-180 REP-P 91-20-177 
16-08-180 REP 91-23-051 
16-08-190 REP-P 91-20-177 
16-08-190 REP 91-23-051 
16-08-200 REP-P 91-20-177 
16-08-200 REP 91-23-051 
16-08-210 REP-P 91-20-177 
16-08-210 REP 91-23-051 
16-08-220 REP-P 91-20-177 
16-08-220 REP 91-23-051 
16-08-230 REP-P 91-20-177 
16-08-230 REP 91-23-051 
16-08-240 REP-P 91-20-177 
16-08-240 REP 91-23-051 
16-08-250 REP-P 91-20-177 
16-08-250 REP 91-23-051 
16-08-260 REP-P 91-20-177 
16-08-260 REP 91-23-051 
16-08-270 REP-P 91-20-177 
16-08-270 REP 91-23-051 
16-08-280 REP-P 91-20-177 
16-08-280 REP 91-23-051 


Table of WAC Sections Affected 


WACH WSR j WAC ji 
16-08-290 REP-P 91-20-177 16-80-015 
16-08-290 REP 91-23-051 16-80-020 
16-08-300 REP-P 91-20-177 16-80-020 
16-08-300 REP 91-23-051 16-80-025 
16-08-310 REP-P 91-20-177 16-80-025 
16-08-310 REP 91-23-051 16-80-030 
16-08-320 REP-P 91-20-177 16-80-030 
16-08-320 REP 91-23-051 16-80-035 
16-08-330 REP-P 91-20-177 16-80-035 
16-08-330 REP 91-23-051 16-80-040 
16-08-340 REP-P 91-20-177 16-80-040 
16-08-340 REP 91-23-051 16-80-045 
16-08-350 REP-P 91-20-177 16-80-045 
16-08-350 REP 91-23-051 16-80-047 
16-08-360 REP-P 91-20-177 16-80-047 
16-08-360 REP 91-23-051 16-80-050 
16-08-370 REP-P 91-20-177 16-80-050 
16-08-370 REP 91-23-051 16-104—310 
16-08—380 REP-P 91-20-177 16-104-310 
16-08-380 REP 91-23-051 16-104-320 
16-08-390 REP-P 91-20-177 16-104-320 
16-08-390 REP 91-23-051 16-104-330 
16-08-400 REP-P 91-20-177 16-104-330 
16-08-400 REP 91-23-051 16-104-340 
16-08-410 REP-P  91-20-177 16-104-340 
16-08-410 REP 91-23-051 16-104—350 
16-08-420 REP-P 91-20-177 16-104—350 
16-08-420 REP 91-23-051 16-104—360 
16-08-430 REP-P 91-20-177 16-104—360 
16-08-430 REP 91-23-051 16-104-370 
16-08-440 REP-P 91-20-177 16-104-370 
16-08-440 REP 91-23-051 16-122-001 
16-08-450 REP-P 91-20-177 16-122-001 
16-08-450 REP 91-23-051 16-124-011 
16-08-460 REP-P 91-20-177 16-124-011 
16-08-460 REP 91-23-051 16-126-001 
16-08-470 REP-P 91-20-177 16-126-001 
16-08-470 REP 91-23-051 16-146-100 
16-08480 REP-P 91-20-177 16-146-100 
16-08—480 REP 91-23-05] 16-146-110 
16-08-490 REP-P 91-20-177 16-146-110 
16-08—490 REP 91-23-051 16-154 
16-08-500 REP-P 91-20-177 16-154 
16-08-500 REP 91-23-051 16-154-010 
16-08-510 REP-P 91-20-177 16-154-010 
16-08-510 REP 91-23-051 16-154-020 
16-08-520 REP-P 91-20-177 16-154-020 
16-08-520 REP 91-23-051 16-154-020 
16-08-530 REP-P 91-20-177 16-154-020 
16-08—530 REP 91-23-051 16-154-030 
16-08-540 REP-P 91-20-177 16-154-030 
16-08-540 REP 91-23-051 16-154-040 
16-08-550 REP-P 91-20-177 16-154-040 
16-08-550 REP 91-23-051 16-154-050 
16-08-560 REP-P 91-20-177 16-154-050 
16-08--560 REP 91-23-051 16-154-060 
16-08-570 REP-P  91-20-177 16-154-060 
16-08-570 REP 91-23-051 16-154-070 
16-08-580 REP-P 91-20-177 16-154-070 
16-08-580 REP 91-23-051 16-154-080 
16-08-590 REP-P 91-20-177 16-154-080 
16-08-590 REP 91-23-051 16-154-090 
16-22-011 NEW-P 91-13-106 16-154-090 
16-22-011 NEW 91-16-005 16-154-100 
16-22-015 NEW-P  91-13-106 16-154-100 
16-22-015 NEW 91-16-005 16-154-110 
16-23-012 NEW-P  91-13-106 16-154-110 
16-23-012 NEW 91-16-005 16--154-120 
16-23-014 NEW-P  91-13-106 16-154-120 
16-23-014 NEW 91-16-005 16-156-005 
16-80-005 NEW-P 91-05-076 16-1 56-005 
16-80-005 NEW 91-08-027 16-156-020 
16-80-007 NEW-P 9I-05-076 16-156-020 
16-80-007 NEW 91-08-027 16-156-035 
16-80-010 NEW-P 91-05-076 16-156-035 
16-80-010 NEW 91-08-027 16-156-060 
16-80-015 NEW-P 91-05-076 16-156-060 


WSR 4 


91-08-027 
91-05-076 
91-08-027 
91-05-076 
91-08-027 
91-05-076 
91—08-027 
91-05-076 
91-08-027 
91-05-076 
91-08-027 
91-05-076 
91-08-027 
91-05-076 
91-08-027 
91-05-076 
91-08-027 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-21-125 
92-01-091 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-13-106 
91-16-005 
91-05—006 
91-09-028 
91-05-006 
91-09-028 
91-05-006 
91-09-028 
91-15-067 
91-20-013 
91-05-006 
91-09-028 
91-05-006 
91-09-028 
91-05-006 
91—09—028 
91-05-006 
9 i -09—028 
91-05-006 
91-09—028 
91-05-006 
91—09—028 
91-05-006 
91-09-028 
91-05-006 
91-09-028 
91-05—006 
91-09-028 
91-05—006 
91-09-028 
91-05-006 
91-09-028 
91—05-006 
91-09-028 
91—05—006 
91-09-028 
91—05-006 
91-09-028 


WAC # 


16-158-120 
16-158-120 
16-160-010 
16-160—020 
16-160-030 
16-160—040 
16—160-050 
16-160—060 
16-160-060 
16-160—060 
16-160—070 
16-160-090 
16-160—100 
16-212-125 
16-212-125 
16-212-126 
16-212-126 
16-212-127 
16-212-127 
16-212-128 
16-212-128 
16-228-020 
16-228-020 
16-228-164 
16-228-164 
16-230-110 
16-230-110 
16-230-115 
16-230-115 
16-230-120 
16-230-120 
16-230-150 
16-230-150 
16-230-160 
16-230-160 
16-230-170 
16-230-170 
16-230-180 
16-230-180 
16-230-190 
16-230-190 
16-230-400 
16-230—400 
16-230-410 
16-230-410 
16-230-440 
16-230-440 
16-230-450 
16-230-450 
16-230-460 
16-230—460 
16-230-470 
16-230-470 
16-230-475 
16-230-475 
16-230-605 
16-230-605 
16-230-610 
16-230-610 
16-230-615 
16-230-615 
16-230-625 
16-230-625 
16-230-670 
16-230-670 
16-230-675 
16-230-675 
16-231-001 
16-231-001 
16-231—033 
16-231-033 
16-231-100 
16-231-100 
16-231-148 
16-231-148 
16-231-200 
16-231-200 


Table of WAC Sections Affected 


WSR 4 WAC { WSR # WAC g WSR # 
91-05-006 16-231-205 AMD-P 91-02-106 16-232-001 AMD 91-06-019 
91-09-028 16-231-205. AMD 91-06-019 16-232-100 AMD-P 91-02-106 
91-05-007 16-231-210 AMD-P 91-02-106 16-232-100 AMD 91-06-019 
91-05-007 16-231-210 AMD 91-06-019 16-232-105 AMD-P 91-02-106 
91-05-007 16-231-235 AMD-P 91-02-106 16-232-105 AMD 91-06-019 
91-05-007 16-231-235 AMD 91-06-019 16-232-110 AMD-P 91-02-106 
91-05-007 16-231-238 REP-P  91-02-106 16-232-110 AMD 91-06-019 
91-05-007 16-231-238 REP 91-06-019 16-232-120 AMD-P 91-02-106 
91-15-067 16-231-300 AMD-P 91-02-106 16-232-120 AMD 91-06-019 
91-20-013 16-231-300 AMD 91-06-019 16-232-200 AMD-P 91-02-106 
91-05-007 16-231—305 AMD-P 91-02-106 16-232-200 AMD 91-06-019 
91-05-007 16-231-305 AMD 91-06-019 16-232-205 AMD-P 91-02-106 
91-05-007 16-231-310 AMD-P 91-02-106 16-232-205 AMD 91-06-019 
91-13-106 16-231-310 AMD 91-06-019 16-232-220 AMD-P 91-02-106 
91-16-005 16-231—330 AMD-P 91-02-106 16-232-220 AMD 91-06-019 
91-13-106 16-231-330 AMD 91-06-019 16-232-225 AMD-P 91-02-106 
91-16-005 16-231-340 AMD-P 91-02-106 16-232-225 AMD 91-06-019 
91-13-106 16-231—340 AMD 91-06-019 16-232-300 AMD-P 91-02-106 
91-16-005 16-231-343 REP-P  91-02-106 16-232-300 AMD 91-06-019 
91-13-106 16-231-343 REP 91-06-019 16-232-305 AMD-P 91-02-106 
91-16-005 16-231-400 AMD-P 91-02-106 16-232-305 AMD 91-06-019 
91-13-106 16-231-400 AMD 91-06-019 16-232-315 AMD-P 91-02-106 
91-16-005 16-231-405 AMD-P 91-02-106 16-232-315 AMD 91-06-019 
91-02-106 16-231-405 AMD 91-06-019 16-232-950 REP-P 91-02-106 
91-06-019 16-231-410 AMD-P 91-02-106 16-232-950 REP 91-06-019 
91-02-106 16-231-410 AMD 91-06-019 16-304-039 NEW-P 91-15-099 
91-06-019 16-231-420 AMD-P 91-02-106 16-304-039 NEW 91-21-043 
91-02-106 16-231-420 AMD 91-06-019 16-304-040 AMD-P 91-15-099 
91-06-019 16-231-425 AMD-P 91-02-106 16-304—040 AMD 91-21-043 
91-02-106 16-231-425 AMD 91-06-019 16-304-050 AMD-P 91-15-099 
91-06-019 16-231—500 AMD-P 91-02-106 16-304-050 AMD 91-21-043 
91-04-078 16-231—500 AMD 91-06-019 16-316-280 AMD-P 91-04-066 
91-08-058 16-231-505 AMD-P 91-02-106 16-316-280 AMD 91-08-017 
91-04-078 16-231—505 AMD 91-06-019 16-316-285 AMD-P 91-04-066 
91-08-058 16-231-510 AMD-P 91-02-106 16-316—285 AMD 91-08-017 
91-04-078 16-231-510 AMD 91-06-019 16-316-290 AMD-P 91-04-066 
91-08-058 16-231—525 AMD-P 91-02-106 16-316-290 AMD 91-08-017 
91-04-078 16-231—525 AMD 91-06-019 16-316-620 AMD-P 91-10-082 
91-08-058 16-231-530 AMD-P 91-02-106 16-316-620 AMD 91-14-001 
91-04-078 16-231-530 AMD 91-06-019 16-316-622 AMD-P 91-10-082 
91-08-058 16-231-600 AMD-P 91-02-106 16-316-622 AMD 91-14-001 
91-02-106 16-231-600 AMD 91-06-019 16--316-715 AMD-P 91-10-082 
91-06-019 16-231-605 AMD-P 91-02-106 16-316-715 AMD 91—14-001 
91-02-106 16-231-605 AMD 91-06-019 16-316-800 AMD-P 91-10-082 
91-06-019 16-231-610 AMD-P 91—02-106 16-316-800 AMD 91-14-001 
91-02-106 16-231-610 AMD 91-06-019 16-316-820 AMD-P 91-10-082 
91-06-019 16-231-615 AMD-P 91-02-106 16-316-820 AMD 91-14-001 
91-02-106 16-231-615 AMD 91-06-019 16-316-970 NEW-P 91-10-082 
91-06-019 16-231-620 AMD-P 91-02-106 16-316-970 NEW 91-13-087 
91-02-106 16-231-620 AMD 91-06-019 16-316-975 NEW-P 91-10-082 
91-06-019 16-231—700 AMD-P 91-02-106 16-316-975 NEW 91-13-087 
91-02-106 16-231-700 AMD 91-06-019 16-316-980 NEW-P 91-10-082 
91-06-019 16-231—705 AMD-P 91-02-106 16-316-980 NEW 91-13-087 
91-02-106 16-231—705 AMD 91-06-019 16-316-985 NEW-P 91-10-082 
91-06-019 16-231-715 AMD-P 91-02-106 16-316-985 NEW 91-13-087 
91-02-106 16-231-715 AMD 91-06-019 16-316-990 NEW-P 91-10-082 
91-06-019 16-231-720 AMD-P 91-02-106 16-316-990 NEW 91-13-087 
91-02-106 16-231-720 AMD 91-06-019 16-316-995 NEW-P 91-10-082 
91-06-019 16-231-800 AMD-P 91-02-106 16-316-995 NEW 91-13-087 
91-02-106 16-231-800 AMD 91-06-019 16-316-997 NEW-P 91-10-082 
91-06-019 16-231-805 AMD-P 91-02-106 16-316-997 NEW 91-13-087 
91-02-106 16-231-805 AMD 91-06-019 16-324-375 AMD-P 91-06-061 
91-06-019 16-231-825 AMD-P 91-02-106 16-324-375 AMD 91-10-029 
91-02-106 16-231-825 AMD 91-06-019 16-324-380 AMD-P 91-06-061 
91-06-019 16-231-840 AMD-P 91-02-106 16-324-380 AMD 91-10-029 
91-02-106 16-231-840 AMD 91-06-019 16-324-605 AMD-P 91-06-061 
91-06-019 16-231-900 AMD-P 91-02-106 16-324-605 AMD 91-10-029 
91-02-106 16-231-900 AMD 91-06-019 16-333-200 NEW-P 91-04-068 
91-06-019 16-231-905 AMD-P 91-02-106 16-333-200 NEW 91-08-015 
91-02-106 16-231-905 AMD 91-06-019 16-333-205 NEW-P 91-04-068 
91-06-019 16-231-935 AMD-P 91-02-106 16-333-205 NEW 91-08-015 
91-02-106 16-231-935 AMD 91-06-019 16-333-210 NEW-P 91-04-068 
91-06-019 16-231-938 REP-P 91-02-106 16-333-210 NEW 91-08-015 
91-02-106 16-231-938 REP 91-06-019 16-333-215 NEW-P 91-04-068 
91-06-019 16-231-950 REP-P 91-02-106 16-333-215 NEW 91-08-015 
91-02-106 16-231-950 REP 91-06-019 16-333-220 NEW-P 91-04-068 
91-06-019 16-232-001 AMD-P 91-02-106 16-333-220 NEW 91-08-015 


Table of WAC Sections Affected 


WAC # WSR 4 WAC # WSR # WAC # 
16-333-225 NEW-P 91-04-068 16-481-015 NEW-P 91-15-098 16-484—200 NEW 
16-333-225 NEW 91-08-015 16-481-015 NEW 91-21-042 16-484-205 NEW-E 
16-333-230 NEW-P 91-04-068 16-481-020 AMD-P 91-15-098 16-484-205 NEW-P 
16-333-230 NEW 91-08-015 16-481-020 AMD 91-21-042 16-484-205 NEW 
16-333-235 NEW-P 91-04-068 16-481-025 NEW-P 91-15-098 16-484-210 NEW-E 
16-333-235 NEW 91-08-015 16-481-025 NEW 91-21-042 16-484-210 NEW-P 
16-333-240 NEW-P 91-04-068 16-481-030 AMD-P 91-15-098 16-484-210 NEW 
16-333-240 NEW 91-08-015 16-481-030 AMD 91-21-042. 16-484—220 NEW-E 
16-333-245 NEW-P 91-04-068 16-481-040 REP-P 91-15-098 16-484-220 NEW-P 
16-333-245 NEW 91-08-015 16-481-040 REP 91-21-042 16-484-220 NEW 
16-354-005 AMD-P 91-04-067 16-481-050 AMD-P 91-15-098 16-484—230 NEW-E 
16-354-005 AMD 91-08-016 16-481-050 AMD 91-21-042 16-484—230 NEW-P 
16-354-010 AMD-P 91-04-067 16-481-060 AMD-P 91-15-098 16-484—230 NEW 
16-354-010 AMD 91-08-016 16-481-060 AMD 91-21-042 16-484-240 NEW-E 
16-354-020 AMD-P 91-04-067 16-481-070 AMD-P 91-15-098 16-484—240 NEW-P 
16-354-020 AMD 91-08-016 16-481-070 AMD 91-21-042 16-484-240 NEW 
16-354-030 AMD-P 91-04-067 16-481-075 NEW-P 91-15-098 16-484-250 NEW-E 
16-354-030 AMD 91-08-016 16-481-075 NEW 91-21-042 16-484—250 NEW-P 
16-354-040 AMD-P 91-04-067 16-482-001 AMD-P 91-03-105 16-484—250 NEW 
16-354-040 AMD 91-08-016 16-482-001 AMD 91-07-016 16-484—260 NEW-E 
16-354-070 AMD-P 91-04-067 16-482-005 NEW-P 91-03-105 16-484-260 NEW-P 
16-354-070 AMD 91-08-016 16-482-005 NEW 91-07-016 16-484—260 NEW 
16-354-100 AMD-P 91-04-067 16-482-006 NEW-P 91-03-105 16-486-001 REP-P 
16-354-100 AMD 91-08-016 16-482-006 NEW 91-07-016 16-486-001 REP 
16-403-141 AMD-P 91-03-093 16-482-007 NEW-P 91-03-105 16-486-010 REP-P 
16-403-141 AMD-W 91-07-015 16-482-007 NEW 91-07-016 16-486-010 REP 
16-461-006 NEW-P 92-01-121 16-482-010 AMD-P 91-03-105 16-486-015 REP-P 
16-461-010 AMD-P 92-01-121 16-482-010 AMD 91-07-016 16-486-015 REP 
16-470-010 AMD-P 91-15-100 16-482-015 NEW-P 91-03-105 16-486-020 REP-P 
16-470-010 AMD-W 91-20-020 16-482-015 NEW 91-07-016 16-486-020 REP 
16-470-010 AMD-P 91-20-081 16-482-016 NEW-P 91-03-105 16-486-025 REP-P 
16-470-010 AMD-W  92-01-013 16-482-016 NEW 91-07-016 16-486-025 REP 
16-470-015 AMD-P 91-15-100 16-482-017 NEW-P 91-03-105 16-486-030 REP-P 
16-470-015 AMD-W  91-20-020 16-482-017 NEW 91-07-016 16-486-030 REP 
16-470-015 AMD-P 91-20-081 16-482-020 AMD-P 91-03-105 16-486-035 REP-P 
16-470-015 AMD-W 92-01-013 16-482-020 AMD 91-07-016 16-486-035 REP 
16-470-100 AMD 91-03-115 16-482-030 REP-P 91-03-105 16-486-040 REP-P 
16-470-500 AMD-P 91-15-100 16-482-030 REP 91-07-016 16-486-040 REP 
16-470-500 AMD-W 91-20-020 16-482-040 REP-P 91-03-105 16-486-045 REP-P 
16-470-510 AMD-P 91-15-100 16-482-040 REP 91-07-016 16-486-045 REP 
16-470-510 AMD-W 91-20-020 16-483 PREP 91-10-013 16-487-005 NEW-P 
16-470-520 AMD-P 91-15-100 16-483-001 AMD-P 91-15-098 16-487-005 NEW 
16-470-520 AMD-W 91-20-020 16-483-001 AMD 91-21-042 16-487-010 AMD-P 
16-470-530 AMD-P 91-15-100 16-483-005 NEW-P 91-15-098 16-487-010 AMD 
16-470-530 AMD-W 91-20-020 16-483-005 NEW 91-21-042 16-487-015 NEW-P 
16-470-533 NEW-P 91-15-100 16-483-010 AMD-P 91-15-098 16-487-015 NEW 
16-470-533 NEW-W  91-20-020 16-483-010 AMD 91-21-042 16-487-017 NEW-P 
16-470-535 NEW-P 91-15-100 16-483-020 AMD-P 91-15-098 16-487-017 NEW 
16-470-535 NEW-W 91-20-020 16-483-020 AMD 91-21-042 16-487-020 AMD-P 
16-470-600 AMD-P 91-20-081 16-483-030 AMD-P 91-15-098 16-487-020 AMD 
16-470—600 AMD-W 92-01-013 16-483-030 AMD 91-21-042 16-487-023 NEW-P 
16-470-605 AMD-P 91-20-081 16-483-040 AMD-P 91-15-098 16-487-023 NEW 
16-470-605 AMD-W 92-01-013 16-483-040 AMD 91-21-042 16-487-025 NEW-P 
16-470-610 AMD-P 91-20-081 16-483-050 AMD-P 91-15-098 16-487-025 NEW 
16-470-610 AMD-W  92-01-013 16-483-050 AMD 91-21-042 16-487-030 AMD-P 
16-470-615 AMD-P 91-20-081 16-483-060 AMD-P 91-15-098 16-487-030 AMD 
16-470-615 AMD-W 92-01-013 16-483-060 AMD 91-21-042 16-487-040 AMD-P 
16-470-620 REP-P 91-20-081 16-483-070 REP-P  91-15-098 16-487-040 AMD 
16-470-620 REP-W 92-01-013 16-483-070 REP 91-21-042 16-487-050 AMD-P 
16-470-625 AMD-P 91-20-081 16-484-020 REP-P 91-07-037 16-487-050 AMD 
16-470-625 AMD-W 92-01-013 16-484-020 REP 91-11-053 16-487-060 AMD-P 
16-470-630 REP-P 91-20-081 16-484-022 REP-P 91-07-037 16-487-060 AMD 
16-470-630 REP-W 92-01-013 16-484-022 REP 91-11-053 16-487-100 NEW-P 
16-470-635 AMD-P 91-20-081 16-484-030 REP-P 91-07-037 16-487-100 NEW 
16-470-635 AMD-W 92-01-013 16-484-030 REP 91-11-053 16-487-110 NEW-P 
16-471-010 NEW 91-03-046 16-484-040 REP-P 91-07-037 16-487-110 NEW 
16-471-015 NEW 91-03-046 16-484-040 REP 91-11-053 16-487-120 NEW-P 
16-471-020 NEW 91-03-046 16-484-050 REP-P 91-07-037 16-487-120 NEW 
16-471-030 NEW 91-03-046 16-484-050 REP 91-11-053 16-487-130 NEW-P 
16-471-040 NEW 91-03-046 16-484-080 REP-P 91-07-037 16-487-130 NEW 
16-471-050 NEW 91-03-046 16-484-080 REP 91-11-053 16-487-140 NEW-P 
16-471-060 NEW 91-03-046 16-484-090 REP-P 91-07-037 16-487—140 NEW 
16-471-070 NEW 91-03-046 16-484-090 REP 91-11-053 16-487-150 NEW-P 
16-471-080 NEW 91-03-046 16-484-100 REP-P 91-07-037 16-487-150 NEW 
16-481 PREP 91-10-013 16-484-100 REP 91-11-053 16-487-160 NEW-P 
16-481-010 AMD-P 91-15-098 16-484-200 NEW-E 91-06-035 16-487-160 NEW 
16-481-010 AMD 91-21-042 16-484-200 NEW-P 91-10-095 16-487-200 NEW-P 
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Table of WAC Sections Affected 


WAC g WSR # WACH WSR 4 WAC # WSR 4 
16—487-200 NEW 91-21-041 16-495-105 AMD-P 91-10-082 16-752-300 AMD 91-03-045 
16-487-210 NEW-P  91-15-097 16-495—105 AMD 91-13-087 16-752-305 AMD 91-03-045 
16-487-210 NEW 91-21-041 16-495—110 AMD-P 91-10-082 16-752-310 READ 91-03-045 
16-487-220 NEW-P 91-15-097 16-495-110 AMD 91-13-087 16-752-315 AMD 91-03-045 
16-487-220 NEW 91-21-041 16-497-001 AMD-P 91-04-067 16-752-320 READ 91-03-045 
16-487—230 NEW-P 91-15-097 16-497-001 AMD 91-08-016 16-752-325 REP 91-03-045 
16—487-230 NEW 91-21-041 16-497-005 NEW-P 91-04-067 16-752-330 AMD 91-03-045 
16—487-240 NEW-P 91-15-097 16-497-005 NEW 91-08-016 36-12 AMD-P 91-05-032 
16-487—240 NEW 91-21-041 16-497-020 AMD-P  91-04-067 36-12 AMD 91-11-038 
16-487-250 NEW-P 91-15-097 16-497-020 AMD 91-08-016 36-12-010 AMD-P 91-05-032 
16-487-250 NEW 91-21-041 16-497-030 AMD-P 91-04-067 36-12-010 AMD 91-11-038 
16-487-300 NEW-P 91-15-097 16-497-030 AMD 91-08-016 36-12-011 AMD-P 91-05-032 
16-487-300 NEW 91-21-041 16-497-040 AMD-P 91-04-067 36-12-011 AMD 91-11-038 
16-487-310 NEW-P 91-15-097 16-497-040 AMD 91-08-016 36-12-020 AMD-P 91-05-032 
16-487-310 NEW 91-21-041 16-497-050 AMD-P 91-04-067 36-12-020 AMD 91-11-038 
16487320 NEW-P 91-15-097 16-497—050 AMD 91-08-016 36-12-030 AMD-P 91-05-032 
16-487-320 NEW 91-21-041 16-497-060 AMD-P 91-04-067 36-12-030 AMD 91-11-038 
16-487-330 NEW-P 91-15-097 16-497—060 AMD 91-08-016 36-12-040 AMD-P 91-05-032 
16-487-330 NEW 91-21-041 16-528—105 NEW 91—05—065 36-12-040 AMD 91-11-038 
16-487-335 NEW-P 91-15-097 16-528-110 AMD 91-05-065 36-12-050 AMD-P 91-05-032 
16-487-335 NEW 91-21-041 16-528-150 AMD 91-05-065 36-12-050 AMD 91-11-038 
16-494-001 AMD-P 91-04-066 16-528—170 NEW 91-05-065 36-12-060 AMD-P 91-05-032 
16-494-001 AMD 91-08-017 16-532-040 AMD-P 91-09-057 36-12-060 AMD 91-11-038 
16-494-010 AMD-P 91-04-066 16-532-040 AMD-C  91-14-113 36-12-070 AMD-P 91-05-032 
16-494-010 AMD 91-08-017 16—532—040 AMD 91-15-019 36-12-070 AMD 91-11-038 
16-494-012 NEW-P 91-04-066 16-557-010 NEW-E 91-08-021 36-12-080 AMD-P 91-05-032 
16-494-012 NEW 91-08-017 16-557-010 NEW 91-09-003 36-12-080 AMD 91-11-038 
16-494-013 NEW-P 91-04-066 16-557-020 NEW-E 91-08-021 36-12-090 REP-P 91-05-032 
16-494-013 NEW 91-08-017 16-557-020 NEW 91-09-003 36-12-090 REP 91-11-038 
16-494-015 REP-P 91-04-066 16-557-030 NEW-E 91-08-021 36-12-100 AMD-P 91-05-032 
16-494-015 REP 91-08-017 16-557-030 NEW 91-09-003 36-12-100 AMD 91-11-038 
16-494-020 AMD-P 91-04-066 16-557-040 NEW-E 91-08-021 36-12-110 AMD-P 91-05-032 
16-494-020 AMD 91-08-017 16-557-040 NEW 91-09-003 36-12-110 AMD 91-11038 
16-494-030 AMD-P 91-04-066 16-557-041 NEW-E  91-08-021 36-12-120 AMD-P 91-05-032 
16-494-030 AMD 91-08-017 16~557-04 | NEW 91-09-003 36-12-120 AMD 91-11-038 
16-494-042 AMD-P 91-04-066 16-557-050 NEW-E 91-08-021 36-12—120 AMD-P  9I-I1-101 
16-494-042 AMD 91-08-017 16-557-050 NEW 91-09-003 36-12-120 AMD 91-14-063 
16-494-043 NEW-P 91-04-066 16—557-060 NEW-E 91-08-021 36-12-130 AMD-P 91-05-032 
16-494-043 NEW 91-08-017 16-557-060 NEW 91-09-003 36-12-130 AMD 91-11-038 
16-494-044 AMD-P 91-04-066 16-557-070 NEW-E 91-08-021 36-12-150 AMD-P 91-05-032 
16-494-044 AMD 91-08-017 16-557-070 NEW 91-09-003 36-12-150 AMD 91-11-038 
16-494-045 NEW-P 91-04-066 16-557-080 NEW-E 91-08-021 36-12-160 AMD-P 91-05-032 
16-494-045 NEW 91-08-017 16-557-080 NEW 91-09-003 36-12-160 AMD 91-11-038 
16-494-046 NEW-P 91-04-066 16-560-06001 — AMD-P 91-13-105 36-12-170 AMD-P 91-05-032 
16-494-046 NEW 91-08-017 16-560-06001 AMD-C 91-20-077 36-12-170 AMD 91--11-038 
16-494-047 NEW-P 91-04-066 16-560-06001 AMD 92-01-009 36-12-180 AMD-P 91-05-032 
16-494-047 NEW 91-08-017 16-603-010 NEW-P 91-04-076 36-12-180 AMD 91-11-038 
16-494-062 AMD-P 91-04-066 16-603-010 NEW-C 9I-09-042 36-12-190 AMD-P 91-05-032 
16-494-062 AMD 91-08-017 16-603-010 AMD 91-13-018 36-12-190 AMD 91-11-038 
16-494-063 NEW-P 91-04-066 16-604-010 AMD-P 92-01-111 36-12-195 NEW-P 91-05-032 
16-494-063 NEW 91-08-017 16-604-015 NEW-P 92-01-111 36-12-195 NEW 91-11-038 
16-494-064 NEW-P 91-04-066 16-605A-005 — NEW-P 91-13-106 36-12-200 AMD-P 91-05-032 
16-494-064 NEW 91-08-017 16-605A-005 NEW 91-16-005 36-12-200 AMD 91-11-038 
16-495-004 AMD-P 91-10-082 16-620-390 NEW-P 91-13-106 36-12-220 AMD-P 91-05-032 
16-495-004 AMD 91-13-087 16-620-390 NEW 91-16-005 36-12-220 AMD 91-11-038 
16-495-010 AMD-P 91-10-082 16-674—030 NEW-P 91-13-106 36-12-230 REP-P 91-05-032 
16-495-010 AMD 91-13-087 16-674-030 NEW 91-16-005 36-12-230 REP 91-11-038 
16-495-020 AMD-P 91-10-082 16-674-040 NEW-P 91-13-106 36-12--240 AMD-P 91-05-032 
16-495-020 AMD 91-13-087 16-674-040 NEW 91-16-005 36-12-240 AMD 91-11-038 
16-495-030 AMD-P 91-10-082 16-674-050 NEW-P 91-13-106 36-12-250 AMD-P 91-05-032 
16-495-030 AMD 91-13-087 16-674-050 NEW 91-16-005 36-12-250 AMD 91-11-038 
16-495-040 AMD-P 91-10-082 16-694—020 NEW-P 91-13-106 36-12-260 AMD-P 91-05-032 
16-495-040 AMD 91-13-087 16-694—020 NEW 91-16-005 36-12-260 AMD 91-11-038 
16-495-050 AMD-P 91-10-082 16-694-021 NEW-P 91-13-106 36-12-270 AMD-P 91-05-032 
16-495-050 AMD 91—13-087 16-694-021 NEW 91-16-005 36-12-270 AMD 91—11-038 
16-495-060 AMD-P 91-10-082 16-750-001 RE-AD-P 91-20-145 36-12-280 AMD-P 91-05-032 
16-495-060 AMD 91-13-087 16-750-001 READ 91-24-072 36-12-280 AMD 91-11-038 
16-495-080 REP-P 91-10-082 16-750-003 RE-AD-P 91-20-145 36-12-290 AMD-P 91-05-032 
16-495-080 REP 91-13-087 16-750-003 READ 91-24-072 36-12-290 AMD 91-11-038 
16-495-085 REP-P 91-10-082 16-750-004 RE-AD-P 91-20-145 36-12-300 AMD-P 91-05-032 
16-495-085 REP 91-13-087 16-750-004 READ 91-24-072 36-12-300 AMD 91-11-038 
16-495—090 AMD-P 91-10-082 16-750-005 AMD-P 91-20-145 36-12-310 AMD-P 91-05-032 
16-495-090 AMD 91-13-087 16-750-005 AMD 91-24-072 36-12-310 AMD 91-11-038 
16-495-095 AMD-P 91-10-082 16-750-011 AMD-P 91-20-145 36-12-320 AMD-P 91-05-032 
16-495-095 AMD 91-13-087 16-750-011 AMD 91-24-072 36-12-320 AMD 91-1 1-038 
16-495-100 AMD-P 91-10-082 16-750-015 RE-AD-P 91-20-145 36-12-330 AMD-P 91-05-032 
16-495-100 AMD 91-13-087 16-750-015 READ 91-24-072 36-12-330 AMD 91-11-038 
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WSR 4 WAC # WSR 4 WAC # WSR f 
AMD-P 91-05-032 50-20-050 REP-P 91-18-079 51-11-0526 NEW 92-01-140 
AMD 91-11-038 50-20-050 REP 91-22-035 51-11-0527 NEW-P 91-16-111 
AMD-P 91-05-032 50-20-055 REP-P 91-18-079 51-11-0527 NEW 92-01-140 
AMD 91-11-038 50-20-055 REP 91-22-035 51-11-0528 NEW-P 91-16-111 
AMD-P 91-05-032 50-20-060 REP-P 91-18-079 51-11-0528 NEW 92-01-140 
AMD 91-11-038 50-20-060 REP 91-22-035 51-11-0529 NEW-P 91-16-111 
NEW-P 91-05-032 50-20-070 REP-P 91-18-079 51-11-0529 NEW 92-01-140 
NEW 91-11-038 50-20-070 REP 91-22-035 51-11-0530 NEW-P 91-16-111 
NEW-P 91-05-032 50-20-080 REP-P 91-18-079 51-11-0530 NEW 92-01-140 
NEW 91-11-038 50-20-080 REP 91-22-035 51-11-0531 NEW-P 91-16-111 
AMD-P 91-05-032 50-20-090 REP-P 91-18-079 51-11-0531 NEW 92-01-140 
AMD 91-11-038 50-20-090 REP 91-22-035 51-11-0532 NEW-P 91-16-111 
REP-P 91-05-032 50-20-100 NEW-P  91-18-079 51-11-0532 NEW 92-01-140 
REP 91-11-038 50-20-100 NEW 91-22-035 51-11-0533 NEW-P 91-16-11 
NEW-P 91-05-032 50-20-110 NEW-P 91-18-079 51-11-0533 NEW 92-01-140 
NEW 91-11-038 50-20-110 NEW 91-22-035 51-11-0534 NEW-P 91-16-111 
REP-P 91-05-032 50-20-120 NEW-P 91-18-079 51-11-0534 NEW 92-01-140 
REP 91-11-038 50-20-120 NEW 91-22-035 51-11-0535 NEW-P 91-16-111 
AMD-P 91-05-032 50-20-130 NEW-P  91-18-079 51-11-0535 NEW 92-01-140 
AMD 91-11-038 50-20-130 NEW 91-22-035 51-11-0536 NEW-P 91-16-111 
AMD-P 91-05-032 50-20-140 NEW-P 91-18-079 51-11-0536 NEW 92-01-140 
AMD 91-11-038 50-20-140 NEW 91-22-035 51-11-0537 NEW-P  91-16-111 
NEW-P 91-05-032 50-20-150 NEW-P 91-18-079 51-11-0537 NEW 92-01-140 
NEW 91-11-038 50-20-150 NEW 91-22-035 51-11-0538 NEW-P 91-1I6-111 
REP-P 91-05-032 50-20-160 NEW-P 91-18-079 51-11-0538 NEW 92-01-140 
REP 91-11-038 50-20-160 NEW 91-22-035 51-11-0539 NEW-P  91-16-111 
NEW-P 91-05-032 50-20-170 NEW-P 91-18-079 51-11-0539 NEW 92-01-140 
NEW 91-11-038 50-20-170 NEW 91-22-035 51-11-0540 NEW-P 91-16-111 
REP-P 91-05-032 50-20-180 NEW-P 91-18-079 51-11-0540 NEW 92-01-140 
REP 91-11-038 50-20-180 NEW 91-22-035 51-11-0541 NEW-P  91-16-!11 
NEW-P 91-05-032 50-20-190 NEW 91-22-035 51-11-0541 NEW 92-01-140 
NEW 91-1 1-038 50-20-200 NEW 91-22-035 51-11-0542 NEW-P 91-16-111 
REP-P 91-05-032 50-30-010 NEW-P 91-20-176 51-11-0542 NEW 92-01-140 
REP 91-11-038 50-30-010 NEW-E  91-23-074 51-11-0600 NEW 91-06-065 
NEW-P 91-05-032 50-30-020 NEW-P 91-20-176 51-11-0608 AMD-P 91-16-11] 
NEW 91-11-038 50-30-020 NEW-E 91-23-074 51-11-0608 AMD 92-01-140 
AMD-P 91-05-032 50-30-030 NEW-P 91-20-176 51-11-0625 NEW-P 91-16-111 
AMD 91-11-038 50-30-030 NEW-E  91-23-074 51-11-0625 NEW 92-01-140 
REP-P 91-05-032 50-30-040 NEW-P 91-20-176 51-11-0626 NEW-P 91-16-111 
REP 91-11-038 50-30-040 NEW-E 91-23-074 51-11-0626 NEW 92-01—140 
REP-P 91-05-032 50-30-050 NEW-P 91-20-176 51-11-0627 NEW-P 91-16-111 
REP 91-11-038 50-30-050 NEW-E 91-23-074 51-11-0627 NEW 92-01-140 
REP-P 91-05-032 50-30-060 NEW-P 91-20-176 51-11-0628 NEW-P 91-16-111 
REP 91-11-038 50-30-060 NEW-E 91-23-074 51-11-0628 NEW 92-01-140 
AMD-P 91-22-080 50-30-070 NEW-P 91-20-176 51-11-0629 NEW-P 91-16-111 
NEW-P 91-22-080 50-30-070 NEW-E  91-23-074 51-11-0629 NEW 92-01-140 
AMD-P 91-22-080 50-30-080 NEW-P 91-20-176 51-11-0630 NEW-P 91-16-111 
NEW-P 91-22-080 50-30-080 NEW-E  91-23-074 51-11-0630 NEW 92-01-140 
AMD-P 91-15-101 50-30-090 NEW-P 91-20-176 51-11-0631 NEW-P 91-16-111 
AMD 91-18-055 50-30-090 NEW-E  91-23-074 51-11-0631 NEW 92-01-140 
AMD-P 92-01-092 50-30-100 NEW-P 91-20-176 51-11-1000 AMD-P 91-16-111 
NEW-P 92-01-093 50-30-100 NEW-E  91-23-074 51-11-1000 AMD 92-01-140 
NEW-P 92-01-093 50-30-110 NEW-P 91-20-176 51-13-502 AMD-P 91-07-047 
NEW-P 92-01-093 50-30-110 NEW-E 91-23-074 51-13-502 AMD 91-12-045 
NEW-P 92-01-093 50-44-005 NEW-P  91-15-102 51-16 AMD-S 91-20-174 
NEW-P 92-01-093 50-44-005 NEW 91-18-054 51-16 AMD 92-01-069 
NEW-P 92-01-093 50-44-020 AMD-P  91-15-102 51-16-010 REP-P 91-16-112 
NEW-P 92-01-093 50-44-020 AMD 91-18-054 51-16-010 AMD-S 91-20-174 
NEW-P 92-01-093 50-44-030 AMD-P 91-15-102 51-16-010 AMD 92-01-069 
NEW-P 92-01-093 50-44-030 AMD 91-18-054 51-16-020 REP-P  91-16-112 
NEW-P 92-01-093 50-44-050 AMD-P 91-15-102 51-16-020 AMD-S 91-20-174 
NEW-P 92-01-093 50-44-050 AMD 91-18-054 51-16-020 AMD 92-01-069 
NEW-P 92-01-093 50-44-060 NEW-P 91-15-102 51-16-030 REP-P 91-16-112 
NEW-P 92-01-093 50-44-060 NEW 91-18-054 51-16-030 AMD-S 91-20-174 
NEW-P 92-01-093 51-10 REP-P 91-16-110 51-16-030 AMD 92-01-069 
AMD-P 91-18-079 51-10 REP 92-01-130 51-16-040 REP-P  91-16-112 
AMD 91-22-035 51-11-0502 AMD-P 91-16-111 51-16-040 REP-S 91-20-174 
REP-P 91-18-079 51-11-0502 AMD 92-01-140 51-16-040 REP 92-01-069 
REP 91-22-035 51-11-0503 AMD-P  9I-16-111 51-16-050 REP-P  91-16-112 
REP-P 91-18-079 51-11-0503 AMD 92-01-140 51-16-050 REP-P 91-20-174 
REP 91-22-035 51-11-0504 AMD-P  91-16-111 51-16-050 REP 92-01-069 
REP-P 91-18-079 51-11-0504 AMD 92-01-140 51-16-060 REP-P X 91-16-112 
REP 91-22-035 51-11-0505 AMD-P 91-16-111 51-16-060 REP-S  91-20-174 
REP-P 91-18-079 51-11-0505 AMD 92-01-140 51-16-060 REP 92-01-069 
REP 91-22-035 51-11-0525 NEW-P 91-16-11 51-16-070 REP-P  91-16-112 
REP-P 91-18-079 51-11-0525 NEW 92-01-140 51-16-070 REP-S  91-20-174 
REP 91-22-035 51-11-0526 NEW-P 91-16-111 51-16-070 REP 92-01-069 


WAC # 


51-16-080 
51-16-080 
51-16—080 
51-16-100 
51-16-100 
51-16-100 
51-18-010 
51-18-010 
51-18-020 
51-18-020 
51-18-030 
51-18-030 
51-18-040 
51-18-040 
51-18-050 
51-18-050 
51-19-470 
51-20—001 
51-20—001 
51-20—001 
51-20—002 
51-20-002 
51-20-002 
51-20—003 
51-20-003 
51-20—003 
51-20—004 
51-20—004 
51-20—004 
51-20-005 
51-20-005 
51-20-005 
51-20—007 
51-20—007 
51-20—007 
51-20—008 
51-20-008 
51-20—008 
51-20—009 
51-20-009 
51-20-0100 
51-20-0100 
51-20-0100 
51-20-0104 
51-20-0104 
51-20-0104 
51-20-0300 
51-20-0300 
51-20-0300 
51-20-0307 
51-20-0307 
51-20-0307 
51-20-0400 
51-20-0400 
51-20-0400 
51-20-0404 
51-20-0404 
51-20-0404 
51-20-0407 
51-20-0407 
51-20-0407 
51-20-0409 
51-20-0409 
51-20-0409 
51-20-0414 
51-20-0414 
51-20-0414 
51-20-0417 
51-20-0417 
51-20-0417 
51-20-0419 
51-20-0419 
51-20-0420 
51-20-0420 
51-20-0420 
51-20-0500 
51-20-0500 


REP-P 
AMD-S 
AMD 
REP-P 
REP 
REP-S 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
NEW-W 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 
NEW-P 
NEW-S 
NEW 
NEW-P 
NEW-S 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
91-16-112 51-20-0500 NEW 92-01-145 51-20-1224 NEW-P 91-16-113 
91-20-174 51-20-0503 NEW-P 91-16-113 51-20-1224 NEW-S 91-20-175 
92-01-069 51-20-0503 NEW-S 91-20-175 51-20-1224 NEW 92-01-145 
91-16-112 51-20-0503 NEW 92-01-145 51-20-1225 NEW-P 91-16-113 
92-01-069 51-20-0504 NEW-P 91-16-113 51-20-1225 NEW-S 91-20-175 
91—20-174 51-20-0504 NEW-S 91-20-175 51-20-1225 NEW 92-01-145 
91-20-160 51-20-0504 NEW 92-01-145 51-20-1226 NEW-P 91-16-113 
92-01-068 51-20-0514 NEW-P 91-16-113 51-20-1226 NEW-S 91-20-175 
91-20-160 51-20-0514 NEW-S 91-20-175 51-20-1226 NEW 92-01-145 
92-01-068 51-20-0514 NEW 92-01-145 51-20-1227 NEW-P 91-16-113 
91-20-160 51-20-0515 NEW-P 91-16-113 51-20-1227 NEW-S 91-20-175 
92-01-068 51-20-0515 NEW-S 91-20-175 51-20-1227 NEW 92-01-145 
91-20-160 51-20-0515 NEW 92-01--145 51-20-1228 NEW-P 91-16-113 
92-01-068 51-20-0516 NEW-P 91-16-113 51-20-1228 NEW-S 91-20-175 
91-20-160 51-20-0516 NEW-S 91-20-175 51-20-1228 NEW 92-01-145 
92-01-068 51-20-0551 NEW-P 91-16-113 51-20-1229 NEW-P 91-16-113 
91-06-064 51-20-0551 NEW-S 91-20-175 51-20-1229 NEW-S 91-20-175 
91-16-113 51-20-0551 NEW 92-01-145 51-20-1229 NEW 92-01~145 
91-20-175 51-20-0554 NEW-P 91-16-113 51-20-1230 NEW-P 91-16-113 
92-01-145 51-20-0554 NEW-S 91-20-175 51-20-1230 NEW-S 91-20-175 
91-16-113 51-20-0555 NEW-P 91-16-113 51-20-1230 NEW 92-01-145 
91-20-175 51-20-0555 NEW-S 91-20-175 51-20-1231 NEW-P 91-16-113 
92-01-145 51-20-0600 NEW-P 91-16-113 51-20-1231 NEW-S 91-20-175 
91-16-113 51-20-0600 NEW-S 91-20-175 51-20-1231 NEW 92-01-145 
91-20-175 51-20-0600 NEW 92-01—145 51-20-1232 NEW-P 91-16-113 
92-01-145 51-20-0605 NEW-P 91-16-113 51-20-1232 NEW-S 91—20—175 
91-16-113 51-20-0605 NEW-S 91—20-175 51-20-1232 NEW 92-01-145 
91-20-175 51-20-0605 NEW 92-01-145 51-20-1233 NEW-P 91-16-113 
92-01-145 51-20-0610 NEW-P 91-16-113 51-20-1233 NEW-S 91-20-175 
91-16-113 51-20-0610 NEW-S 91-20-175 51-20-1233 NEW 92-01-145 
91-20-175 51-20-0700 NEW-P 91—16-113 51-20-1234 NEW-P 91-16-113 
92-01-145 51-20-0700 NEW-S 91-20-175 51-20-1234 NEW-S 91-20-175 
91-16-113 51-20-0700 NEW 92-01-145 51-20-1234 NEW 92-01-145 
91-20-175 51-20-0702 NEW-P 91-16-113 51-20-1251 NEW-P 91-16-113 
92-01—145 51-20-0702 NEW-S 91-20-175 51-20-1251 NEW-S 91-20-175 
91-16-113 51-20-0702 NEW 92-01-145 51-20-1800 NEW-P 91-16-113 
91-20-175 51-20-0800 NEW-P 91-16-113 51-20-1800 NEW-S 91-20-175 
92-01-145 51-20-0800 NEW-S 91-20-175 51-20-1800 NEW 92-01-145 
91-16-113 51-20-0800 NEW 92-01-145 51-20-1807 NEW-P 91-16-113 
92-01-145 51-20-0801 NEW-P 91-16-113 51-20-1807 NEW-S 91-20-175 
91-16-113 51-20—0801 NEW-S 91—20-175 51-20-1807 NEW 92-01-145 
91-20-175 51-20-0801 NEW 92-01-145 51-20-2300 NEW-P 91-16-113 
92-01-145 51-20-0802 NEW-P 91-16-113 51-20-2300 NEW-S 91-20-175 
91-16-113 51-20-0802 NEW-S 91-20-175 51-20-2300 NEW 92-01-145 
91-20-175 51-20-0802 NEW 92-01-145 51-20-2312 NEW-P 91-16-113 
92-01-145 51-20-0900 NEW-P 91-16-113 51-20-2312 NEW-S 91-20-175 
91-16-113 51-20-0900 NEW-S 91—-20-175 51-20-2312 NEW 92-01-145 
91-20-175 51-20-0900 NEW 92-01-145 51-20-2700 NEW-P 91-16-113 
92-01-145 51-20-0901 NEW-P 91-16-113 51-20-2700 NEW-S 91-20—175 
91-16-113 51-20-0901 NEW-S 91—20-175 51-20-2700 NEW 92-01-145 
91—20-175 51-20-0901 NEW 92-01-145 51-20-2710 NEW-P 91-16-113 
92-01-145 51-20-0902 NEW-P 91-16-113 51-20-2710 NEW-S 91-20-175 
91-16-113 51-20-0902 NEW-S 91-20-175 51-20-2710 NEW 92-01-145 
91-20-175 51-20-0902 NEW 92-01-145 51-20-3000 NEW-P 91-16-113 
92-01-145 51-20-1000 NEW-P 91-16-113 51-20-3000 NEW-S 91-20-175 
91-16-113 51-20-1000 NEW-S 91-20-175 51-20-3000 NEW 92-01-145 
91-20-175 51-20-1000 NEW 92-01-145 51-20-3007 NEW-P 91-16-113 
92-01-145 51-20-1011 NEW-P 91-16-113 51-20-3007 NEW-S 91-20-175 
91-16-113 51-20-1011 NEW-S 91-20-175 51-20-3007 NEW 92-01-145 
91-20-175 51-20-1011 NEW 92-01-145 51-20-3100 NEW-P 91-16-113 
92-01-145 51-20-1200 NEW-P 91-16-113 51-20-3100 NEW-S 91-20-175 
91-16-113 51-20-1200 NEW-S 91-20-175 51-20-3100 NEW 92-01-145 
91-20-175 51-20-1200 NEW 92-01--145 51-20-3101 NEW-P 91-16-113 
92-01-145 51-20-1201 NEW-P 91-16-113 51-20-3101 NEW-S 91-20-175 
91-16-113 51-20-1201 NEW-S 91-20-175 51-20-3101 NEW 92-01-145 
91-20-175 51-20-1201 NEW 92-01-145 51-20-3102 NEW-P 91-16-113 
92-01-145 51-20-1210 NEW-P 91-16-113 51-20-3102 NEW-S 91-20-175 
91-16-113 51-20-1210 NEW-S 91-20-175 51-20-3102 NEW 92-01-145 
91-20-175 51-20-1210 NEW 92-01-145 51-20-3103 NEW-P 91-16-113 
92-01-145 51-20-1215 NEW-P 91-16-113 51-20-3103 NEW-S 91-20-175 
91-16-113 51-20-1215 NEW-S 91-20-175 51-20-3103 NEW 92-01-145 
91-20-175 51-20-1215 NEW 92-01-145 51-20-3104 NEW-P 91-16-113 
91-16-113 51-20-1216 NEW-P 91-16-113 51-20-3104 NEW-S 91--20-175 
91-20-175 51-20-1216 NEW-S 91-20-175 51-20-3104 NEW 92-01-145 
92-01--145 51-20-1223 NEW-P 91-16-113 51-20-3105 NEW-P 91-16-113 
91-16-113 51-20-1223 NEW-S 91-20-175 51-20-3105 NEW-S 91-20-175 
91-20-175 51-20-1223 NEW 92-01-145 51-20-3105 NEW 92-01-145 


WAC # 
51-20-3106 NEW-P 
51-20-3106 NEW-S 
51-20-3106 NEW 
51-20-3107 NEW-P 
51-20-3107 NEW-S 
51-20-3107 NEW 
51-20-3108 NEW-P 
51-20-3108 NEW-S 
51-20-3108 NEW 
51-20-3109 NEW-P 
51-20-3109 NEW-S 
51-20-3109 NEW 
51-20-3110 NEW-P 
51-20-3110 NEW-S 
51-20-3110 NEW 
51-20-3111 NEW-P 
51-20-3111 NEW-S 
51-20-3111 NEW 
51-20-3112 NEW-P 
51-20-3112 NEW-S 
51-20-3112 NEW 
51-20-3113 NEW-P 
51-20-3113 NEW-S 
51-20-3113 NEW 
51-20-3114 NEW-P 
51-20-3114 NEW-S 
51-20-3114 NEW 
51-20-3151 NEW-P 
51-20-3151 NEW-S 
51-20-3151 NEW 
51-20-3152 NEW-P 
51-20-3152 NEW-S 
51-20-3152 NEW 
51-20-3153 NEW-P 
51-20-3153 NEW-S 
51-20-3153 МЕМ 
51-20-3154 NEW-S 
51-20-3154 NEW 
51-20-3155 NEW-S 
51-20-3155 NEW 
51-20-3156 NEW-S 
51-20-3156 NEW 
51-20-3200 NEW-P 
51-20-3200 NEW-S 
51-20-3207 NEW-P 
51-20-3207 NEW-S 
51-20-3300 NEW-P 
51-20-3300 NEW-S 
51-20-3300 NEW 
51-20-3304 NEW-P 
51-20-3304 NEW-S 
51-20-3304 NEW 
51-20-3305 NEW-P 
51-20-3305 NEW-S 
51-20-3306 NEW-P 
51-20-3306 NEW-S 
51-20-3306 NEW 
51-20-3315 NEW-P 
51-20-3315 NEW-S 
51-20-3315 NEW 
51-20-3350 NEW-P 
51-20-3350 NEW-S 
51-20-3350 NEW 
51-20-3800 NEW-P 
51-20-3800 NEW-S 
51-20-3800 NEW 
51-20-3801 NEW-P 
51-20-3801 NEW-S 
51-20-3801 NEW 
51-20-3802 NEW-P 
51-20-3802 NEW-S 
51-20-3802 NEW 
51-20-3900 NEW-P 
51-20-3900 NEW-S 
51-20-3900 NEW 
51-20-3901 NEW-P 
51-20-3901 NEW-S 


Table of WAC Sections Affected 


WSR j WACH WSR 4 
91-16-113 51-20-3901 NEW 92-01-145 
91-20-175 51-20-3903 NEW-P  91-16-113 
92-01-145 51-20-3903 NEW-S 91-20-175 
91-16-113 51-20-3903 NEW 92-01-145 
91-20-175 51-20-5100 NEW-P 91-16-113 
92-01-145 51-20-5100 NEW-S 91-20-175 
91-16-113 51-20-5100 NEW 92-01-145 
91-20-175 51-20-5103 NEW-P 91-16-113 
92-01-145 51-20-5103 NEW-S 91-20-175 
91-16-113 51-20-5103 NEW 92-01-145 
91-20-175 51-20-5105 NEW-P  91-16-113 
92-01-145 51-20-5105 NEW-S 91-20-175 
91-16-113 51-20-5105 NEW 92-01-145 
91-20-175 51-20-5400 NEW-P 91-16-113 
92-01-145 51-20-5400 NEW-S 91-20-175 
91-16-113 51-20-5400 NEW 92-01-145 
91-20-175 51-20-5401 NEW-P 91-16-113 
92-01-145 51-20-5401 NEW-S 91-20-175 
91-16-113 51-20-5401 NEW 92-01-145 
91-20-175 51-20-91200 NEW-P 91-16-113 
92-01-145 51-20-91200 NEW-S 91-20-175 
91-16-113 51-20-91223 NEW-P 91-16-113 
91-20-175 51-20-91223 МЕМ-5 91-20-175 
92-01-145 51-20-91224 NEW-P 91-16-113 
91-16-113 51-20-91224 NEW-S 91-20-175 
91-20-175 51-20-91225 МЕМ-Р 91-16-113 
92-01-145 51-20-91225 NEW-S 91-20-175 
91-16-113 51-20-91226 МЕМ-Р 91-16-113 
91-20-175 51-20-91226 МЕМ-5 91-20-175 
92-01-145 51-20-91227 МЕМ-Р 91-16-113 
91-16-113 51-20-91227 МЕМ-5 91-20-175 
91-20-175 51-20-91228 NEW-P 91-16-113 
92-01-145 51-20-91228 NEW-S 91-20-175 
91-16-113 51-20-91229 NEW-P 91-16-113 
91-20-175 51-20-91229 NEW-S 91-20-175 
92-01-145 51-20-91230 NEW-P 91-16-113 
91-20-175 51-20-91230 NEW-S 91-20-175 
92-01-145 51-20-91231 NEW-P 91-16-113 
91-20-175 51—20-91231 NEW-S 91-20-175 
92-01-145 51-20-91232 МЕМ-Р 91-16-113 
91-20-175 51-20-91232 | NEW-S 91-20-175 
92-01-145 51-20-91233 МЕМ-Р 91-16-113 
91-16-113 51-20-91233  NEW-S 91-20-175 
91-20-175 51-20-91234 МЕМ-Р 91-16-113 
91-16-113 51-20-91234 — NEW-S 91-20-175 
91-20-175 51-20-93100 — NEW-P 91-16-113 
91-16-113 51-20-93100 — NEW-S 91-20-175 
91-20-175 51-20-93100 МЕМ 92-01-145 
92-01-145 51-20-9315 МЕМ-Р 91-16-113 
91-16-113 51-20-93115 — NEW-S 91-20-175 
91-20-175 51-20-9315 МЕМ 92-01-145 
92-01-145 51-20-93116 — NEW-P 91-16-113 
91-16-113 51-20-93116 — NEW-S 91-20-175 
91-20-175 51-20-93116 МЕМ 92-01-145 
91-16-113 51-20-93117 — NEW-P 91-16-113 
91-20-175 51-20-93117 _ NEW-S 91-20-175 
92-01-145 51-20-93117 МЕМ 92-01-145 
91-16-113 51-20-93118 — NEW-P 91-16-113 
91-20-175 51-20-9318 — NEW-S 91-20-175 
92-01-145 51-20-93118 МЕМ 92-01-145 
91-16-113 51-20-93119 — NEW-P 91-16-113 
91-20-175 51-20-93119 — NEW-S 91-20-175 
92-01-145 51-20-93119 МЕМ 92-01-145 
91-16-113 51-20-93120  NEW-P 91-16-113 
91-20-175 51-20-93120 МЕМ-5 91-20-175 
92-01-145 51-20-93120 МЕМ 92-01-145 
91-16-113 51-20-93121 NEW-P  91-16-113 
91-20-175 51-21-001 NEW-P 91-16-113 
92-01-145 51-21-001 NEW 92-01-145 
91-16-113 51-21-002 NEW-P 91-16-113 
91-20-175 51-21-002 NEW 92-01-145 
92-01-145 51-21-003 NEW-P 91-16-113 
91-16-113 51-21-003 NEW 92-01-145 
91-20-175 51-21-007 NEW-P 91-16-113 
92-01-145 51-21-007 NEW 92-01-145 
91-16-113 51-21-008 NEW-P 91-16-113 
91-20-175 51-21-008 NEW 92-01-145 


[388 ] 


WAC # 


51-21-31010 
51-21-31010 
51-21-38030 
51-21—-38030 
51-21—38038 
51-21—38038 
51-21-38039 
51-21-38039 
51-22-001 
51-22-001 
51-22-002 
51-22-002 
51-22-003 
51-22-003 
51-22-004 
51-22-004 
51-22-005 
51-22-005 
51-22-007 
51-22-007 
51—-22-008 
51—-22-008 
51-22-0400 
51-22-0400 
51-22-0423 
51-22-0423 
51-22-0500 
51-22-0500 
51-22-0504 
51-22-0504 
51-22-0800 
51-22-0800 
51-22-0807 
51-22-0807 
51-22-1000 
51-22-1000 
51-22-1002 
51-22-1002 
51-22-1100 
51-22-1100 
51-22-1104 
51-22-1104 
51-22-1500 
51-22-1500 
51-22-1508 
51-22-1508 
51-22-1900 
51-22-1900 
51-22-1903 
51-22-1903 
51-24-001 
51-24-001 
51-24-002 
51-24-002 
51-24-003 
51-24-003 
51-24-007 
51-24-007 
51-24-008 
51-24-008 
51-24-04000 
51—-24-04000 
51-24-04123 
51-24-04123 
51-24-09000 
51-24-09000 
51-24-09105 
51-24-09105 
51-24-09107 
51-24-09107 
51-24-09110 
51-24-09110 
51-24-09117 
51-24-09117 
51-24-10000 
51--24-10000 
51-24-10201 


NEW-P 


NEW-P 


NEW-P 
NEW 
NEW-P 


WSR 4 


91-16-113 
92-01-145 
91-16-113 
92-01-145 
91-16-113 
92-01-145 
91-16-113 
92-01-145 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01—064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-114 
92-01-064 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-115 
92—01—065 
91-16-115 
92-01-065 
91-16-115 
92-01-065 
91-16-15 


WAC # 


51-24-10201 
51-24-10507 
51-24—10507 
51-24-25000 
51-24-25000 
51-24—25107 
51-24-25107 
51—24—45000 
51—24—45000 
51—24-45211 
51-24-45211 
51-24—79000 
51-24-79000 
51-24--79601 
51-24-79601 
51-24-79603 
51-24-79603 
51~24-80000 
51-24-80000 
51-24-80101 
51-24-80101 
51-24-80103 
51-24—80103 
51—24-80108 
51-24-80108 
51—24-80109 
51—24-80109 
51-24-80110 
51-24-80110 
51-24-80111 
51-24-80111 
51-24-80113 
51-24-80113 
51-24-80114 
51-24-80114 
51-24-80120 
51—-24-80120 
51-24-80202 
51-24-80202 
51-24-80301 
51—24-80301 
51—24-80303 
51—24—80303 
51-24—80305 
51-24—80305 
51-24--80315 
51—24—80315 
51—24—80401 
51—24—80401 
51-24-80402 
51-24-80402 
51—24—99300 
51-24-99350 
51-24-9935] 
51-24-99352 
51-24-99500 
51—24—99500 
51—24-99510 
51-24-99510 
51-25-001 
51-25-001 
51-25-002 
51-25-002 
51-25-003 
51-25-003 
51-25-007 
51-25-007 
51-25-008 
51-25-008 
51—26—001 
51-26-001 
51-26-002 
51-26-002 
51-26-003 
51—26-003 
51—26-004 
51-26-004 


Table of WAC Sections Affected 


WSR # WAC # 
NEW 92-01-065 51-26-008 
NEW-P 91-16-115 51-26-008 
NEW 92-01-065 51-26-0300 
NEW-P 91-16-115 . 51-26-0300 
NEW 92-01-065 51-26-0310 
NEW-P 91-16-115 51-26-0310 
NEW 92-01-065 51-26-0315 
NEW-P 91-16-115 51-26-0315 
NEW 92-01-065 51-26-0400 
NEW-P 91-16-115 51-26-0400 
NEW 92-01-065 51-26-0401 
NEW-P  91-16-115 51-26-0401 
NEW 92-01-065 51-26-0500 
NEW-P 91-16-115 51-26-0500 
NEW 92-01-065 51-26-0503 
NEW-P  91-16-115 51-26-0503 
NEW 92-01-065 51-26-1000 
NEW-P 91-16-115 51-26-1000 
NEW 92-01-065 51-26-1004 
NEW-P  91-16-115 51-26-1004 
NEW 92-01-065 51-26-1800 
NEW-P 91-16-115 51-26-1800 
NEW 92-01-065 51-26-1801 
NEW-P  91-16-115 51-26-1801 
NEW 92-01-065 51-26-1802 
NEW-P 91-16-115 51-26-1802 
NEW 92-01-065 51-26-1803 
NEW-P  91-16-115 51-26-1803 
NEW 92-01-065 51-26-1804 
NEW-P 91-16-115 51-26-1804 
NEW 92-01-065 51-26-1805 
NEW-P 91-16-115 51-26-1805 
NEW 92-01-065 51-26-2200 
NEW-P 91-16-115 51-26-2200 
NEW 92-01-065 51-26-2300 
NEW-P 91-16-115 51-26-2300 
NEW 92-01-065 51-26-2301 
NEW-P 91-16-115 51-26-2301 
NEW 92-01-065 51-27-001 
NEW-P 91-16-115 51-27-001 
NEW 92-01-065 51-27-002 
NEW-P 91-16-115 51-27-002 
NEW 92-01-065 51-27-003 
NEW-P 91-16-115 51-27-003 
NEW 92-01-065 51-27-004 
NEW-P 91-16-115 51-27-004 
NEW 92-01-065 51-27-008 
NEW-P 91-16-115 51-27-008 
NEW 92-01-065 67-25-005 
NEW-P 91-16-115; 67-25-005 
NEW 92-01-065 67-25-030 
NEW-P 91-16-115 67-25-030 
NEW-P 91-16-115 82-06-010 
NEW-P 91-16-115 82-06-010 
NEW-P 91-16-115 82-50-021 
NEW-P 91-16-115 82-50-021 
NEW 92-01-065 106-08-010 
NEW-P 91-16-115 106-08-010 
NEW 92-01-065 106-08-020 
NEW-P 91-16-115 106-08-020 
NEW 92-01-065 106-08-030 
NEW-P 91-16-115 106-08-030 
NEW 92-01-065 106-08-040 
NEW-P 91-16-115 106-08-040 
NEW 92-01-065 106-08-050 
NEW-P  91-16-115 106-08-050 
NEW 92-01-065 106-08-060 
NEW-P  91-16-115 106-08-060 
NEW 92-01-065 106-08-070 
NEW-P 91-16-116 106-08-070 
NEW 92-01-066 106-08-080 
NEW-P  91-16-116 106-08-080 
NEW 92-01-066 106-08-100 
NEW-P 91-16-116 106-08-100 
NEW 92-01-066 106-08-120 
NEW-P  91-16-116 106-08-120 
NEW 92-01-066 106—20—100 


WSR 4 WAC # WSR # 
NEW-P 91-16-116 106-20-100 NEW 91-23-031 
NEW 92-01-066 106-50-100 NEW-P 91-19-016 
NEW-P 91-16-116 106-50-100 NEW 91-23-031 
NEW 92-01-066 106-72-005 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-005 AMD-E 91-22-060 
NEW 92-01-066 106-72-015 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-015 AMD-E 91-22-060 
NEW 92-01-066 106-72-025 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-025 AMD-E 91-22-060 
NEW 92-01-066 106-72-130 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-130 AMD-E 91-22-060 
NEW 92-01-066 106-72-220 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-220 AMD-E 91-22-060 
NEW 92-01-066 106-72-400 AMD-P 91-22-058 
NEW-P 91-16-116 106—72—400 AMD-E 91-22-060 
NEW 92-01-066 106-72-410 AMD-P 91-22-058 
NEW-P  91-16-116 106-72-410 AMD-E 91-22-060 
NEW 92-01-066 106-72—490 AMD-P 91-22-058 
NEW-P 91-16-116 106-72—490 AMD-E 91-22-060 
NEW 92-01-066 106-72-510 AMD-P 91-22-058 
NEW-P  91-16-116 106-72-510 AMD-E 91-22-060 
NEW 92-01-066 106-72-520 AMD-P 91-22-058 
NEW-P  91-16-116 106-72-520 AMD-E 91-22-060 
NEW 92-01-066 106-72-530 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-530 AMD-E 91-22-060 
NEW 92-01-066 106-72-540 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-540 AMD-E 91-22-060 
NEW 92-01-066 106-72-550 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-550 AMD-E  91-22-060 
NEW 92-01-066 106-72—560 AMD-P 91-22-058 
NEW-P  91-16-116 106-72—560 AMD-E 91-22-060 
NEW 92-01-066 106-72—570 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-570 AMD-E 91-22-060 
NEW 92-01-066 106-72-580 AMD-P 91-22-058 
NEW-P 91-16-116 106-72-580 AMD-E 91-22-060 
NEW 92-01-066 106-72--590 AMD-P 91-22-058 
NEW-P 91-16-116 106—72—590 AMD-E 91-22-060 
NEW 92-01-066 106-72—600 AMD-P 91-22-058 
NEW-P  91-16-117 106-72-600 AMD-E 91-22-060 
NEW 92-01-067 106-116-501 AMD-P 91-19-017 
NEW-P 91-16-117 106-116-501 AMD 91-22-038 
NEW 92-01-067 106-116-901 AMD-P 91-19-017 
NEW-P  91-16-117 106-116-901 AMD 91-22-038 
NEW 92-01-067 106-120-004 AMD 91-04-054 
NEW-P  91-16-117 106-120—005 AMD 91-04-054 
NEW 92-01-067 106-120-023 AMD 91-04-054 
NEW-P 91-16-117 106-120-024 AMD 91-04-054 
NEW 92-01-067 106-120-026 AMD 91-04-054 
AMD-P 91-16-085 106-120-027 AMD 91-04-054 
AMD 91-20-010 106-120-028 AMD 91-04-054 
AMD-P 91-16-085 106-120-033 AMD 91-04-054 
AMD 91-20-010 106-120-131 AMD 91-04-054 
NEW-P 91-15-053 106-120-132 AMD 91-04-054 
NEW 91-18-028 106-120-143 AMD 91-04-054 
AMD-P 91-17-057 106-122-100 NEW-P 91-19-016 
AMD 91-20-061 106-122-100 NEW 91-23-031 
AMD-P 91-19-016 106-276-230 NEW-P 91-19-016 
AMD 91-22-037 106-276-230 NEW 91-23-031 
NEW-P 91-19-016 113-10-010 DECOD 91-05-095 
NEW 91-22-037 113-10-020 DECOD 91-05-095 
NEW-P 91-19-016 113-10-030 DECOD 91-05-095 
NEW 91-22-037 113-10-040 DECOD 91-05-095 
NEW-P 91-19-016 113-10-050 DECOD 91-05-095 
NEW 91-22-037 113-10-060 DECOD 91-05-095 
NEW-P  91-19-016 113-10-070 DECOD 91-05-095 
NEW 91-22-037 113-10-090 DECOD 91-05-095 
NEW-P  -91-19-016 113-10-100 DECOD 91-05-095 
NEW 91-22-037 113-10-110 DECOD 91-05-095 
NEW-P  91-19-016 113-12-010 DECOD 91-05-095 
NEW 91-22-037 113-12-075 DECOD 91-05-095 
AMD-P 91-19-016 113-12-080 DECOD 91-05-095 
AMD 91-22-037 113-12-085 DECOD 91-05-095 
AMD-P 91-19-016 113-12-087 DECOD 91-05-095 
AMD 91-22-037 113-12-101 DECOD 91-05-095 
AMD-P 91-19-016 113-12-101 REP-P 91-06-090 
AMD 91-22-037 113-12-103 DECOD 91-05-095 
NEW-P 91-19-016 113-12-104 DECOD 91-05-095 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # 
113-12-115 DECOD 91-05-095 131-16-060 AMD-E 91-12-030 132H-160-210 
113-12-120 DECOD 91-05-095 131-16-060 AMD 91-13-048 132H-160-210 
113-12-150 DECOD 91-05-095 131-16-061 AMD-P 91-09-036 132H-160-210 
113-12-165 DECOD 91-05-095 131-16-061 AMD-E  91-12-030 132H-160-220 
113-12-170 DECOD 91-05-095 131-16-061 AMD 91-13-048 132H-160-220 
113-12-175 DECOD 91-05-095 131-16-062 NEW-P 91-09-036 132H-160-220 
113-12-180 DECOD 91-05-095 131-16-062 NEW-E  91-12-030 132H-160-220 
113-12-190 DECOD 91-05-095 131-16-062 NEW 91-13-048 132H-160-230 
113-12-195 DECOD  91-05-095 131-16-065 AMD-P 91-09-036 132H-160-230 
113-12-197 DECOD 91-05-095 131-16-065 AMD-E  91-12-030 132H-160-230 
113-12-200 DECOD 91-05-095 131-16-065 AMD 91-13-048 132H-160-230 
113-12-210 DECOD 91-05-095 131-16-066 AMD-P 91-09-036 132H-160-240 
113-12-220 DECOD 91-05-095 131-16-066 AMD-E 91-12-030 132H-160-240 
113-12-230 DECOD 91-05-095 131-16-066 AMD 91-13-048 132H-160-240 
113-12-300 DECOD 91-05-095 131-16-069 REP-P 91-09-036 132H-160-240 
113-12-310 DECOD 91-05-095 131-16-069 REP-E 91-12-030 132H-160—250 
113-12-320 DECOD 91-05-095 131-16-069 REP 91-13-048 132H-160-250 
113-12-330 DECOD 91-05-095 131-16-070 AMD-P  91-15-094 132H-160-250 
113-12-340 DECOD 91-05-095 131-16-070 AMD 91-21-009 132H-160-250 
113-12-350 DECOD 91-05-095 131-16-080 AMD-P 91-15-094 132H-160-260 
114-12-011 DECOD 91-05-026 131-16-080 AMD 91-21-009 132H-160-260 
114-12-021 DECOD 91-05-026 131-16-091 AMD-P 91-15-094 132H-160-260 
114-12-031 DECOD 91-05-026 131-16-091 AMD 91-21-009 132H-160-260 
114-12-041 DECOD 91-05-026 131-16-092 AMD-P 91-15-094 132H-160-290 
114-12-115 DECOD 91-05-026 131-16-092 AMD 91-21-009 132H-160-290 
114-12-126 DECOD 91-05-026 131-16-093 AMD-P 91-15-094 132H-160-290 
114-12-132 DECOD 91-05-026 131-16-093 AMD 91-21-009 132H-160-290 
114-12-136 DECOD 91-05-031 131-16-094 AMD-P 91-15-094 132H-160-300 
114-12-150 DECOD 91-05-026 131-16-094 AMD 91-21-009 132H-160-300 
114-12-155 DECOD 91-05-026 131-16-095 NEW-P  91-15-094 132H-160-300 
114-12-164 DECOD 91-05-026 131-16-095 NEW 91-21-009 132H-160-300 
114-12-170 DECOD 91-05-026 131-16-500 AMD-E 91-13-001 132H-160-310 
114-12-180 DECOD 91-05-026 131-16-500 AMD-P 91-15-092 132H-160-310 
114-12-190 DECOD 91-05-026 131-16-500 AMD 91-21-013 132H-160-310 
114-12-200 DECOD 91-05-026 131-28-026 AMD-P  91-15-093 132H-160-310 
130-14-010 AMD-P 91-22-089 131-28-026 AMD 91-21-011 132H-160-410 
130-14—020 AMD-P 91-22-089 131-32-050 NEW-E  91-06-075 132H-160-410 
130-14-030 AMD-P 91-22-089 131-32-050 NEW-P  91-15-091 132H-160410 
130-14-040 AMD-P 91-22-089 131-32-050 NEW 91-21-012 132H-160-410 
130-14-050 AMD-P 91-22-089 132B-104-010 NEW-P 92-01-057 132H-160—420 
131-16-005 AMD-P 91-09-036 132B-108-010 NEW-P 92-01-056 132H-160-420 
131-16-005 AMD-E 91-12-030 132B-108-020 NEW-P 92-01-056 132H-160-420 
131-16-005 AMD 91-13-048 132B-108-030 NEW-P 92-01-056 132H-160—420 
131-16-010 AMD-P 91-09-036 132B-108-040 NEW-P 92-01-056 132H-160—450 
131-16-010 AMD-E 91-12-030 132B-108-050 NEW-P 92-01-056 132H-160-450 
131-16-010 AMD 91-13-048 132B-108-060 NEW-P 92-01-056 132H-160—450 
131-16-011 AMD-P 91-09-036 132B-108-070 NEW-P 92-01-056 132H-160-450 
131-16-011 AMD-E 91-12-030 132B-108-080 NEW-P 92-01-056 132H-160-460 
131-16-011 AMD 91-13-048 132B-120-010 AMD-P 91-05-033 132H-160-460 
131-16-015 AMD-P 91-09-036 132B-120-010 AMD 91-11-102 132H-160-460 
131-16-015 AMD-E 91-12-030 132B-120-045 NEW-P 91-05-033 132H-160—460 
131-16-015 AMD 91-13-048 132B-120-045 NEW 91-11-102 132H-160-470 
131-16-020 REP-E 91-06-069 132B-120-060 AMD-P 91-05-033 132H-160-470 
131-16-020 REP-P 91-09-036 132B-120-060 AMD 91-11-102 132H-160-470 
131-16-020 REP-E 91-12-030 132B-120-090 AMD-P 91-05-033 132H-160-470 
131-16-020 REP 91-13-048 132B-120-090 AMD 91-11-102 132H-160-490 
131-16-021 NEW-E  91-06-069 132B-120-100 AMD-P 91-05-033 132H-160—490 
131-16-021 AMD-E 91-09-008 132B-120-100 AMD 91-11-102 132H-160-490 
131-16-021 NEW-P 91-09-036 132B-120-120 AMD-P 91-05-033 132H-160—490 
131-16-021 NEW-E 91-12-030 132B-120-120 AMD 91-11-102 132H-160-510 
131-16-021 NEW 91-13-048 132B-120-140 AMD-P 91-05-033 132H-160-510 
131-16-030 REP-P 91-09-036 132B-120-140 AMD 91-11-102 132H-160-510 
131-16-030 REP-E 91-12-030 132B-120-160 AMD-P 91-05-033 132H-160-510 
131-16-030 REP 91-13-048 132B-120-160 AMD 91-11-102 132K-12-001 
131-16-031 NEW-P 91-09-036 132B-120-170 AMD-P 91-05-033 132K-12-001 
131-16-031 NEW-E  91-12-030 132B-120-170 AMD 91-11-102 132K-12-010 
131-16-031 NEW 91-13-048 132B-120-180 AMD-P 91-05-033 132K-12-010 
131-16-040 AMD-P 91-09-036 132B-120-180 AMD 91-11-102 132K-12-020 
131-16-040 AMD-E  91-12-030 132B-120-190 AMD-P 91-05-033 132K-12-020 
131-16-040 AMD 91-13-048 132B-120-190 AMD 91-11-102 132K-12-030 
131-16-050 AMD-P 91-09-036 132B-130-010 NEW-P 92-01-058 132K-12-030 
131-16-050 AMD-E 91-12-030 132B-130-020 NEW-P 92-01-058 132K-12-040 
131-16-050 AMD 91-13-048 132B-131-010 NEW-P 92-01-058 132K-12-040 
131-16-055 NEW-P 91-09-036 132B-132-010 NEW-P 92-01-058 132K-12-050 
131-16-055 NEW-E 91-12-030 132B-133-010 NEW-P 92-01-057 132K-12-050 
131-16-055 NEW 91-13-048 132B-133-020 NEW-P 92-01-057 132K-12-060 
131-16-060 AMD-P 91-09-036 132H-160-210 REP-P 91-15-020 132K-12-060 
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Table of WAC Sections Affected 


WACH WSR j WACH WSR 4 WACH WSR 4 
132K-12-070 REP-P 91-22-109 132K-12-284 REP-C 92-01-085 132K-12-650 REP-P 91-22-109 
132K-12-070 REP-C 92-01-085 132K-12-286 REP-P 91-22-109 132K-12-650 REP-C 92-01-085 
132K-12-080 REP-P 91-22-109 132K-12-286 REP-C 92-01-085 132K-12-660 REP-P 91-22109 
132K-12-080 REP-C 92-01-085 132K-12-288 REP-P 91-22-109 132K-12-660 REP-C 92-01-085 
132K-12-090 REP-P  91-22-109 132K-12—288 REP-C 92-01-085 132K-12-670 REP-P 91-22-109 
132K-12-090 REP-C 92-01-085 132K-12-290 REP-P 91-22-109 132K-12-670 REP-C 92-01-085 
132K-12-100 REP-P 91-22-109 132K-12-290 REP-C 92-01-085 132K-12-680 REP-P 91-22-109 
132K-12-100 REP-C 92-01-085 132K-12-300 REP-P 91-22-109 132K-12-680 REP-C 92-01-085 
132K-12-110 REP-P 91-22-109 132K-12-300 REP-C 92-01085 132K-12-690 REP-P 91-22-109 
132K-12-110 REP-C 92-01-085 132K-12-310 REP-P 91-22-109 132K-12-690 REP-C  92-01-085 
132K-12-120 REP-P 91-22-109 132K-12-310 REP-C 92-01-085 132K-12-700 REP-P 91-22-109 
132K-12-120 REP-C 92-01-085 132K-12-320 REP-P 91-22-109 132K-12-700 REP-C 92-01-085 
132K-12-130 REP-P 91-22-109 132K-12-320 REP-C 92-01-085 132K-12-710 REP-P 91-22-109 
132K-12-130 REP-C 92-01-085 132K-12-330 REP-P 91-22-109 132K-12-710 REP-C 92-01-085 
132K-12-140 REP-P 91-22-109 132K-12-330 REP-C 92-01085 132K-12-720 REP-P 91-22-109 
132K-12-140 REP-C 92-01-085 132K-12-340 REP-P 91-22-109 132K-12-720 REP-C 92-01-085 
132K-12-150 REP-P 91-22-109 132K-12-340 REP-C 92-01-085 132K-12-725 REP-P 91-22-109 
132K-12-150 REP-C 92-01-085 132K-12-350 REP-P 91-22-109 132K-12-725 REP-C 92-01-085 
132K-12-160 REP-P 91-22-109 132K-12-350 REP-C 92-01-085 132K-12-730 REP-P  91-22-109 
132K-12-160 REP-C 92-01-085 132K-12-360 REP-P 91-22-109 132K-12-730 REP-C 92-01-085 
132K-12-170 REP-P 91-22-109 132K-12-360 REP-C 92-01-085 132K-12-740 REP-P 91-22-109 
132K-12-170 REP-C 92-01-085 132K-12-370 REP-P 91-22109 132K-12-740 REP-C 92-01-085 
132K-12-180 REP-P 91-22-109 132K-12-370 REP-C  :92-01-085 132K-12-750 REP-P 91-22-109 
132K-12-180 REP-C 92-01-085 132K-12-380 REP-P 91-22-109 132K-12-750 REP-C 92-01-085 
132K-12-190 REP-P 91-22-109 132K-12-380 REP-C 92-01-085 132K-12-760 REP-P 91-22-109 
132K-12-190 REP-C 92-01-085 132K-12-390 REP-P 91-22-109 132K-12-760 REP-C 92-01-085 
132K-12-200 REP-P 91-22-109 132K-12-390 REP-C 92-01-085 132K-12-770 REP-P 91-22-109 
132K-12-200 REP-C 92-01-085 132K-12-400 REP-P 91-22-109 132K-12-770 REP-C 92-01-085 
132K-12-220 REP-P 91-22-109 132K-12-400 REP-C 92-01-085 132K-12-780 REP-P 91-22-109 
132K-12-220 REP-C 92-01-085 132K-12-410 REP-P 91-22-109 132K-12-780 REP-C 92-01-085 
132K-12-230 REP-P 91-22-109 132K-12-410 REP-C  92-01-085 132K-12-790 REP-P 91-22-109 
132K-12-230 REP-C 92-01-085 132K-12-420 REP-P 91-22-109 132K-12-790 REP-C 92-01-085 
132K-12-232 REP-P 91-22-109 132K-12-420 REP-C 92-01-085 132K-12-800 REP-P 91-22-109 
132K-12-232 REP-C 92-01-085 132K-12-430 REP-P 91-22-109 132K-12-800 REP-C 92-01-085 
132K-1 2-234 REP-P 91-22-109 132K-12-430 REP-C 92-01-085 132K-12-810 REP-P 91-22-109 
132K-12-234 REP-C 92-01-085 132K-12-440 REP-P 91-22-109 132K-12-810 REP-C 92-01-085 
132K-12-236 REP-P 91-22-109 132K-12-440 REP-C  92-01-085 132K-12-820 REP-P 91-22-109 
132K-12-236 REP-C 92-01-085 132K-12-450 REP-P 91-22-109 132K-12-820 REP-C 92-01-085 
132K-12-238 REP-P 91-22-109 132K-12-450 REP-C 92-01-085 132K-12-830 REP-P 91-22-109 
132K-12-238 REP-C 92-01-085 132K-12-460 REP-P 91-22-109 132K-12-830 REP-C 92-01-085 
132K-12-240 REP-P 91-22-109 132K-12-460 REP-C 92-01-085 132K-12-840 REP-P 91-22-109 
132K-12-240 REP-C 92-01-085 132K-12-470 REP-P 91-22-109 132K-12-840 REP-C 92-01-085 
132K-12-242 REP-P 91-22-109 132K-12-470 REP-C 92-01-085 132K-16-110 NEW-E 91-03-084 
132K-12-242 REP-C 92-01-085 132K-12-480 REP-P 91-22-109 132K-16-110 NEW-P 91-03-150 
132K-12-244 REP-P 91-22-109 132K-12-480 REP-C 92-01085 132K-16-110 NEW 91-09-027 
132K-12-244 REP-C  92-01-085 132K-12-490 REP-P 91-22-109 132K-16-120 NEW-E 91-03-084 
132K-12-246 REP-P 91-22-109 132K-12-490 REP-C 92-01-085 132K-16-120 NEW-P 91-03-150 
132K-12-246 REP-C 92-01-085 132K-12-500 REP-P 91-22-109 132K-16-120 NEW 91-09-027 
132К-12-248 REP-P  91-22-109 132K-12-500 REP-C 92-01-085 132K-16-130 NEW-E  91-03-084 
132K-12-248 REP-C 92-01-085 132K-12-510 REP-P  91-22-109 132K-16-130 NEW-P 91-03-150 
132K-12-250 REP-P 91-22-109 132K-12-510 REP-C 92-01-085 132K-16-130 NEW 91-09-027 
132K-12-250 REP-C 92-01-085 132K-12-520 REP-P 91-22-109 132K-16-140 NEW-E 91-03-084 
132K-12-252 REP-P 91-22-109 132K-12-520 REP-C 92-01-085 132K-16-140 NEW-P 91-03-150 
132K-12-252 REP-C 92-01-085 132K-12-530 REP-P 91-22-109 132K-16-140 NEW 91-09-027 
132K-12-254 REP-P 91-22-109 132K-12-530 REP-C 92-01-085 132K-16-150 NEW-E 91-03-084 
132K-12-254 REP-C 92-01-085 132K-12-540 REP-P  91-22-109 132K-16-150 NEW-P 91-03-150 
132K-12-256 REP-P  91-22-109 132K-12-540 REP-C 92-01-085 132K-16-150 NEW 91-09-027 
132K-12-256 REP-C 92-01-085 132K-12-550 REP-P 91-22-109 132K-16-160 NEW-E 91-03-084 
132K-12-258 REP-P  91-22-109 132K-12-550 REP-C 92-01-085 132K-16-160 NEW-P 91-03-150 
132K-12-258 REP-C 92-01-085 132K-12-560 REP-P 91-22-109 132K-16—160 NEW 91-09-027 
132K-12-268 REP-P  91-22-109 132K-12-560 REP-C 92-01-085 132K-16-170 NEW-E 91-03-084 
132K-12-268 REP-C 92-01-085 132K-12-570 REP-P 91-22109 132K-16-170 NEW-P 91-03-150 
132K-12-270 REP-P 91-22-109 132K-12-570 REP-C 92-01-085 132K-16-170 NEW 91-09-027 
132K-12-270 REP-C 92-01-085 132K-12-580 REP-P 91-22-109 132K-16-180 NEW-E 91-03-084 
132K-12-272 REP-P  91-22-109 132K-12-580 REP-C 92-01-085 132K-16-180 NEW-P 91-03-150 
132K-12-272 КЕР-С 92-01-085 132K-12-590 REP-P 91-22-109 132K-16-180 NEW 91-09-027 
132K-12-274 REP-P 91-22-109 132K-12-590 REP-C 92-01-085 132K-16-190 NEW-E 91-03-084 
132K-12-274 REP-C 92-01-085 132K-12-600 REP-P 91-22-109 132K-16-190 NEW-P 91-03-150 
132K-12-276 REP-P 91-22-109 132K-12-600 REP-C 92-01-085 132K-16-190 NEW 91-09-027 
132K-12-276 REP-C 92-01-085 132K-12-610 REP-P 91-22-109 132K-16-200 NEW-E 91-03-084 
132K-12-278 REP-P 91-22-109 132K-12-610 REP-C 92-01-085 132K-16-200 NEW-P 91-03-150 
132K-12-278 REP-C 92-01-085 132K-12-620 REP-P 91-22-109 132K-16-200 NEW 91-09-027 
132K-12-280 REP-P 91-22-109 132K-12-620 REP-C  92-01-085 132K-16-210 NEW-E 91-03-084 
132K-12-280 REP-C 92-01-085 132K-12-630 REP-P 91-22-109 132K-16-210 NEW-P 91-03-150 
132K-12-282 REP-P 91-22-109 132K-12-630 REP-C  92-01-085 132K-16-210 NEW 91-09-027 
132K-12-282 REP-C 92-01-085 132K-12-640 REP-P 91-22-109 132K-16-220 NEW-E 91-03-084 
132K-12-284 REP-P  91-22-109 132K-12-640 REP-C 92-01-085 132K-16-220 NEW-P  91-03-150 


[391] 


WAC # WSR # 
132K-16-220 NEW 91-09-027 
132K-16-230 NEW-E 91-03-084 
132K-16-230 NEW-P 91-03-150 
132K-16-230 NEW 91-09-027 
132K-16-240 NEW-E 91-03-084 
132K-16-240 NEW-P 91-03-150 
132K-16-240 NEW 91-09-027 
132K-16-250 NEW-E 91-03-084 
132K-16-250 NEW-P 91-03-150 
132K-16-250 NEW 91-09-027 
132K-16—260 NEW-E 91-03-084 
132K-16-260 NEW-P 91-03-150 : 
132K-16-260 NEW 91-09-027 
132K-16-270 NEW-E 91-03-084 
132K-16-270 NEW-P 91-03-150 
132K-16-270 NEW 91-09-027 
132K-16-280 NEW-E  91-03-084 
132K-16-280 NEW-P 91-03-150 
132K-16-280 NEW 91-09-027 
132К—16-290 NEW-E  91-03-084 
132K-16-290 NEW-P 91-03-150 
132K-16-290 NEW 91-09-027 
132K-16-300 NEW-E 91-03-084 
132K-16-300 NEW-P 91-03-150 
132K-16-300 NEW 91-09-027 
132K-16-310 NEW-E 91-03-084 
132K-16-310 NEW-P 91-03-150 
132K-16-310 NEW 91-09-027 
132K-16-320 NEW-E 91-03-084 
132K-16-320 NEW-P 91-03-150 
132K-16-320 NEW. 91-09-027 
132К-16—330 NEW-E 91-03-084 
132K-16-330 NEW-P 91-03-150 
132K-16-330 NEW 91-09-027 
132K-16-340 NEW-E 91-03-084 
132K-16-340 NEW-P 91-03-150 
132K-16-340 NEW 91-09-027 
132K-16-350 NEW-E 91-03-084 
132K-16-350 NEW-P 91-03-150 
132K-16-350 NEW 91-09-027 
132К—16—360 NEW-E 91-03-084 
132K-16-360 NEW-P 91-03-150 
132K-16-360 NEW 91-09-027 
132K-16-370 NEW-E 91-03-084 
132K-16-370 NEW-P 91-03-150 
132K-16-370 NEW 91-09-027 
132K-16-380 NEW-E 91-03-084 
132K-16-380 NEW-P 91-03-150 
132K-16-380 NEW 91-09-027 
132K-16-390 NEW-E 91-03-084 
132К-16—390 NEW-P 91-03-150 
132K-16-390 NEW 91-09-027 
132K-16-400 NEW-E 91-03-084 
132K-16-400 NEW-P 91-03-150 
132K-16-400 NEW 91-09-027 
132K-16-410 NEW-E 91-03-084 
132K-16-410 NEW-P 91-03-150 
132K-16-410 NEW 91-09-027 
132K-16-420 NEW-E  91-03-084 
132K-16-420 NEW-P 91-03-150 
132K-16-420 NEW 91-09-027 
132K-16-430 NEW-E 91-03-084 
132K-16-430 NEW-P 91-03-150 
132K-16-430 NEW 91-09-027 
132K-16-440 NEW-E 91-03-084 
132K-16-440 NEW-P 91-03-150 
132K-16-440 NEW 91-09-027 
132K-16-450 NEW-E 91-03-084 
132K-16-450 NEW-P 91-03-150 
132K-16-450 NEW 91-09-027 
132K-16-460 NEW-E 91-03-084 
132K-16-460 NEW-P 91-03-150 
132K-16-460 NEW 91-09-027 
132K-16-470 NEW-E 91-03-084 
132K-16-470 NEW-P 91-03-150 
132K-16-470 NEW 91-09-027 
132K-16-480 NEW-E 91-03-084 


Table of WAC Sections Affected 


WAC f 

132K-16-480 NEW-P 
132K-16-480 NEW 
132K-16-490 NEW-E 
132K-16-490 NEW-P 
132K-16-490 NEW-W 
132K-16-500 NEW-E 
132K-16-500 NEW-P 
132K-16-500 NEW-W 
132K-16-510 NEW-E 
132K-16-510 NEW-P 
132K-16-510 NEW-W 
132K-16-520 NEW-E 
132K-16-520 NEW-P 
132K-16-520 NEW-W 
132K-16-530 NEW-E 
132K-16-530 NEW-P 
132K-16-530 NEW-W 
132K-16-540 NEW-E 
132K-16-540 NEW-P 
132K-16-540 NEW-W 
132K-16-550 NEW-E 
132K-16-550 NEW-P 
132K-16-550 NEW-W 
132K-16-560 NEW-E 
132K-16-560 NEW-P 
132K-16-560 NEW-W 
132N-128-010 REP-P 
132N-128-010 REP 
132N-128-020 REP-P 
132N-128-020 REP 
132N-128-030 REP-P 
132N-128-030 REP 
132N-128-040 REP-P 
132N-128-040 REP 
132N-128-050 REP-P 
132N-128-050 REP 
132N-128-060 REP-P 
132N-128-060 REP 
132N-128-070 REP-P 
132N-128-070 REP 
132N-128-080 REP-P 
132N-128-080 REP 
132N-128-085 REP-P 
132N-128-085 REP 
132N-128-090 REP-P 
132N-128-090 REP 
132N-128-100 REP-P 
132N-128-100 REP 
132N-128-110 REP-P 
132N-128-110 REP 
132N-128-112 REP-P 
132N-128-112 REP 
132N-128-114 REP-P 
132N-128-114 REP 
132N-128-116 REP-P 
132N-128-116 REP 
132N-128-118 REP-P 
132N-128-118 REP 
132N-128-120 REP-P 
132N-128-120 REP 
132N-128-122 NEW-P 
132N-128-122 NEW 
132N-156-300 AMD-P 
132N-156-300 AMD 
132N-156-310 AMD-P 
132N-156-310 AMD 
132N-156-320 AMD-P 
132N-156-320 AMD 
132N-156-330 AMD-P 
132N-156-330 AMD 
132N-156-400 AMD-P 
132N-156-400 AMD 
132N-156-420 AMD-P 
132N-156-420 AMD 
132N-156-430 AMD-P 
132N-156-430 AMD 
132N-156-440 AMD-P 


WSR 4 


91-03-150 
91-09-027 
91-03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91--03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91-03-084 
91-03-150 
91-17-052 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91—23-004 
91-19-054 
91-23-004 
91-19-054 
91—23-004 
91—19—054 
91—23-004 
91-19-054 
91-23-004 
91-19-054 
91—23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-19-054 
91-23-004 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 


WAC g 


132N-156-440 
132N-156-450 
132N-156-450 
132N-156-460 
132N-156-460 
132N-156-500 
132N-156-500 
132N-156-530 
132N-156-530 
132N-156-550 
132N-156-550 
132N-156-560 
132N-156-560 
132N-156-570 
132N-156-570 
132N-156-580 
132N-156-580 
132N-156-610 
132N-156-610 
132N-156-620 
132N-156-620 
132N-156-630 
132N-156-630 
132N-156-640 
132N-156-640 
132N-156-650 
132N-156-650 
132N-156—700 
132N-156-700 
132N-156-730 
132N-156-730 
132N-156-740 
132N-156-740 
132N-156-750 
132N-156-750 
132N-156-760 
132N-156—760 
132N-168-010 
132N-168-010 
132N-168-020 
132N-168-020 
1320-03-005 
1320-03-005 
1320-03-010 
1320-03-010 
1320-03-020 
1320-03-020 
1320-03-030 
1320-03-030 
1320-06-016 
1320-06-016 
1320-108-010 
1320-108-010 
1320-108-020 
1320-108-020 
1320-108-030 
1320-108-030 
1320-108-040 
1320-108-040 
1320-108-050 
1320-108-050 
1320-108-060 
1320-108-060 
1320-108-070 
1320-108-070 
1320-108-080 
1320-108-080 
1320-108-090 
1320-108-090 
1320-108-100 
1320-108-100 
1320-135-050 
1320-135-050 
1325-30-036 
1325-30-036 
132Y-100-066 
132Y-100-066 


WSR # 

91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-071 
91-21-022 
91-15-072 
91-19-018 
91-15-072 
91-19-018 
91-14-057 
91-17-075 
91-14-057 
91-17-075 
91-14-057 
91-17-075 
91-14-057 
91-17-075 
91-14-060 
91-17-078 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-058 
91-17-076 
91-14-059 
91-17-077 
91-02-101 
91-08-001 
91-12-016 
91-21-073 


Table of WAC Sections Affected 


WAC # WSR # WAC 4 WSR 4 WAC # WSR 4 
132Y-100-072 AMD-P 91-12-016 139-30-010 NEW-P 91—22-068 173-19—3205 AMD 91-03-146 
132Y-100—072 AMD-W 91-21-073 139-30-015 NEW-P 91-22-068 173-19—3206 AMD-P 91-17-080 
132Y-100-104 AMD-P 91-12-016 139-30-020 NEW-P 91-22-068 173-19--3206 AMD 92-01-097 
132Y-100—104 AMD-W  91-21-073 139-30-025 NEW-P 91-22-068 173-19—3208 AMD 91-03-148 
132Y-400-010 NEW 91—05-012 139-35-005 NEW-P 91-22-069 173-19—3209 AMD 91-04-070 
132Y -400-020 NEW 91-05-012 139-35-010 NEW-P 91-22-069 173-19-3210 AMD 91-04-07] 
132Y -400—030 NEW 91-05-012 139-35—015 NEW-P 91-22-069 173-19-350 AMD-P 91-03-143 
132 Y -400—040 NEW 91-05-012 139-35-020 NEW-P 91—22-069 173-19-350 AMD 91-12-052 

136—20—020 AMD-P 91-18-044 139-35-025 NEW-P 91—22-069 173-19—360 AMD 91-04-072 
136-20-020 AMD 91-21-136 139-37-005 NEW-P 91-22-070 173-19—360 AMD-P 91-05-063 
136-20—030 AMD-P 91-18—044 139-37-010 NEW-P 91-22-070 173-19—360 AMD-C 91-06-094 
136-20—030 AMD 91-21-136 143-06-130 AMD-P 91-04-090 173-19-360 AMD 91-12-054 
136-20—040 AMD-P 91—18-044 143-06-130 AMD 91-07-033 173-19—420 AMD-P 91-14-051 
136-20—040 AMD 91—21-136 154-300-005 NEW-P 91-02-098 173-19-420 AMD 91-22-022 
136-20—060 AMD-P 91-18-044 154-300-005 NEW 91-05-084 173-19-4205 AMD-P 91-04-079 
136-20—060 AMD 91-21-136 154-300-010 NEW-P 91-02-098 173-19—4205 AMD 91-09-055 
136-40—030 AMD-P 91-18-043 154-300-010 NEW 91-05-084 173-160-040 AMD-E 91-04-073 
136—40-030 AMD 91-21-137 154-300-020 NEW-P 91-02-098 173-160-040 AMD-P 91--12-039 
136-400-010 NEW-P 91-18-042 154-300-020 NEW 91-05-084 173-160-040 AMD-E 91-12-041 
136-400-010 NEW-E 91-18-045 154-300-030 NEW-P 91-02-098 173-160-040 AMD-C 91-15-104 
136-400-010 NEW 91-21-138 154-300-030 NEW 91-05-084 173-160-040 AMD-C 91-19-109 
136-400-020 NEW-P 91-18-042 154-300-040 NEW-P 91-02-098 173-160-040 AMD-E 91-20—132 
136-400—020 NEW-E 91—18-045 154-300—040 NEW 91-05-084 173-160—040 AMD 91-23-093 
136-400-020 NEW 91—21-138 154-300-050 NEW-P 91-02-098 173-166 AMD-C 91-02-099 
136-400—030 NEW-P 91—18-042 154-300—050 NEW 91-05-084 173-166 AMD 91-03-081 
136-400-030 NEW-E 91-18-045 154-300-060 NEW-P 91-02-098 173-166-010 AMD 91-03-081 
136-400—030 NEW 91-21-138 154—300—060 NEW 91-05-084 173-166-020 AMD 91-03-081 
136-400—040 NEW-P 91-18-042 154-300-070 NEW-P 91-02-098 173-166-030 AMD 91-03-081 
136-400-040 NEW-E 91-18-045 154-300-070 NEW 91-05-084 173--166-040 AMD 91-03-081 
136-400-040 NEW 91-21-138 154—300—080 NEW-P 91-02-098 173-166-050 AMD 91-03-081 
136-400-050 NEW-P 91-18-042 154-300-080 NEW 91-05-084 173-166-060 AMD 91-03-081 
136-400-050 NEW-E 91-18-045 154-300-090 NEW-P 91-02-098 173-166-070 AMD 91-03-081 
136-400-050 NEW 91-21-138 154-300—090 NEW 91-05-084 173-166-080 МЕМ 91-03-081 
136-400—060 NEW-P 91-18-042 154-300-100 NEW-P 91-02-098 173-166-090 NEW 91—03-081 
136-400-060 NEW-E 91-18-045 154-300-100 NEW 91-05-084 173-166-100 NEW 91-03-081 
136-400—060 NEW 91-21-138 154-300-110 NEW-P 91-02-098 173-166-110 NEW 91-03-081 
136-400-070 NEW-P 91—18-042 154-300-110 NEW 91-05-084 173-166-120 NEW 91-03-081 
136-400-070 ` NEW-E 91-18-045 154-300-120 NEW-P 91-02-098 173-166-130 NEW 91-03-081 
136-400-070 NEW 91-21-138 154-300-120 NEW 91-05-084 173-166-140 NEW 91-03-081 
136-400—080 NEW-P 91-18-042 172-123-010 NEW-P 91-21-107 173-181-010 NEW-P 91-14-110 
136-400-080 NEW-E 91-18-045 172-190-010 AMD-P 91-21-108 173-181-010 NEW 91—22-087 
136-400-080 NEW 91-21-138 172-190-020 AMD-P 91-21-108 173-181-020 NEW-P 91-14-110 
136-400—090 NEW-P 91-18-042 172-190-030 AMD-P 91-21-108 173-181—020 NEW 91-22-087 
136-400-090 NEW-E 91-18-045 172-190-035 AMD-P 91-21-108 173-181-030 NEW-P 91-14-110 
136-400-090 NEW 91-21-138 172-190-040 AMD-P 91-21-108 173-181-030 NEW 91--22-087 
136-400-100 NEW-P 91-18-042 172-190-050 AMD-P 91-21-108 173-181-035 NEW-P 91-14-110 
136-400-100 NEW-E 91-18-045 172-190-060 AMD-P 91-21-108 173-181-035 NEW 91—22-087 
136-400-100 NEW 91-21-138 172-190-070 AMD-P 91-21-108 173-181-040 NEW-P 91-14-110 
136-400-110 NEW-P 91-18-042 172-190—080 AMD-P 91-21-108 173-181-040 NEW 91-22-087 
136-400-110 NEW-E 91-18-045 172-190-090 AMD-P 91-21-108 173-181-045 NEW-P 91-14-110 
136-400-110 NEW 91-21-138 172-190-100 AMD-P 91-21-108 173-181-045 NEW 91—22-087 
136-400-120 NEW-P 91-18-042 173-16-064 NEW-P 91—04—069 173-181—050 NEW-P 91-14-110 
136-400-120 NEW-E 91-18-045 173-16-064 NEW-W  91-05-042 173-181-050 NEW 91-22-087 
136-400-120 NEW 91-21-138 173-16-064 NEW 91-10-033 173-181-060 NEW-P 91-14-110 
136-400-130 NEW-P 91-18-042 173-19-120 AMD-W  91-02-112 173-181-060 NEW 91-22-087 
136-400-130 NEW-E 91-18-045 173-19-120 AMD-P 91-14-054 173-181-065 NEW-P 91-14-110 
136-400-130 NEW 91-21-138 173-19-120 AMD-W  91-22-024 173-181—065 NEW 91-22-087 
137-12A-010 AMD 91-10-018 173-19-1701 AMD-P 91-17-081 173-181-070 NEW-P 91-14-110 
137-12A-020 AMD 91-10-018 173-19-220 AMD-P 91-09-054 173-181-070 NEW 91-22-087 
137-12A-030 AMD 91-10-018 173-19-220 AMD 91-18-081 173-181-075 NEW-P 91-14-110 
137-12A-050 AMD 91-10-018 173-19—2207 AMD-P 91-03-144 173-181-075 NEW 91—22-087 
137-12A—060 AMD 91-10-018 173-19-2207 AMD 91-12-053 173-181-080 NEW-P 91-14-110 
137-12A-070 AMD 91-10-018 173-19-230 AMD 91-03-145 173-181—080 NEW 91-22-087 
137-12A—090 AMD 91-10-018 173-19-250 AMD 91-03-149 173-181-085 NEW-P 91-14-110 
137-48-010 AMD 91—23-103 173-19—2516 AMD-P 91—14-053 173-181-085 NEW 91-22-087 
137-48-020 AMD 91—23-103 173-19-2516 AMD-C  91-20-127 173-181-090 NEW-P 91-14-110 
137-48-030 AMD 91—23-103 173-19-2516 AMD 92-01-096 173-181-090 NEW 91-22-087 
137-48-040 AMD 91-23-103 173-19-2519 AMD-W  91-12-036 173-181-092 NEW-P 91-14-110 
137-48-050 AMD 91-23-103 173-19—2601 AMD-P 91-17-082 173-181-092 NEW 91-22-087 
137--48-060 AMD 91-23-103 173-19-2601 AMD-C 91-19-030 173-181-094 NEW-P 91-14-110 
137-48-070 AMD 91-23-103 173-19-280 AMD-P 91-03-141 173-181-094 NEW 91-22-087 
137--48-080 AMD ` 91-23-103 173-19-280 AMD-W  91-11-088 173-181-096 NEW-P 91-14-110 
139-05—230 AMD-P 91-10-089 173-19-280 AMD-P 91-14—100 173-181-096 NEW 91-22-087 
139-05-230 AMD 91-14-011 173-19-280 AMD 91-22-021 173-181-098 NEW-P 91-14-110 
139-10-212 AMD-P 91—10—088 173-19-3203 AMD 91-03-147 173-181-098 NEW 91-22-087 
139-10-212 AMD 91-14-010 173-19-3204 AMD-P 91-14-052 173-183 NEW-C 92-01-095 
139-30—005 NEW-P 91-22-068 173-19-3204 AMD 91-22-023 173-183-010 NEW-P 91-22-108 
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173-183-020 NEW-P 91-22-108 173-201-100 REP-P  91-09-056 173-203-170 NEW-P 91-09-056 
173-183-030 NEW-P 91-22-108 173-201-100 REP-W 91-10-048 173-203-170 NEW-W  91-10-048 
173-183-100 NEW-P 91-22-108 173-201-100 REP-P  91-11-089 173-203-170 NEW-P 91-11-089 
173-183-200 NEW-P  91-22-108 173-201-100 REP-W 91-23-092 173-203-170 NEW-W  91-23-092 
173-183-210 NEW-P 91-22-108 173-201-110 REP-P 91-09-056 173-203-180 NEW-P 91-09-056 
173-183-220 NEW-P 91-22-108 173-201-110 REP-W 91-10-048 173-203-180 NEW-W 91-10-048 
173-183-230 NEW-P 91-22-108 173-201-110 REP-P 91-11-089 173-203-180 NEW-P  91-11-089 
173-183-240 NEW-P  91-22-108 173-201-110 REP-W 91-23-092 173-203-180 NEW-W  91-23-092 
173-183-250 NEW-P 91-22-108 173-201-120 REP-P 91-09-056 173-204 NEW-C 91-03-094 
173-183-260 NEW-P 91-22-108 173-201-120 REP-W  91-10-048 173-204 NEW-C 91-06-098 
173-183-300 NEW-P 91-22-108 173-201-120 REP-P  91-11-089 173-204-100 NEW 91-08-019 
173-183-310 NEW-P 91-22-108 173-201-120 REP-W 91-23-092 173-204-110 NEW 91-08-019 
173-183-320 NEW-P 91-22-108 173-202-020 AMD-E  91-17-006 173-204-120 NEW 91-08-019 
173-183-330 NEW-P 91-22-108 173-203-010 NEW-P 91-09-056 173-204-130 NEW 91-08-019 
173-183-340 NEW-P 91-22-108 173-203-010 NEW-W 91-10-048 173-204-200 NEW 91-08-019 
173-183-350 NEW-P 91-22-108 173-203-010 NEW-P 91-11-089 173-204-300 NEW 91-08-019 
173-183-400 NEW-P 91-22-108 173-203-010 NEW-W  91-23-092 173-204-310 NEW 91-08-019 
173-183-410 NEW-P 91-22-108 173-203-020 NEW-P 91-09-056 173-204-315 NEW 91-08-019 
173-183-420 NEW-P 91-22-108 173-203-020 NEW-W 91-10-048 173-204-320 NEW 91-08-019 
173-183-430 NEW-P 91-22-108 173-203-020 NEW-P 91-11-089 173-204-330 NEW 91-08-019 
173-183-440 NEW-P 91-22-108 173-203-020 NEW-W  91-23-092 173-204-340 NEW 91-08-019 
173-183-450 NEW-P 91-22-108 173-203-030 NEW-P 91-09-056 173-204-350 NEW 91-08-019 
173—183—460 NEW-P 91-22-108 173-203-030 NEW-W 91-10-048 173-204-400 NEW 91-08-019 
173-183-470 NEW-P 91-22-108 173-203-030 NEW-P  91-11-089 173-204-410 NEW 91-08-019 
173-183-500 NEW-P 91-22-108 173-203-030 NEW-W 91-23-092 173-204-415 NEW 91-08-019 
173-183-600 NEW-P 91-22-108 173-203-040 NEW-P 91-09-056 173-204-420 NEW 91-08-019 
173-183-610. NEW-P 91-22-108 173-203-040 NEW-W  91-10-048 173-204-500 NEW 91-08-019 
173-183-620 NEW-P 91-22-108 173-203-040 NEW-P 91-11-089 173-204-510 NEW 91-08-019 
173-183-700 NEW-P 91-22-108 173-203-040 NEW-W 91-23-092 173-204-520 NEW 91-08-019 
173-183-710 NEW-P 91-22-108 173-203-050 NEW-P 91-09-056 173-204-530 NEW 91-08-019 
173-183-800 NEW-P 91-22-108 173-203-050 NEW-W  91-10-048 173-204-540 NEW 91-08-019 
173-183-810 NEW-P 91-22-108 173-203-050 NEW-P 91-11-089 173-204-550 NEW 91-08-019 
173-183-820 NEW-P 91-22-108 173-203-050 NEW-W  91-23-092 173-204-560 NEW 91-08-019 
173-183-830 NEW-P 91-22-108 173-203-060 NEW-P 91-09-056 173-204-570 NEW 91-08-019 
173-183-840 NEW-P 91-22-108 173-203-060 NEW-W  91-10-048 173-204-580 NEW 91-08-019 
173-183-850 NEW-P 91-22-108 173-203-060 NEW-P 91-11-089 173-204-590 NEW 91-08-019 
173-183-860 NEW-P 91-22-108 173-203-060 NEW-W  91-23-092 173-204-600 NEW 91-08-019 
173-183-870 NEW-P 91-22-108 173-203-070 NEW-P 91-09-056 173-204-610 NEW 91-08-019 
173-183-900 NEW-P  91-22-108 173-203-070 NEW-W 91-10-048 173-204-620 NEW 91-08-019 
173-183-910 NEW-P 91-22-108 173-203-070 NEW-P  91-11-089 173-224 PREP 91-15-106 
173-183-990 NEW-P 91-22-108 173-203-070 NEW-W 91-23-092 173-224-015 AMD-P 91-03-080 
173-201-010 REP-P 91-09-056 173-203-080 NEW-P 91-09-056 173-224-015 AMD-W 91-11-047 
173-201-010 REP-W  91-10-048 173-203-080 NEW-W 91-10-048 173-224-015 AMD-P 91-19-083 
173-201-010 REP-P 91-11-089 173-203-080 NEW-P  91-11-089 173-224-020 AMD-P 91-19-083 
173-201-010 REP-W 91-23-092 173-203-080 NEW-W  91-23-092 173-224-030 AMD-P 91-03-080 
173-201-025 REP-P 91-09-056 173-203-090 NEW-P 91-09-056 173-224-030 AMD-W 91-11-047 
173-201-025 REP-W 91-10-048 173-203-090 NEW-W 91-10-048 173-224-030 AMD-P 91-19-083 
173-201-025 REP-P 91-11089 173-203-090 NEW-P 91-11-089 173-224-040 AMD-P 91-03-080 
173-201-025 REP-W  91-23-092 173-203-090 NEW-W  91-23-092 173-224-040 AMD-W 91-11-047 
173-201-035 REP-P 91-09-056 173-203-100 NEW-P 91-09-056 173-224-040 AMD-P 91-19-083 
173-201-035 REP-W 91-10-048 173-203-100 NEW-W 91-10-048 173-224-050 AMD-P 91-03-080 
173-201-035 REP-P 91-11-089 173-203-100 NEW-P 91-11089 173-224-050 AMD-W 91-11-047 
173-201-035 REP-W 91-23-092 173-203-100 NEW-W  91-23-092 173-224-050 AMD-P 91-19-083 
173-201-045 REP-P _ 91-09-056 173-203-110 NEW-P 91-09-056 173-224-090 AMD-P 91-03-080 
173-201-045 REP-W 91-10-048 173-203-110 NEW-W 91-10-048 173-224-090 AMD-W  91-11-047 
173-201-045 REP-P 91-11-089 173-203-110 NEW-P 91-11-089 173-224-090 AMD-P 91-19-083_ 
173-201-045 REP-W  91-23-092 173-203-110 NEW-W 91-23-092 173-224-100 AMD-P 91-19-083 
173-201-047 REP-P 91-09-056 173-203-120 NEW-P 91-09-056 173-224-120 AMD-P 91-19-083 
173-201-047 REP-W 91-10-048 173-203-120 NEW-W 91-10-048 173-230-090 AMD 91-13-058 
173-201-047 REP-P 91-11-089 173-203-120 NEW-P 91-11-089 173-270-010 NEW-P 91-04-091 
173-201-047 REP-W 91-23-092 173-203-120 NEW-W  91-23-092 173-270-010 NEW 91-11-091 
173-201-070 REP-P 91-09-056 173-203-130 NEW-P 91-09-056 173-270-020 NEW-P 91-04-091 
173-201-070 REP-W 91-10-048 173-203-130 NEW-W 91-10-048 173-270-020 NEW 91-11-091 
173-201-070 REP-P 91-11-089 173-203-130 NEW-P 91-11-089 173-270-030 NEW-P 91-04-091 
173-201-070 REP-W 91-23-092 173-203-130 NEW-W  91-23-092 173-270-030 NEW 91-11-091 
173-201-080 REP-P 91-09-056 173-203-140 NEW-P 91-09-056 173-270-040 NEW-P 91-04-091 
173-201-080 REP-W 91-10-048 173-203-140 NEW-W 91-10-048 173-270-040 NEW 91-11-091 
173-201-080 REP-P _ 91-11-089 173-203-140 NEW-P  91-11-089 173-270-050 NEW-P 91-04-091 
173-201-080 REP-W 91-23-092 173-203-140 NEW-W 91-23-092 173-270-050 NEW 91-11-091 
173-201-085 REP-P 91-09-056 173-203-150 NEW-P 91-09-056 173-270-060 NEW-P 91-04-091 
173-201-085 REP-W 91-10-048 173-203-150 NEW-W 91-10-048 173-270-060 NEW 91-11-09] 
173-201-085 REP-P 91-11-089 173-203-150 NEW-P 91-11-089 173-270-070 NEW-P 91-04-091 
173-201-085 REP-W 91-23-092 173-203-150 NEW-W 91-23-092 173-270-070 NEW 91-11-091 
173-201-090 REP-P 91-09-056 173-203-160 NEW-P 91-09-056 173-270-080 NEW-P 91-04-091 
173-201-090 REP-W 91-10-048 173-203-160 NEW-W 91-10-048 173-270-080 NEW 91-11-091 
173-201-090 REP-P 91-11-089 173-203-160 NEW-P  91-11-089 173-270-090 NEW-P 91-04-091 
173-201-090 REP-W 91-23-092 173-203-160 NEW-W  91-23-092 173-270-090 NEW 91-11-091 
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173-270-100 NEW-P 91-04-091 173-305-070 REP-E  91-03-139 173-340-706 NEW 91-04-019 
173-270-100 NEW 91-11-091 173-305-0700 | NEW-E 91-03-139 173-340-707 NEW 91-04-019 
173-300-070 AMD-P 91-09-053 173-305-080 REP-E 91-03-139 173-340-708 NEW 91-04-019 
173-300-070 AMD 91-12-040 173-305-090 REP-E 91-03-139 173-340-710 NEW 91-04-019 
173-303 PREP 91-15-105 173-305-110 NEW 91-08-040 173-340-720 NEW 91-04-019 
173-303-016 AMD 91-07-005 173-305-120 NEW 91-08-040 173-340-730 NEW 91-04-019 
173-303-017 AMD 91-07-005 173-305-210 NEW 91-08-040 173-340-740 NEW 91-04-019 
173-303-040 AMD 91-07-005 173-305-220 NEW 91-08-040 173-340-745 NEW 91-04-019 
173-303-045 AMD 91-07-005 173-305-230 NEW 91-08-040 173-340-750 NEW 91-04-019 
173-303-070 AMD 91-07-005 173-305-240 NEW 91-08-040 173-340-760 NEW 91-04-019 
173-303-071 AMD 91-07-005 173-307-010 NEW 91-08-041 173-340-830 AMD 91-04-019 
173-303-072 AMD 91-07-005 173-307-010 AMD-P 91-14-099 173-360-110 AMD-P 91-17-079 
173-303-081 AMD 91-07-005 173-307-010 AMD 91-20-131 173-360-110 AMD 91-22-020 
173-303-084 AMD 91-07-005 173-307-015 NEW 91-08-041 173-360-120 AMD-P 91-17-079 
173-303-090 AMD 91-07-005 173-307-015 AMD-P 91-14-099 173-360-120 AMD 91-22-020 
173-303-103 AMD 91-07-005 173-307-015 AMD 91-20-131 173-360-130 AMD-P 91-17-079 
173-303-110 AMD 91-07-005 173-307-020 NEW 91-08-041 173-360-130 AMD 91-22-020 
173-303-120 AMD 91-07-005 173-307-020 AMD-P 91-14-099 173-360-200 AMD-P 91-17-079 
173-303-145 AMD 91-07-005 173-307-020 AMD 91-20-131 173-360-200 AMD 91-22-020 
173-303-160 AMD 91-07-005 173-307-030 NEW 91-08-041 173-360-220 NEW-W 91-04-022 
173-303-200 AMD 91-07-005 173-307-030 AMD-P 91-14-099 173-360-230 NEW-W 91-04-022 
173-303-201 AMD 91-07-005 173-307-030 AMD 9120-131 173-360-305 AMD-P 91-17-079 
173-303-210 AMD 91-07-005 173-307-040 NEW 91-08-041 173-360-305 AMD 91-22-020 
173-303-220 AMD 91-07-005 173-307-040 AMD-P 91-14-099 173-360-310 AMD-P 91-17-079 
173-303-230 AMD 91-07-005 173-307-040 AMD 91-20-131 173-360-310 AMD 91-22-020 
173-303-320 AMD 91-07-005 173-307-050 NEW 91-08-041 173-360-330 AMD-P 91-17-079 
173-303-360 AMD 91-07-005 173-307-060 NEW 91-08-041 173-360-330 AMD 91-22-020 
173-303-380 AMD 91-07-005 173-307-060 AMD-P - 91-14-099 173-360-345 AMD-P 91-17-079 
173-303-390 AMD 91-07-005 173-307-060 AMD 91-20-131 173-360-345 AMD 91-22-020 
173-303-400 AMD 91-07-005 173-307-070 NEW 91-08-041 173-360-350 AMD-P 91-17-079 
173-303-500 AMD .  91-07-005 173-307-070 AMD-P 91-14-099 173-360-350 AMD 91-22-020 
173-303-510 READ 91-07-005 173-307-070 AMD 91-20-131 173-360-370 AMD-P 91-17-079 
173-303-515 READ 91-07-005 173-307-080 NEW 91-08-041 173-360-370 AMD 91-22-020 
173-303-520 READ 91-07-005 173-307-080 AMD-P 91-14-099 173-360-380 AMD-P 91-17-079 
173-303-525 AMD 91-07-005 173-307-080 AMD 91-20-131 173-360-380 AMD 91-22-020 
173-303-550 AMD 91-07-005 173-307-090 NEW 91—08-041 173-360-385 AMD-P 91-17-079 
173-303-560 READ 91-07-005 173-307-100 NEW 91-08—041 173-360-385 AMD 91-22-020 
173-303-600 AMD 91-07-005 173-307-110 NEW 91-08-041 173-360-390 AMD-P 91-17-079 
173-303-610 AMD 91-07-005 173-307-120 NEW 91-08-041 173-360-390 AMD 91-22-020 
173-303-620 AMD 91-07-005 173-307-130 NEW 91-08—041 173-360-395 AMD-P 91-17-079 
173-303-630 AMD 91-07-005 173-307-140 NEW 91-08-041 173-360-395 AMD 91-22-020 
173-303-645 AMD 91-07-005 173-312 AMD 91-11-090 173-360-403 AMD-P 91-17-079 
173-303-650 READ 91-07-005 173-312-010 AMD 91-11-090 173-360-403 AMD 91-22-020 
173-303-680 NEW 91-07-005 173-312-020 AMD 91-11-090 173-360-473 AMD-P 91-17-079 
173-303-800 AMD 91-07-005 173-312-030 AMD 91-11-090 173-360-473 AMD 91-22-020 
173-303-802 AMD 91-07-005 173-312-040 AMD 91-11-090 173-360-480 AMD-P 91-17-079 
173-303-805 AMD 91-07-005 173-312-050 AMD 91-11-090 173-360-480 AMD 91-22-020 
173-303-806 AMD 91-07-005 173-312-060 NEW 91-11-090 173-360-610 AMD-P 91-17-079 
173-303-807 AMD 91-07-005 173-312-070 NEW 91-11-090 173-360-610 AMD 91-22-020 
173-303-808 AMD 91-07-005 173-312-080 NEW 91-11-090 173-360-620 NEW-W 91-04-022 
173-303-810 AMD 91-07-005 173-312-090 NEW 91-11-090 173-360-630 AMD-P 91-17-079 
173-303-830 AMD 91-07-005 173-312-100 NEW 91-11-090 173-360-630 AMD 91-22-020 
173-303-902 PREP 91-08-018 173-319 PREP 91-10-032 173-360-650 AMD-P 91-17-079 
173-303-9903 AMD 91-07-005 173-331-010 NEW 91-05-020 173-360-650 AMD 91-22-020 
173-303-9904 AMD 91-07-005 173-331-100 NEW 91-05-020 173-360-655 AMD-P 91-17-079 
173-303-9906 AMD 91-07-005 173-331-200 NEW 91-05-020 173-360-655 AMD 91-22-020 
173-303-9907 AMD 91-07-005 173-331-210 NEW 91-05-020 173-360-695 NEW-P 91-17-079 
173-305-010 REP-E 91-03-139 173-331-220 NEW 91-05-020 173-360-695 NEW 91-22-020 
173-305-010 AMD 91-08-040 173-331-300 NEW 91-05-020 173-400-010 AMD 91-05-064 
173-305-0100 NEW-E 91-03-139 173-331-400 NEW 91-05-020 173-400-020 AMD 91-05-064 
173-305-015 REP-E 91-03-139 173-331-410 NEW 91-05-020 173-400-030 AMD 91-05-064 
173-305-015 AMD 9108040 173-331-500 NEW 91-05-020 173-400-040 AMD 91-05-064 
173-305-015001 NEW-E 91-03-139 173-331-600 NEW 91-05-020 173-400-050 AMD 91-05-064 
173-305-020 REP-E 91-03-139 173-340-120 AMD 91-04-019 173-400-060 AMD 91—05-064 
173-305-020 AMD 91-08-040 173-340-200 AMD 91-04-019 173-400-070 AMD 91-05-064 
173-305-02001 NEW-E 91-03-139 173-340-210 AMD 91-04-019. 173-400-075 AMD 91-05-064 
173-305-030 REP-E 91-03-139 173-340-300 AMD 91-04-019 173-400-100 AMD 91-05-064 
173-305-030 AMD 91-08-040 173-340-350 AMD 91-04-019 173-400-105 AMD 91-05-064 
173-305-0300 NEW-E 91-03-139 173-340-360 AMD 91-04-019 173-400-110 AMD 91—05-064 
173-305-040 REP-E 91-03-139 173-340-420 AMD 91-04-019 173-400-115 AMD 91—05-064 
173-305-040 AMD 91-08-040 173-340-430 AMD 91-04-019 173-400-120 AMD 91-05-064 
173-305-04001 NEW-E 91-03-139 173-340-440 NEW 91-04-019 173-400-131 NEW 91—05-064 
173-305-050 REP-E 91-03-139 173-340-450 NEW 91-04-019 173-400-136 NEW 91-05-064 
173-305-050 AMD 91-08-040 173-340-700 AMD 91-04-019 173-400-141 NEW 91-05-064 
173-305-0500) NEW-E 91-03-139 173-340-702 NEW 91-04-019 173-400-151 NEW 91—05-064 
173-305-060 REP-E 91-03-139 173-340-704 NEW 91-04-019 173-400-161 NEW 91-05-064 
173-305-0600 NEW-E 91-03-139 173-340-705 NEW 91-04-019 173-400-171 NEW 91—05-064 
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173-400-180 NEW 91-05-064 173-433-150 AMD 91-07-066 180-26-057 AMD-E 91-15-030 
173-400-190 NEW 91-05-064 173-433-170 AMD 91-07-066 180—26—057 AMD-P 91-17-073 
173-400-200 NEW 91-05-064 173-433-170 AMD-E 92-01-098 180-26-057 AMD 91-20-151 
173-400-205 NEW 91-05-064 173-460-010 NEW 91-13-079 180-26-058 NEW-E  91-15-030 
173-400-210 NEW 91-05-064 173-460-020 NEW 91-13-079 180-26-058 NEW-P  91-17-073 
173-400-220 NEW 91-05-064 173-460-030 NEW 91-13-079 180-26-058 NEW 91-20-151 
173-400-230 NEW 91-05-064 173-460-040 NEW 91-13-079 180-26-060 AMD-P 91-08-067 
173-400-240 NEW 91-05-064 173-460-050 NEW 91-13-079 180-26-060 AMD 91-12-055 
173-400-250 NEW 91-05-064 173-460-060 NEW 91-13-079 180-27-018 AMD-P 91-08-068 
173-400-260 NEW 91-05-064 173-460-070 NEW 91-13-079 180-27-018 AMD 91-12-059 
173-403-010 REP 91-05-064 173-460-080 NEW 91-13-079 180-27-032 NEW-P 91-08-069 
173-403-020 REP 91-05-064 173-460-090 NEW 91-13-079 180-27-032 NEW 91-12-056 
173-403-030 REP 91-05-064 173-460-100 NEW 91-13-079 180-27-058 AMD-P 91-08-068 
173-403-050 REP 91-05-064 173-460-110 NEW 91-13-079 180-27-058 AMD 91-12-059 
173-403-060 REP 91-05-064 173-460-120 NEW 91-13-079 180-27-115 AMD-P 91-08-068 
173-403-070 REP 91-05-064 173-460-130 NEW 91-13-079 180-27-115 AMD 91-12-059 
173-403-075 REP 91-05-064 173-460-140 NEW 91-13-079 180-29-107 AMD-P 91-08-067 
173-403-080 REP 91-05-064 173-460-150 NEW 91-13-079 180-29-107 AMD 91-12-055 
173-403-090 REP 91-05-064 173-460-160 NEW 91-13-079 180-29-1075 AMD-E 91-15-030 
173-403-100 REP 91-05-064 173-490-010 AMD 91-05-064 180-29-1075 AMD-P 91-17-073 
173-403-110 REP 91-05-064 173-490-020 AMD 91-05-064 180-29-1075 AMD 91-20-151 
173-403-120 REP 91-05-064 173-490-025 AMD 91-05-064 180291076 NEW-E  91-15-030 
173-403-130 REP 91-05-064 173-490-030 AMD 91-05-064 180-29-1076 NEW-P  91-17-073 
173-403-141 REP 91-05-064 173-490-040 AMD 91-05-064 180-29-1076 NEW 91-20-151 
173-403-145 REP 91-05-064 173-490-070 REP 91-05-064 180-29-115 AMD-E 91-15-030 
173-403-150 REP 91-05-064 173-490-071 REP 91-05-064 180-29-115 AMD-P 91-17-073 
173-403-160 REP 91-05-064 173-490-080 AMD 91-05-064 180-29-115 AMD 91-20-151 
173-403-170 REP 91-05-064 173-490-090 AMD 91-05-064 180-29-116 NEW-E  91-15-030 
173-403-180 REP 91—05-064 173-490-120 REP 91-05-064 180-29-116 NEW-P  91-17-073 
173-403-190 REP 91-05-064 173-490-130 REP 9105-064 180-29-116 NEW 91-20-151 
173-405-012 AMD 91-05-064 173-490-135 REP 91-05-064 180-33-013 NEW-P 91-08-070 
173-405-021 AMD 91-05-064 173-490-140 REP 91-05-064 180-33-013 NEW 91-12-058 
173-405-033 AMD 91-05-064 173-490-150 REP 91-05-064 180-33-015 AMD-P 91-08-070 
173-405-035 AMD 91-05-064 173-490-200 AMD 91-05-064 180-33-015 AMD 91-12-058 
173-405-040 AMD 91-05-064 173-490-201 AMD 91-05-064 180—33-020 AMD-P 91-08-070 
173-405-041 REP 91-05-064 173-490-202 AMD 91-05-064 180-33-020 AMD 91-12-058 
173-405-045 AMD 91-05-064 173-490-203 AMD 91-05-064 180-33-023 NEW-P 91-08-070 
173-405-061 AMD 91-05-064 173-490-204 AMD 91-05-064 180-33-023 NEW 91-12-058 
173-405-072 AMD 91-05-064 173-490-205 AMD 91-05-064 180-33-035 AMD-P 91-08-070 
173-405-077 AMD 91-05-064 173-490-207 AMD 91-05-064 180-33-035 AMD 91-12-058 
173-405-078 AMD 91-05-064 173-490-208 AMD 91-05-064 180—44-050 AMD-P 91-05-068 

‚ 173-405-086 AMD 91-05-064 173-491-010 NEW-P 91-02-107 180-44-050 AMD 91-08-055 
173-405-087 AMD 91-05-064 173-491-010 NEW 91-14-101 180-51-085 AMD 91-11-018 
173-405-091 AMD 91-05-064 173-491-015 NEW-P 91-02-107 180-55-005 AMD 91-04-015 
173-410-012 AMD 91-05-064 173-491-015 NEW 91-14-101 180-55-015 AMD 91-04-015 
173-410-021 AMD 91-05-064 173-491-020 NEW-P  91-02-107 180—75-016 NEW-P 92-01-126 
173-410-035 AMD 91-05-064 173-491-020 NEW 91-14-101 180-75-055 AMD-P 92-01-126 
173-410-040 AMD 91-05-064 173-491-030 NEW-P 91-02-107 180—75-065 AMD-P 92-01-126 
173-410-042 REP 91-05-064 173-491-030 NEW 91-14-101 180—75-080 REP-P 92-01-126 
173-410-045 AMD 91-05-064 173-491-040 NEW-P 91-02-107 180-75-081 AMD-P 91-20-152 
173-410-062 AMD 91-05-064 173-491-040 NEW 91-14-101 180—75-081 AMD 92-01-127 
173-410-067 AMD 91-05-064 173-491-050 NEW-P 91-02-107 180-75-085 AMD-P 92-01-126 
173-410-071 AMD 91-05-064 173-491-050 NEW 91-14-101 180—75-087 AMD-P 92-01-126 
173-410-086 AMD 91-05-064 173-492 PREP 91-20-130 180—75-089 NEW-P 92-01-126 
173-410-087 AMD 91-05-064 173-500-080 NEW-E  91-04-080 180—75-090 AMD-P 92-01-126 
173-410-100 NEW 91-05-064 173-500-080 NEW-P 91-12-038 180-75-110 NEW-P 92-01-126 
173-415-010 AMD 91-05-064 173-500-080 NEW-E 91-12-042 180-77-040 AMD-P 92-01-125 
173-415-020 AMD 91-05-064 173-500-080 NEW 91-18-011 180-77-045 AMD-P 92-01-125 
173-415-030 AMD 91-05-064 173-548-050 AMD-E 91-04-073 180-77-050 AMD-P 92-01-125 
173-415-040 AMD 91-05-064 173-548-050 AMD-P 91-12-039 180-77-065 AMD-P 92-01-125 
173-415-041 REP 91-05-064 173-548-050 AMD-E  91-12-041 180-77-100 NEW-P 92-01-125 
173-415-045 AMD 91-05-064 173-548-050 AMD-C  91-15-104 180-77-105 NEW-P 92-01-125 
173-415-050 AMD 91-05-064 173-548-050 AMD-C  91-19-109 180-77-110 NEW-P 92-01-125 
173-415-051 AMD 91-05-064 173-548-050 AMD-E  91-20-132 180-78-047 AMD-P 91-20-152 
173-415-060 AMD 91-05-064 173-548-050 AMD 91-23-093 180—78-047 AMD 92-01-127 
173-415-070 AMD 91-05-064 178-01-010 NEW-E  91-18-003 180—78-125 REP-P 91-20152 
173-415-080 AMD 91-05-064 178-01-010 NEW-P 91-20-001 180-78-125 REP 92-01-127 
173-422 PREP 91-19-031 180—16—200 AMD-P 92-01-124 180—78-145 AMD-P 91-20-152 
173-425 PREP 91-21-112 180-16-205 AMD-P 92-01-124 180—78-145 AMD 92-01-127 
173—433 AMD 91-07-066 180-16-222 AMD-P 92-01-126 180-78-165 AMD-P 91-20-152 
173-433 PREP 91-20-129 180-16-223 AMD-P 92-01-126 180-78-170 AMD-P 91-20-152 
173-433-030 AMD 91-07-066 180-25-025 AMD-P 91-08-070 180—78-170 AMD 92-01-127 
173-433-100 AMD 91-07-066 180-25-025 AMD 91-12-058 180-78-196 NEW-P 91-20-152 
173-433-110 AMD 91-07-066 180-25-031 NEW-E 91-24-031 180-78-196 NEW 92-01-127 
173-433-120 AMD 91-07-066 180-25-03! NEW-P 92-01-123 180—78-200 NEW-P 91-20-152 
173-433-130 AMD 91-07-066 180-26-020 AMD-P 91-08-071 180-78-201 NEW-P 91-20-152 
173-433-140 NEW 91-07-066 180-26-020 AMD 91-12-057 180—78—201 NEW 92-01-127 


WACH 


180—78-232 
180-78-232 
180—79-003 
180-79-047 
180-79-049 
180-79-075 
180-79-080 
180—79-080 
180-79-086 
180-79-115 
180—79-120 
180—79-123 
180-79-129 
180-79-131 
180—79-136 
180-79-230 
180-79-230 
180-79-236 
180-79-24 | 
180-79-310 
180-79-311 
180-79-333 
180—79—379 
180—85-005 
180—85-045 
180-85-045 
180-85-077 
180-85-115 
180-86-012 
180-86-012 
180-86-097 
180-86-097 
180-86-100 
180-86-100 
180-96-055 
180-96-055 
180-96-060 
180-96-060 
182-08-111 
182-08-111 
182-08-111 
182-08-220 
182-08-220 
182-12-111 
182-12-111 
182-12-115 
182-12-115 
182-12-115 
182-12-127 
182-12-127 
182-12-130 
182-12-130 
182-12-210 
182-12-210 
182-12-215 
182-12-215 
182-16-010 
182-16-010 
182-16-020 
182-16-020 
182-16-030 
182-16-030 
182-16-040 
182-16-040 
182-16-050 
182-16-050 
182-18-005 
182-18-005 
182-18-010 
182-18-010 
182-18-020 
182-18-020 
182-18-030 
182-18-030 
182-18-040 
182-18-040 
182-18-050 


WSR j 


91-20-152 
92-01-127 
91-04-016 
92-01-126 
92-01-126 
92-01-126 
91-04-016 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
91-05-056 
92-01-126 
91-05-056 
91-05-056 
92-01-126 
92-01-126 
92-01-126 
92-01-126 
91-04-016 
91-04-016 
92-01-126 
92-01-126 
92-01-126 
91-20-152 
92-01-127 
91-20-152 
92-01-127 
91-05-024 
91-08-056 
91-20-150 
91-24-032 
91-20-150 
91-24-032 
91-11-093 
91-11-094 
91-20-163 
91-1 1-093 
91-20-163 
91-19-042 
91-20-146 
91-1 1-096 
91~14-084 
91-23-098 
91-04-086 
91-11-010 
91-11-095 
91-14-084 
91-04-086 
91-11-010 
91-04-086 
91-11-010 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-04-087 
91-14-025 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 


Table of WAC Sections Affected 


WAC # 


182-18-050 
182-18-060 
182-18-060 
182-18-070 
182-18-070 
182-18-080 
182-18-080 
182-18-090 
182-18-090 
182-18-100 
182-18-100 
182-18-110 
182-18-110 
182-18-120 
182-18-120 
182-18-130 
182-18-130 
182-18-140 
182-18-140 
182-18-150 
182-18-150 
182-18-160 
182-18-160 
192-12 

192-12-300 
192-12-300 
192-12-300 
192-12-300 
192-12-305 
192-12-305 
192-12-305 
192-12-305 
192-12-310 
192-12-310 
192-12-310 
192-12-320 
192-12-320 
192-12-320 
192-12-320 
192-12-330 
192-12-330 
192-12-330 
192-12-330 
192-12-370 
192-12-370 
192-12-370 
192-12-370 
192-12—380 
192-12—380 
192-32-00! 
192-32-001 
192-32-001 
192-32-010 
192-32-010 
192-32-010 
192-32-015 
192-32-015 
192-32-015 
192-32-025 
192-32-025 
192-32-025 
192-32-035 
192-32-035 
192-32-035 
192-32-040 
192-32-040 
192-32-040 
192-32-045 
192-32-045 
192--32-045 
192—32-050 
192-32-050 
192-32-050 
192-32-055 
192-32-055 
192-32-055 
192-32-065 


WSR 4 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91-17-043 
91-05-079 
91—17-043 
91-05-079 
91-17-043 
91-16-029 
91-03-054 
91-11-051 
91-11-052 
91-19—007 
91-03-054 
91-11-05] 
91-11-052 
91-19-007 
91-03-054 
91-11-051 
91-19-007 
91-03-054 
91-11-051 
91-11-052 
91-19-007 
91-03-054 
91-11-051 
91-11-052 
91-19-007 
91-03-054 
91-11-051 
91-11-052 
91—24—080 
91-18-071 
91--24-056 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-1415 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 
91-14-116 
91-20-012 
91-14-115 


WAC # WSR # 

192-32-065 NEW-E  91-14-116 
192-32-065 NEW 91-20-012 
192-32-075 NEW-P 91-14-115 
192-32-075 NEW-E 91-14-116 
192-32-075 NEW 91-20-012 
192-32-085 NEW-P  91-14-115 
192-32-085 NEW-E  91-14-116 
192-32-085 NEW 91-20-012 
192-32-095 NEW-P 91-14-115 
192-32-095 NEW-E 91-14-116 
192-32-095 NEW 91-20-012 
192-32-105 NEW-P 91-14-115 
192-32-105 NEW-E 91-14-116 
192-32-105 NEW 91-20-012 
192-32-115 NEW-P 91-14-15 
192-32-115 NEW-E  91-14-116 
192-32-115 NEW 91-20-012 
194-20-010 NEW-P 91-22-098 
194-20-010 NEW 92-01-120 
194-20-020 NEW-P 91-22-098 
194-20-020 NEW 92-01-120 
194-20-030 NEW-P 91-22-0908 
194-20-030 NEW 92-01-120 
194—20-040 NEW-P 91-22-098 
194-20-040 NEW 92-01-120 
194-20-050 NEW-P 91-22-098 
194—20-050 NEW 92-01-120 
194-20-060 NEW-P 91-22-098 
194-20-060 NEW 92-01-120 
194-20-070 NEW-P 91-22-098 
194-20-070 NEW 92-01-120 
194-20-080 NEW-P 91-22-0908 
194-20-080 NEW 92-01-120 
196-12-020 AMD-P  91-21-065 
196-12-020 AMD 92-01-101 
196-12-050 AMD-P 91-21-065 
196-12-050 AMD 92-01-101 
196-16-031 AMD-P 91-20-138 
196-16-031 AMD 91-23-111 
196-24-030 AMD-P 91-20-138 
196-24-030 AMD 91-23-111 
196-24-050 AMD-P 91-21-065 
196-24-050 AMD-W 92-01-100 
196-24-060 AMD-P 91-07-064 
196-24-060 AMD 91-11-075 
196-24-080 AMD-P 91-20-138 
196-24-080 AMD 91-23-111 
196-24-095 AMD-P 91-05-078 
196-24-095 AMD-C 91-06-018 
196-24-095 AMD 91-11-099 
196-24—097 NEW-P 91-05-078 
196-24-097 NEW-C 91-06-018 
196-24-097 NEW-W 91-11-098 
196-24-097 NEW-P 91-21-064 
196-24-097 NEW-W 92-01-099 
196-24-098 PREP 91-05-041 
196-26-020 AMD-P 91-07-065 
196-26-020 AMD 91-10-046 
196-26-020 AMD-P 91-19-091 
196-26--020 AMD 91-22-017 
196-26-030 AMD-P 91-07-065 
196-26-030 AMD 91-10-046 
196-26-030 AMD-P 91-19-091 
196-26--030 AMD 91-22-017 
204-10—040 AMD-P 91-16-100 
204-10-040 AMD 91-22-056 
204-24-030 AMD-P 91-24-004 
204-24-040 AMD-P 91-24-004 
204-24-050 AMD-P 91-10-053 
204-24-050 AMD 91-14-004 
204-24-050 AMD-P 91-24-004 
204-24-070 AMD-P 91-24-004 
204-53-010 NEW 91-05-019 
204-74A-060 AMD-P 91-24-003 
204-88-030 AMD-P 91-10-015 
204-88-030 AMD 91-14-003 
212-12-010 AMD-W 91-05-043 


Table of WAC Sections Affected 


WAC # WSR # WAC f WSR # 
212-54-001 REP-P 91-06-020 212-55-020 REP 91-11-001 
212-54-001 REP-E  91-06-021 212-55-025 REP-P 91-06-020 
212-54-001 REP 91-11-001 212-55-025 REP-E  91-06-021 
212-54-005 REP-P 91-06-020 212-55-025 REP 91-11-001 
212-54-005 REP-E 91-06-021 212-55-030 REP-P 91-06-020 
212-54-005 REP 91-11-001 212-55-030 REP-E  91-06-021 
212-54-010 REP-P 91-06-020 212-55-030 REP 91-11-001 
212-54-010 REP-E 91-06-021 212-55-035 REP-P 91-06-020 
212-54-010 REP 91-11-001 212-55-035 REP-E 91-06-021 
212-54-015 REP-P 91-06-020 212-55-035 REP 91-11-001 
212-54-015 REP-E  91-06-021 212-55-040 REP-P  91-06-020 
212-54-015 REP 91-11-001 212-55-040 REP-E 91-06-021 
212-54-020 REP-P 91-06-020 212-55-040 REP 91-11-001 
212-54-020 REP-E  91-06-021 212-55-045 REP-P 91-06-020 
212-54-020 REP 91-11-001 212-55-045 REP-E 91-06-02! 
212-54-025 REP-P 91-06-020 212-55-045 REP 91-11-001 
212-54-025 REP-E 91-06-021 212-55-050 REP-P 91-06-020 
212-54-025 REP 91-11-001 212-55-050 REP-E 91-06-021 
212-54-030 REP-P 91-06-020 212-55-050 REP 91-11-001 
212-54-030 REP-E 91-06-021 212-55-055 REP-P 91-06-020 
212-54-030 REP 91-11-001 212-55-055 REP-E  91-06-021 
212-54-035 REP-P 91-06-020 212-55-055 REP 91-11-001 
212-54-035 REP-E 91-06-021 212-55-060 REP-P 91-06-020 
212-54-035 REP 91-11-001 212-55-060 REP-E 91-06-021 
212-54-040 REP-P 91-06-020 212-55-060 REP 91-11-001 
212-54-040 REP-E 91-06-02] 212-55-065 REP-P 91-06-020 
212-54-040 REP 91-11-001 212-55-065 REP-E  91-06-021 
212-54-045 REP-P 91-06-020 212-55-065 REP 91-11-001 
212-54-045 REP-E  91-06-021 212-55-070 REP-P 91-06-020 
212-54-045 REP 91-11-001 212-55-070 REP-E 91-06-021 
212-54-050 REP-P 91-06-020 212-55-070 REP 91-11-001 
212-54-050 REP-E 91-06-021 212-55-075 REP-P 91-06-020 
212-54-050 REP 91-11-001 212-55-075 REP-E  91-06-021 
212-54-055 REP-P 91-06-020 212-55-075 REP 91-11-001 
212-54-055 REP-E 91-06-021 212-55-080 REP-P 91-06-020 
212-54-055 REP 91-11-001 212—55-080 REP-E 91-06-021 
212-54-060 REP-P 91-06-020 212-55-080 REP 91-11-001 
212-54-060 REP-E 91-06-021 212-55-085 REP-P 91-06-020 
212-54-060 REP 91-11-00) 212-55-085 REP-E 91-06-021 
212-54-065 REP-P 91-06-020 212-55-085 REP 91-11-001 
212-54-065 REP-E 91-06-021 212-55-090 REP-P 91-06-020 
212-54-065 REP 91-11-001 212-55-090 REP-E 91-06-021 
212-54-070 REP-P 91-06-020 212-55-090 REP 91-11-001 
212-54-070 REP-E 91-06-021 212-55-095 REP-P  91-06-020 
212-54-070 REP 91-11-001 212-55-095 REP-E 91-06-021 
212-54-015 REP-P 91-06-020 212-55-095 REP 91-11-001 
212-54-075 REP-E 91-06-021 212-56A-001 NEW-P 91-06-020 
212-54-015 REP 91-11-001 212-56A-001 NEW-E  91-06-021 
212-54-080 REP-P 91-06-020 212-56A-001 NEW 91-11-001 
212-54-080 REP-E 91-06-021 212-56A-005 NEW-P  91-06-020 
212-54-080 REP 91-11-001 212-56A-005 NEW-E  91-06-021 
212-54-085 REP-P 91-06-020 212-56A-005 NEW 91-11-001 
212-54-085 REP-E 91-06-021 212-56A-010 NEW-P 91-06-020 
212-54-085 REP 91-11-001 212-56A-010 NEW-E 91-06-021 
212-54-090 REP-P 91-06-020 212-56A-010 NEW 91-11-001 
212-54-090 REP-E 91-06-021 212-56A-015 NEW-P 91-06-020 
212-54-090 REP 91-11-001 212-56A-015 NEW-E 91-06-021 
212-54-095 REP-P 91-06-020 212-56A-015 NEW 91-11-001 
212-54-095 REP-E 91-06-021 212-56A-020 NEW-P 91-06-020 
212-54-095 REP 91-11-001 212-56A-020 NEW-E 91-06-021 
212-54-100 REP-P 91-06-020 212-56A-020 NEW 91-11-001 
212-54-100 REP-E 91-06-021 212-56A-030 NEW-P 91-06-020 
212-54-100 REP 91-11-001 212-56A-030 NEW-E  91-06-021 
212-55-001 REP-P 91-06-020 212-56A-030 NEW 91-11-001 
212-55-001 REP-E 91-06-021 212-56A-035 NEW-P 91-06-020 
212-55-001 REP 91-11-001 212-56A-035 NEW-E  91-06-021 
212—55-005 REP-P 91-06-020 212-56A-035 NEW 91-11-001 
212-55-005 REP-E 91-06-021 212-56A-040 NEW-P 91-06-020 
212-55-005 REP 91-11-001 212-56A-040 NEW-E 91-06-021 
212-55-010 REP-P 91-06-020 212-56A-040 NEW 91-11-001 
212-55-010 REP-E  91-06-021 212-56A-045 NEW-P 91-06-020 
212-55-010 REP 91-11-001 212-56A-045 NEW-E  91-06-021 
212-55-015 REP-P 91-06-020 212-56A-045 NEW 91-11-001 
212-55-015 REP-E 91-06-021 212-56A-050 NEW-P 91-06-020 
212-55-015 REP 91-11-001 212-56A-050 NEW-E  91-06-021 
212-55-020 REP-P 91-06-020 212-56A-050 NEW 91-11-001 
212-55-020 REP-E 91-06-021 212-56A-055 NEW-P 91-06-020 


WAC # 
212-56A-055 NEW-E 
212-56A-055 NEW 
212-56A-060 NEW-P 
212-56A-060 NEW-E 
212-56A-060 NEW 
212-56A—065 NEW-P 
212-56A—065 NEW-E 
212-56A-065 NEW 
212-56A-070 NEW-P 
212-56A-070 NEW-E 
212-56A-070 NEW 
212-56A-075 NEW-P 
212-56A-075 NEW-E 
212-56A-075 NEW 
212-56A-080 NEW-P 
212-56A 080 NEW-E 
212-56A- 080 NEW 
212-56A-085 NEW-P 
212-56A-085 NEW-E 
212-56A-085 NEW 
212-56A-090 NEW-P 
212-56A-090 NEW-E 
212-56A-090 NEW 
212-56A-095 NEW-P 
212-56A-095 NEW-E 
212-56A-095 NEW 
212-56A-100 NEW-P 
212-56A-100 NEW-E 
212-56A-100 NEW 
212-56A-105 NEW-P 
212-56A-105 NEW-E 
212-56A-105 NEW 
212-56A-110 NEW-P 
212-56A-110 NEW-E 
212-56A-110 NEW 
212-56A-115 NEW-P 
212-56A-115 NEW-E 
212-56A-115 NEW 
212-56A-120 NEW-P 
212-56A-120 NEW-E 
212-56A-120 NEW 
212-56A-125 NEW-P 
212-56A-125 NEW-E 
212-56A-125 NEW 
212-56A-130 NEW-P 
212-56A-130 NEW-E 
212-56A-130 NEW 
212-56A-135 NEW-P 
212-56A-135 NEW-E 
212-56A-135 NEW 
212-56A-140 NEW-P 
212-56A-140 NEW-E 
212-56A-140 NEW 
212-80-001 NEW-P 
212-80-001 NEW-E 
212-80-001 NEW 
212-80-005 NEW-P 
212-80-005 NEW-E 
212-80-005 NEW 
212-80-010 NEW-P 
212-80-010 NEW-E 
212-80-010 NEW 
212-80-015 NEW-P 
212-80-015 NEW-E 
212-80-015 NEW 
212-80-020 NEW-P 
212-80-020 NEW-E 
212-80-020 NEW 
212-80-025 NEW-P 
212-80-025 NEW-E 
212-80-025 NEW 
212-80-030 NEW-P 
212-80-030 NEW-E 
212-80-030 NEW 
212-80-035 NEW-P 
212-80-035 NEW-E 
212-80-035 NEW 


WSR # 


91-06-021 
91-11-001 
91—06-020 
91-06-021 
91-11-001 
91—06-020 
91—06-021 
91-11-001 
91-06-020 
91-06-02] 
91-11-00! 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-02! 
91-11-00 
91—06—020 
91-06-021 
91-11-00] 
91-06-020 
91-06-02 1 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-06-020 
91-06-021 
91-11-001 
91-10-083 


91-14-086 


Table of WAC Sections Affected 


WAC g WSR 4 WAC # WSR # WAC # WSR # 
212-80-040 NEW-P 91-10-083 220-24-02000E NEW-E 91-15-115 220-40-031 AMD 91-08-054 
212-80-040 NEW-E 91-10-084 220-24-02000E  REP-E 91-17-004 220-44-030 AMD-W 91-11-027 
212-80-040 NEW 91-14-086 220-24-02000F NEW-E 91-17-004 220-44-04000A МЕМ-Е 91-19-006 
212-80-045 NEW-P 91-10-083 220-24-02000F ВЕР-Е 91-17-017 220-44-04000A ВЕР-Е 91-24-013 
212-80-045 NEW-E 91-10-084 220-24-02000G МЕМ-Е 91-17-017 220-44-050 AMD-P 91-03-152 
212-80-045 NEW 91-14-086 220-24-02000G REP-E 91-17-090 220-44-050 AMD 91-07-050 
212-80-050 NEW-P 91-10-083 220-24-02000H  NEW-E 91-17-090 220-44-050 AMD-W 91-11-027 
212-80-050 NEW-E  91-10-084 220-24-02000H  REP-E 91-18-032 220-44-050000 — REP-E 91-08-023 
212-80-050 NEW 91-14-086 220-24-02000 МЕМ-Е 91-18-032 220-44-05000J МЕМ-Е 91-08-023 
212-80-055 NEW-P 91-10-083 220-24-020001 ^ REP-E 91-18-082 220-44-05000) ^ REP-E 91-10-012 
212-80-055 NEW-E  91-10-084 220-24-02000) | NEW-E 91-18-082 220-44-05000K — NEW-E 91-10-012 
212-80-055 NEW 91-14-086 220-24-02000J — REP-E 91-19-048 220-44-05000K ВЕР-Е 91-11-077 
212-80-060 NEW-P 91-10-083 220-24-02000K ^ NEW-E 91-19-048 220-44-05000L МЕМ-Е 91-11-077 
212-80-060 NEW-E 91-10-084 220-32-05100D REP-E 91-04-031 220-44-05000L ВЕР-Е 91-14-026 
212-80-060 NEW 91-14-086 220-32-05100E NEW-E 91-04-031 220-44-05000M NEW-E 91-14-026 
212-80-065 NEW-P 91-10-083 220-32-05100F NEW-E 91-17-001 220-44-05000M REP-E 91-16-041 
212-80-065 NEW-E 91-10-084 220-32-05100F — REP-E 91-19-005 220-44-05000N NEW-E 91-16-041 
212-80—065 NEW 91—14-086 220-32-05100G — NEW-E 91-19-005 220-44-05000N — REP-E 91-19-046 
212-80-070 NEW-P 91-10-083 220-32-05100G — REP-E 91-19-035 220-44-05000P — NEW-E 91-19-046 
212-80-070 NEW-E  91-10-084 220-32-05100H NEW-E 91-19-035 220-44-05000P — REP-E 91-20-085 
212-80-070 NEW 91-14-086 220-32-05100H ВЕР-Е 91-19-086 220-44-050000 ^ NEW-E 91-20-085 
212-80-075 NEW-P 91-10-083 220-32-05100 — NEW-E 91-20-124 220-47-304 AMD-P 91-13-031 
212-80-075 NEW-E 91-10-084 220-32-051001 — REP-E 91-22-010 220-47--304 AMD 91—18-024 
212-80-075 NEW 91-14-086 220-32-051000 | NEW-E 91-22-010 220-47-307 AMD-P 91-13-031 
212-80-080 NEW-P 91-10-083 220-32-05500W NEW-E 91-10-011 220-47-307 AMD 91-18-024 
212-80-080 NEW-E 91-10-084 220-32-05500W  REP-E 91-11-014 220-47-310 NEW 91-18-024 
212-80-080 NEW 91-14-086 220-32-05500X МЕМ-Е 91-11-014 220-47-31 1 AMD-P 91-13-031 
212-80—085 NEW-P 91-10-083 220-32-05500X  REP-E 91-11-076 220-47-311 AMD 91-18-024 
212-80-085 NEW-E 91-10-084 220-32-05500Y | NEW-E 91-11-076 220-47-319 AMD-P 91-13-031 
212-80-085 NEW 91-14-086 220-32-05500Y REP-E 91-12-004 220-47-319 AMD 91-18-024 
212-80—090 NEW-P 91-I0-083 220-32-05500Z NEW-E 91-12-004 220-47-401 AMD-P 91-13-03 
212-80-090 NEW-E 91-10-084 220-32-05700F МЕМ-Е 91-03-083 220-47-401 AMD 91-18-024 
212-80—090 NEW 91-14-086 220-32-05700F КЕР-Е 91-10-058 220-47-411 AMD-P 91-13-031 
212-80-095 NEW-P 91-10-083 220-32-05700G — NEW-E 91-08-065 220-47-411 AMD 91-18-024 
212-80-095 NEW-E  91-10-084 220-32-05700G  REP-E 91-11-013 220-47-700 NEW-E 91-15-017 
212-80-095 NEW 91-14-086 220-32-05700H | NEW-E 91-11-013 220-47-700 REP-E 91-16-027 
212-80-100 NEW-P 91-10-083 220-32-05900S  NEW-E 91-20-124 220-47-701 NEW-E 91-16-027 
212-80-100 NEW-E 91-10-084 220-33-01000A МЕМ-Е 91-20-007 220-47—701 REP-E 91-16-069 
212-80-100 NEW 91—14-086 220-33-01000A — REP-E 91-21-016 220-47-702 NEW-E 91-16-069 
212-80-105 NEW-P 91-10-083 220-33-01000B — NEW-E 91-21-016 220-47-702 REP-E  91-17-007 
212-80-105 NEW-E 91-10-084 220-33-010008 — REP-E 91-21-088 220-4103 NEW-E 91-17-007 
212-80-105 NEW 91-14-086 220-33-01000C МЕМ-Е 91-21-088 220-47-703 REP-E 91-17-039 
212-80-110 NEW-P 91-10-083 220-33-001000C КЕР-Е 91-22-067 220—47-704 NEW-E 91-17-039 
212-80-110 NEW-E 91-10-084 220-33-01000D МЕМ-Е 91-22-067 220-47-704 REP-E 91-18-010 
212-80-110 NEW 91-14-086 220-33-01000V — NEW-E 91-05-005 220-471-1705 NEW-E 91-18-010 
212-80-115 NEW-P  91-10-083 220-33-01000V — REP-E 91-05-036 220-4705 REP-E 91-18-058 
212-80-115 NEW-E 91-10-084 220-33-01000W  NEW-E 91-05-036 220—47--705 REP-E 91-19-010 
212-80-115 NEW 91-14-086 220-33-01000X МЕМ-Е 91-17-056 220-47-706 NEW-E  91-18-058 
212-80-120 NEW-P 91-10-083 220-33-001000X КЕР-Е 91-18-039 220-47-706 REP-E 91-19-010 
212-80-120 NEW-E 91-10-084 220-33-01000Y МЕМ-Е 91-19-023 220-47-707 NEW-E 91-19-010 
212-80-120 NEW 91-14-086 220-33-01000Y REP-E 91-19-072 220-47-707 REP-E 91-19-049 
212-80-125 NEW-P 91-10-083 220-33-01000Z NEW-E 91-19-072 220-47-708 NEW-E 91-19-049 
212-80-125 NEW-E  91-10-084 220-33-01000Z  REP-E 91-20-007 220-471-708 REP-E 91-19-057 
212-80-125 NEW-W 91-14-085 220-33-030000  NEW-E 91-11-100 220-47-709 NEW-E 91-19-057 
212-80-130 NEW-P 91-10-083 220-36-02300G МЕМ-Е 91-20-084 220-417-709 REP-E 91-20-003 
212-80-130 NEW-E 91-10-084 220-36-02300G — REP-E 91-21-032 220-471-710 NEW-E  91-20-003 
212-80-130 NEW 91-14-086 220-36-02300H МЕМ-Е 91-21-032 220-47-710 REP-E 91-20-008 
212-80-135 NEW-P 91-10-083 220-36-02300H REP-E 91-21-038 220-47-711 NEW-E  91-20-008 
212-80-135 NEW-E 91-10-084 22036-02300 | NEW-E 91-21-038 220-417-711 REP-E 91-20-083 
212-80-135 NEW 91-14-086 220-36-0230001 REP-E 91-21-049 220-47-712 NEW-E 91-20-083 
220-12-020 AMD-P 91-05-102 220-36-023000 МЕМ-Е 91-21-049 220-417-712 REP-E 91-21-014 
220-12-020 AMD 91-10-024 220-36-02300J КЕР-Е 91-21-086 220-417-713 NEW-E 91-21-014 
220-16-055 REP-P  91-03-151 220-36-02300K | NEW-E 91-21-086 220-47-713 REP-E 91-21-031 
220-16-055 REP 91-08-053 220-36-02300K  REP-E 91-21-120 220-417-714 NEW-E 91-21-031 
220-16-220 AMD-P 91-03-153 220-36-02300L | NEW-E 91-23-019 220-47-714 REP-E 91-21-039 
220-16-220 AMD 91-08-054 220-36-02300L — REP-E 91-23-056 220-47-715 NEW-E 91-21-039 
220-16-257 AMD-P 91-03-153 220-36-02300M | NEW-E 91-23-056 220-47-715 REP-E 91-21-057 
220-16-257 AMD 91-08-054 220-40-02700A NEW-E 91-17-055 220-47—716 NEW-E 91-21-057 
220-20-010 AMD-P 91-03-153 220-40-02700A REP-E 91-19-047 220-47-716 REP-E 91-21-087 
220-20-010 AMD 91-08-054 220-40-02700B МЕМ-Е 91-19-047 220-47-717 NEW-E  91-21-087 
220-20-017 AMD-P 91-11-056 220-40-02700B — REP-E 91-21-086 220-47-717 REP-E 91-21-098 
220-20-017 AMD 91-16-070 220-40-02700C | NEW-E 91-21-086 220-47-718 NEW-E 91-21-098 
220-20-01700A МЕМ-Е 91-03-108 220-40-02700C — REP-E 91-22-032 220-47-718 REP-E 91-22-009 
220-20-01700A — REP-E 91-10-071 220-40-02700D | NEW-E 91-22-032 220-47-719 NEW-E 91-22-009 
220-20-01700B — NEW-E 91-10-071 220-40-030 AMD-P 91-03-153 220-47-719 REP-E 91-22-065 
220-24-02000D | NEW-E 91-10-058 220-40-030 AMD 91-08-054 220-47-720 NEW-E  91-22-065 
220-24-02000D ВЕР-Е 9i-15-1i5 220—40-031 AMD-P 91-03-153 220-47-720 REP-E 91-23-020 


Table of WAC Sections Affected 


WAC j WSR f WAC 4 WSR # WACH WSR 4 
220-417-721 NEW-E 91-23-020 220-55-086 AMD 91-08-054 220—56—380 AMD 91-08-054 
220-417-721 REP-E 91-23-050 220-55-125 AMD-P 91-03-153 220-56-38000J NEW-E 91-14-039 
220-471-1722 NEW-E 91-23-050 220-55-125 AMD 91-08-054 220-57-13000Q  NEW-E 91-22-106 
220-471-722 REP-E 91-24-012 220-56-100 AMD-P 91—03-153 220-57-13500N NEW-E 91-22-106 
220-417-723 NEW-E 91-24-012 220-56-100 AMD 91-08-054 220-57-13700A  NEW-E 91-21-063 
220-47-—123 REP-E 91-24-054 220—-56-105 AMD-P 91—03-153 220-57-14000N МЕМ-Е  91-11-045 
220-41—124 NEW-E 91-24-054 220—56-105 AMD 91—08-054 220-57-16000H — NEW-E 91—08—002 
220-47-724 REP-E 92-01-033 220—56-115 AMD-P 91-03-153 220—-57-160001 NEW-E 91-14-078 
220-47-725 NEW-E 92-01-033 220-56-115 AMD 91-08-054 220-57-16000J NEW-E 91-18-038 
220-48-011 AMD-P 91-09-064 220-56-128 AMD-P 91-03-153 220-57-16000K МЕМ-Е 91-21-085 
220-48-011 AMD 91-13-051 220-56-128 AMD 91--08-054 220-57-17500U  NEW-E 91-22-053 
220-48-015 AMD-P 91-09-064 220-56-175 AMD-P 91-03-153 220-57-195 AMD-P 91—03-151 
220-48-015 AMD 91-13-051 220-56-175 AMD 91-08-054 220-51-195 AMD-C 91-08-052 
220-48-01500E  NEW-E 91-05-037 220-56-180 AMD-P 91—03-153 220-57-195 AMD-C 91—12-008 
220-48-017 AMD-P 91-09-064 220-56-180 AMD-C 91-08-051 220-57-195 AMD 91-14—047 
220-48-017 AMD 91--13-051 220-56-180 AMD 91-08-054 220-57-195 AMD-P 91-22-077 
220-48-01700A МЕМ-Е 91-21-003 220-56-180 AMD-C  91-14-045 220-57-19500B МЕМ-Е 91-14-048 
220-48-029 AMD-P 91—09—-064 220-56-180 AMD 91—14—046 220-57-19500B — REP-E 91-22-008 
220-48-029 AMD 91-13-051 220-56-185 AMD-P 91-03-153 220-57-19500C МЕМ-Е 91-22-008 
220-48-03200A МЕМ-Е 91-18-073 220-56-185 AMD 91—08—054 220-57-19500C КЕР-Е 91-22-076 
220-49-02300A NEW-E 91-10-014 220-56-190 AMD-P 91-03-153 220-57-19500D МЕМ-Е 91-22-078 
220-49-056 AMD-P 91-09—064 220-56-190 AMD 91-08-054 220-57-20000G МЕМ-Е 91-22-106 
220-49-056 AMD 91-12-051 220-56-19000F МЕМ-Е 91-14-008 220-57-205 AMD-P 91-03-151 
220-49-063 AMD-P 91-02-108 220-56-19000F REP-E 91-15-095 220—57-205 AMD-C 91—08-052 
220-49-063 AMD 91-05-016 220-56-19000G МЕМ-Е 91-14-048 220-57-205 AMD-C 91—12-008 
220-52-020 AMD-P 91-05-102 220-56-19000G — REP-E 91-14-118 220-57~205 AMD 91-14-047 
220-52-020 AMD 91-10-024 220-56-19000H  NEW-E 91-14-118 220-57-205 AMD-P 91-22-077 
220-52-030 AMD-P 91-05-102 220-56-19000H КЕР-Е 91-17-003 220-57-20500B NEW-E 91-14-048 
220-52-030 AMD 91-10-024 220-56-190001 NEW-E  91-15-095 220-57-20500B | REP-E 91-22-008 
220-52-03000G МЕМ-Е 91-08-024 220-56-190001 REP-E 91—16—007 220-57-205000 | NEW-E 91-22-008 
220-52-040 AMD-P 91-05-102 220-56-19000J NEW-E 91-16-007 220-57-20500C | REP-E 91-22-076 
220-52-040 AMD 91-10-024 220-56-19000J REP-E 91-17-002 220-57-20500D | NEW-E 91-22-078 
220-52-046 AMD-P 91-05-102 220-56-19000K | NEW-E . 91-17-002 220-57-210 AMD-P 91—03-151 
220-52-046 AMD 91-10-024 220-56-19000K КЕР-Е 91-18-009 220-57-210 AMD-C 91-08-052 
220-52-04600U МЕМ-Е 91-23-049 220-56-19000L NEW-E 91-17-003 220-57-210 AMD-C 91-12—008 
220-52-04600V NEW-E 92-01-034 220-56-19000M МЕМ-Е 91-18-009 220-57-210 AMD 91-14-047 
220-52-051 AMD-P 91-11-111 220-56-19000M КЕР-Е 91-18-031 220-57-210 AMD-P 91-22-077 
220-52-051 AMD-C 91-15-031 220-56-19000N МЕМ-Е 91-18-03! 220-57-21000B — NEW-E 91-14-048 
220-52-051 AMD 91-18-030 220-56-19000N КЕР-Е 91-19—088 220-57-21000B МЕМ-Е 91-22-008 
220-52-05100G МЕМ-Е 91-10—094 220-56-19000P МЕМ-Е 91-20-039 220-57-21000C | NEW-E 91-22-008 
220-52-05100H МЕМ-Е 91-11-044 220-56-19000P — REP-E 91-20-082 220-57-21000C КЕР-Е 91-22-076 
220-52-05100H REP-E 91-15-096 220-56-19000Q МЕМ-Е 91-20-040 220-57-21000D | NEW-E 91—22-078 
220-52-051001 NEW-E 91-15-096 220-56-19000R NEW-E 91—20—082 220-57-23500D | NEW-E 91-22-053 
220-52-060 AMD-P 91-05-102 220-56-19500A МЕМ-Е 91-17-003 220-57-25000A МЕМ-Е 91-22-053 
220-52-060 AMD 91-10-024 220-56-19700A  NEW-E 91-19-087 220-57-265 AMD-P 91-03-151 
220-52-069 AMD-P 91-05-102 220-56-205 AMD-P 91—03-153 220-57-265 AMD-C 91—08-052 
220-52-069 AMD 91-10-024 220—56-205 AMD 91—08—054 220-57-265 AMD-C 91-12-008 
220-52-071 AMD-P 91-05-102 220-56-232 NEW-P 91-03-152 220-57-265 AMD 91~14-047 
220-52-07 1 AMD 91-10-024 220-56-232 NEW-W 91-16-080 220-57-265 AMD-P 91-22-077 
220-52-071 AMD-P 91-11-111 220—56-235 AMD-P 91-03-153 220-57-26500B | NEW-E 91-14-048 
220-52-071 AMD-C 91-15-031 220-56-235 AMD-C 91-08-051 220-57-26500B КЕР-Е 91-22-008 
220-52-071 AMD 91-18—030 220-56-235 AMD 91-08-054 220-57-26500C | NEW-E 91-22-008 
220-52-071001 NEW-E 91-11-015 220-56-235 AMD-C 91-14-045 220-57-26500C | REP-E 91-22-076 
220-52-071001 REP-E 91-11-055 220-56-23500F | NEW-E 91-04-030 220-57-26500D | NEW-E 91-22-078 
220-52-07100J NEW-E 91-11-055 220-56-240 AMD-P 91-03-153 220-57-290 AMD-P 91-03-153 
220-52-073 AMD-P 91-05-102 220-56-240 AMD 91—08-054 220-57--290 AMD 91-08-054 
220-52-073 AMD 91-10-024 220-56-24500J NEW-E 9i-14-007 220-57-31000J NEW-E 91-22-053 
220-52-073 AMD-P 91-11-111 220-56-250 AMD-P 91-03-153 220-57-313 NEW-P 91-03-153 
220-52-073 AMD-C 91-15-031 220-56-250 AMD 91-08-054 220-57--313 NEW 91-08-054 
220-52-073 AMD-C 91-18-029 220-56-25500J NEW-E 91-14-007 220-57-31500U  NEW-E 91-08-025 
220-52-073 AMD 91-22-064 220-56-25500J REP-E 91-19-048 220-57-31500V NEW-E 91-22-053 
220-52-073001 REP-E 91-04-029 220-56-25500K | NEW-E 91-20-040 220-57-31900E  NEW-E 91-22-011 
220-52-07300J NEW-E 91-04-029 220-56-282 AMD-P 91—03-153 220-57-31900E КЕР-Е 91-22-053 
220-52-07300K — NEW-E 91—22-066 220-56-282 AMD 91-08-054 220-57-31900F МЕМ-Е 91-22-053 
220-52-075 AMD-P 91-05-102 220—56-325008 NEW-E 91-10-094 220-57-33500D | NEW-E 91-21-063 
220-52-075 AMD 91-10—024 220-56-32500T | NEW-E 91-16-006 220-57-33500D | REP-E 91-21-141 
220-55-055 AMD-P 91-03-153 220-56-33000D МЕМ-Е 92-01-035 220-57-33500E МЕМ-Е 91-22-053 
220-55-055 AMD 91-08-054 220-56-350 AMD-P 91-03-153 220—57-340 AMD-P 91-03-153 
220-55-065 AMD-P 91-03-153 220-56-350 AMD 91-08-054 220-57-340 AMD 91—08-054 
220-55-065 AMD 91-08-054 220-56-35000M | NEW-E 91-15-047 220-57-34000 | NEW-E 91-22-053 
220-55-070 AMD-P 91-03-153 220-56-35000N МЕМ-Е 91-24-055 220-57-34500A  NEW-E 91-17-003 
220-55-070 AMD 91-08-054 220-56-36000W | NEW-E 91-06-057 220-57-35000A  NEW-E 91-17—003 
220-55-075 AMD-P 91-03-153 220-56-36000W — REP-E 91—10—-049 220-57-37000D | NEW-E 91-14-048 
220-55-075 AMD 91-08-054 220-56-36000X МЕМ-Е 91-10-049 220—57-385 AMD-P 91-03-153 
220-55-080 AMD-P 91-03-153 220-56-36000Y МЕМ-Е 91-21-015 220-57-385 AMD 91-08—054 
220-55-080 AMD 91-08-054 220-56-36000Y  REP-E 91-23-022 220-57-38500S  NEW-E 91-22-106 
220-55—086 AMD-P 91-03-153 220-56-380 AMD-P 91-03-153 220-57-40500H | NEW-E 91-14-048 


WAC # WSR # 
220-57-425 AMD-P 91-03-151 
220-57-425 AMD-P 91-03-153 
220-57-425 AMD-C 91-08-051 
220-57-425 AMD-C 91-08-052 
220-57-425 AMD-C 91-12-008 
220-57-425 AMD-C 91-14-045 
220-57-425 AMD 91-14-047 
220-57-425 AMD-W  91-16-080 
220-57-42500V — NEW-E 91-12-009 
220-57-42500V — REP-E 91-14-048 
220-57-42500W NEW-E 91-14-048 
220-57-42500W  REP-E 91-19-087 
220-57-42500X МЕМ-Е 91-19-087 
220-57-430 AMD-P 91-03-151 
220-57-430 AMD-C 91-08-052 
220-57-430 AMD-C 91-12-008 
220-57-430 AMD 91-14-047 
220-57-430 AMD-P 91-22-077 
220-57-43000C NEW-E 91-14-048 
220-57-43000С КЕР-Е 91-14-118 
220-57-43000D МЕМ-Е 91-14-118 
220-57-43000D REP-E 91-22-008 
220-57-43000E — NEW-E 91-22-008 
220-57-43000E — REP-E 91-22-076 
220-57-43000F | NEW-E 91-22-078 
220-57-435 AMD-P 91-03-151 
220-57--435 AMD-C 91-08-052 
220-57-435 AMD-C 91-12-008 
220-57-435 AMD-W 91-16-079 
220-57-43500F — NEW-E 91-14-048 
220-57-450 AMD-P 91-03-153 
220-57-450 AMD-P 91-03-151 
220-57-450 AMD-C 91-08-052 
220-57-450 AMD-C 91-12-008 
220-57-450 AMD-W  91-16-079 
220-57-450 AMD-W 91-16-080 
220-57-45000G МЕМ-Е 91-14-048 
220-57-455 AMD-P 91-03-151 
220-57-455 AMD-C 91-08-052 
220-571-455 AMD-C 91-12-008 
220-517-455 AMD-W  91-16-079 
220-57-45500B МЕМ-Е 91-14-048 
220-57-460 AMD-P 91-03-153 
220-57-460 AMD 91-08-054 
220-57-46000X МЕМ-Е 91-22-106 
220-57-465 AMD-P 91-03-151 
220-57-465 AMD-C 91-08-052 
220-517-465 AMD-C 91-12-008 
220-57-465 AMD-W  91-16-079 
220-57-46500E — NEW-E 91-14-048 
220-57-470 AMD-P 91-03-151 
220-57-470 AMD-C 91-08-052 
220-517-470 AMD-C 91-12-008 
220-57-470 AMD 91-14-047 
220-57-470 AMD-P 91-22-077 
220-57-47000B NEW-E 91-14-048 
220-57-47000B — REP-E 91-22-008 
220-57-47000C МЕМ-Е 91-22-008 
220-57-47000C ВЕР-Е 91-22-076 
220-57-47000D | NEW-E 91-22-078 
220-57-490 AMD-P 91-03-151 
220-57-490 AMD-C 91-08-052 
220-57-490 AMD-C 91-12-008 
220-57-490 AMD 91-14-047 
220-57-490 AMD-P 91-22-077 
220-57—490008 МЕМ-Е  91-14-048 
220-57-490008 — REP-E 91-22-008 
220-57-49000C МЕМ-Е 91-22-008 
220-57-49000C — REP-E 91-22-076 
220-57-49000D МЕМ-Е 91-22-078 
220-57-49500A — NEW-E 91-22-053 
220-57-497 AMD-P 91-03-153 
220-57-497 AMD 91-08-054 
220-57-49700F — NEW-E 91-08-025 
220-57-50500S МЕМ-Е 91-08-025 
220-57-51000F — NEW-E 91-21-063 
220-57-51000F  REP-E 91-21-141 


Table of WAC Sections Affected 


WAC # WSR # 
220-57-51000G — NEW-E 91-22-053 
220-57-51500G — NEW-E 91-08-025 
220-57A-035 AMD-P 91-03-153 
220-57A-035 AMD 91-08-054 
220-69-260 AMD 91-05-015 
220-69-262 AMD 91-05-015 
220-69-264 AMD 91-05-015 
220-69-26401 AMD 91-05-015 
222-16-010 AMD-P 91-13-072 
222-16-010 AMD-E 91-14-102 
222-16-010 AMD-C 91-18-067 
222-16-010 AMD-P 91-18-068 
222-16-010 AMD-E 91-22-026 
222-16-010 AMD 91-23-052 
222-16-045 NEW-E 91-07-034 
222-16-045 NEW-E 91-14-102 
222-16-045 REP-E 91-17-071 
222-16-046 NEW-E 91-17-071 
222-16-046 NEW-E 92-01-119 
222-16-050 AMD-E 91-07-034 
222-16-050 AMD-P 91-13-072 
222-16-050 AMD-E 91-14-102 
222-16-050 AMD-C 91-18-067 
222-16-050 AMD-E  91-22-026 
222-16-050 AMD 91-23-052 
222-16-060 NEW-P 91-13-072 
222-16-060 NEW-C 91-18-067 
222-16-060 NEW 91-23-052 
222-16-070 NEW-E 91-14-102 
222-16-070 NEW-E  91-22-026 
222-20-010 AMD-P 91-13-072 
222-20-010 AMD-C 91-18-067 
222-20-010 AMD 91-23-052 
222-20-040 AMD-P 91-13-072 
222-20-040 AMD-C 91-18-067 
222-20-040 AMD 91-23-052 
222-20-050 AMD-P 91-13-072 
222-20-050 AMD-C 91-18-067 
222-20-050 AMD 91-23-052 
222-34-050 AMD-P 91-13-072 
222-34-050 AMD-C 91-18-067 
222-34-050 AMD 91-23-052 
222-46-020 AMD-P 91-13-072 
222-46-020 AMD-C 91-18-067 
222-46-020 AMD 91-23-052 
222-46-030 AMD-P 91-13-072 
222-46-030 AMD-C 91-18-067 
222-46-030 AMD 91-23-052 
222-46-040 AMD-P 91-13-072 
222-46-040 AMD-C 91-18-067 
222-46-040 AMD 91-23-052 
222-50-030 AMD-P 91-13-072 
222-50-030 AMD-C 91-I8-067 
222-50-030 AMD 91-23-052 
230-02-110 AMD-P 91-17-048 
230-02-110 AMD-E  91-17-049 
230-02-110 AMD 91-21-053 
230-02-240 NEW-P 91-03-062 
230-02-240 NEW 91-07-021 
230-02-418 AMD-P 91-10-006 
230-02-418 AMD 91-13-070 
230-02-505 NEW-P 91-03-062 
230-02-505 NEW-C 91-07-019 
230-02-505 NEW 91-15-040 
230-02-510 NEW-P 91-15-039 
230-02-510 NEW-E 91-15-041 
230-02-510 NEW 91-19-093 
230-02-512 NEW-P 91-17-048 
230-02-512 NEW-E  91-17-049 
230-02-512 NEW 91-21-053 
230-02-515 NEW-P  91-15-039 
230-02-515 NEW-E 91-15-041 
230-02-515 NEW 91-19-093 
230-02-520 NEW-P 91-15-039 
230-02-520 NEW-E 91-15-041 
230-02-520 NEW 91-19-093 
230-04-022 AMD-P 91-03-062 


[401] 


WAC # WSR # 
230-04-022 AMD-C 91-07-042 
230-04-022 AMD-W 91-10-005 
230-04-110 AMD-P 91-15-039 
230-04-110 AMD-E 91-15-041 
230-04-110 AMD 91-19-093 
230-04-120 AMD-P 91-03-062 
230-04-120 AMD-C 91-07-019 
230-04-120 AMD-P 91-15-039 
230-04-120 AMD 91-15-040 
230-04-120 AMD-E 91-15-041 
230-04-120 AMD 91-19-093 
230-04-124 AMD-P 91-15-039 
230-04-124 AMD-E 91-15-041 
230-04-124 AMD 91-19-093 
230-04-135 NEW-P 91-15-039 
230-04-135 NEW-E 91-15-041 
230-04-135 NEW-W  91-17-047 
230-04-135 NEW-P 91-17-048 
230-04-135 NEW 91-21-053 
230-04-138 NEW-P 91-15-039 
230-04-138 NEW-E 91-15-041 
230-04-138 NEW 91-19-093 
230-04-187 NEW-P 91-03-062 
230-04-187 NEW-C 91-07-019 
230-04-187 NEW 91-15-040 
230-04-190 AMD-P 91-03-062 
230-04-190 AMD-C 91-07-019 
230-04-190 AMD-P 91-15-039 
230-04-190 AMD 91-15-040 
230-04-190 AMD-E 91-15-041 
230-04-190 AMD-W  91-17-047 
230-04-190 AMD-P 91-19-011 
230-04-190 AMD 91-22-029 
230-04-201 AMD-P 91-03-062 
230-04-201 AMD-C 91-07-019 
230-04—201 AMD-P 91-15-039 
230-04-201 AMD 91-15-040 
230-04—201 AMD-E 91-15-041 
230-04—201 AMD 91-19-093 
230-04—320 AMD-P 91-17-048 
230-04-320 AMD-E 91-17-049 
230-04—320 AMD 91-21-053 
230-04-999 NEW-P 91-20-011 
230-04-999 NEW-W 91-21-054 
230-08-010 AMD-P 91-10-006 
230-08-010 AMD 91-13-070 
230-08-017 AMD-P 91-17-048 
230-08-017 AMD-E 91-17-049 
230-08-017 AMD 91-21-053 
230-08-060 AMD-P 91-15-039 
230-08-060 AMD-E 91-15-041 
230-08-060 AMD 91-19-093 
230-08-080 AMD-P 91-17048 
230-08-080 AMD 91-21-053 
230-08-095 AMD-P 91-10-006 
230-08-095 AMD 91-13-070 
230-08-180 AMD-P 91-15-039 
230-08--180 AMD-E  91-15-041 
230-08-180 AMD 91-19-093 
230-08-240 AMD-P 91-15-039 
230-08-240 AMD-E 91-15-041 
230-08—240 AMD 91-19-093 
230-12-020 AMD-P 91-10-006 
230-12-020 AMD 91-13-070 
230-12-100 NEW-P 91-03-062 
230-12-100 NEW-C 91-07-019 
230-12-100 NEW-W 91-10-005 
230-12-200 AMD-W 91-09-045 
230-12-220 AMD-P 91-15-039 
230-12-220 AMD-E 91-15-041 
230-12-220 AMD 91-19-093 
230-12-300 AMD-P 91-17-048 
230-12-300 AMD-E 91-17-049 
230-12-300 AMD 91-21-053 
230-12-305 AMD-P 91-03-062 
230-12-305 AMD 91-07-021 
230-12-500 NEW-P 91-15-039 


WAC # 


230-12-500 
230-20-102 
230-20-102 
230—20—246 
230—20—246 
230—20—246 
230—20—246 
230—20—380 
230—20—380 
230-20-380 
230—20—380 
230-20-380 
230—20-605 
230-20—605 
230—20—605 
230-20—630 
230-20-630 
230-20—630 
230-20-670 
230-20-670 
230-20—670 
230-20-680 
230—20—680 
230-20—680 
230-20—685 
230-20—698 
230-20—698 
230-20-698 
230-20—699 
230—20—700 
230-20—700 
230—20—700 
230-25-110 
230-25-110 
230-25-110 
230-25-265 
230-25-265 
230-25-265 
230-25-330 
230-25—330 
230-25-330 
230-30-070 
230-30-070 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-075 
230-30-080 
230-30-080 
230—30-080 
230-30-080 
230-30-102 
230-30-102 
230-30-103 
230-30-103 
230-30-200 
230—30—220 
230-40-125 
230-40-125 
230-40-125 
230-40-125 
230-50-030 
232-12-001 
232-12-001 
232-12-004 
232-12-004 
232-12-007 
232-12-007 
232-12-017 
232-12-024 
232-12-024 
232-12-027 
232-12-027 
232-12-037 
232-12-037 


Table of WAC Sections Affected 


WSR 4 WAC # WSR 4 
NEW-W 91-17-047 232-12-044 AMD-P 91—17-024 
AMD-P 91-17-048 232-12-044 AMD-W  91-24-014 
AMD 91-21-053 232-12-055 AMD-P 91—03-137 
AMD-P 91-13-069 232-12-055 AMD 91-08-075 
AMD-W  91-17-047 232-12-244 REP-P 91-06-08 | 
AMD-P 91-17-048 232-12-244 REP 91-13-061 
AMD 91-21-053 232-12-245 NEW-P 91—06-081 
AMD-C 91-03-049 232-12-245 NEW-W  91-12-050 
AMD-W 91-05-044 232-12-267 AMD-P 91-06-080 
REP-P 91-15-039 232-12-267 AMD 91-13-064 
REP-E 91-15-04] 232-12-271 AMD-P 91-17-022 
REP 91-19-093 232-12-271 AMD 91-24-015 
AMD-P 91-15-039 232-12-618 REP-P 91-12-049 
AMD-E 91-15-041 232-12-618 REP 92-01-083 
AMD 91-19-093 232-12-619 NEW-P 91-12-048 
AMD-P 91-15-039 232-12-619 NEW 92-01-084 
AMD-E 91-15-041 232-12-831 NEW-P 91-06-083 
AMD 91-19-093 232-12-831 NEW 91-15-056 
AMD-P 91-15-039 232-24-300 NEW-E 91—21—048 
AMD-E 91-15-041 232-24-301 NEW-E  91-21-071 
AMD 91-19-093 232-24-301 REP-E 91—22-002 
NEW-P 91--15-039 232-24-302 NEW-E 91-21-074 
NEW-E 91-15-041 232-24-302 КЕР-Е 91—22-002 
NEW 91-19-093 232-28-022 AMD-P 91-03-130 
NEW-P 91-24-002 232-28-022 AMD 91-11-059 
REP-P 91-15-039 232-28-215 REP-W 91-02-113 
REP-E 91—15-041 232-28-219 REP-P 91--06-084 
REP 91-19-093 232-28-219 REP 91-13-062 
REP 91-03-063 232-28--220 REP-P 91-06-084 
NEW-P 91-17-048 232-28-220 REP 91—13-062 
NEW-E 91-17-049 232-28-221 REP-P 91-06-084 
NEW 91-21-053 232-28-221 REP 91-13-062 
AMD-P 91-03-062 232-28-222 REP-P 91—06-084. 
AMD-C 91-07-019 232-28-222 REP 91-13-062 
AMD 91—15-040 232-28-223 REP-P 91-06-084 
AMD-C 91-03-049 232-28-223 REP 91-13-062 
AMD 91-05-047 232-28-224 NEW-W  91-02-113 
AMD 91-06-008 232-28-225 NEW 91—06-016 
NEW-P 91-03-062 232-28-226 NEW-P 91-03-138 
NEW-C 91-07-019 232-28-226 NEW 91-11-009 
NEW 91-15-040 232-28-227 NEW-P 91-03-135 
AMD-P 91-17-048 232-28-227 NEW 91-11-008 
AMD 91-21-053 232-28-227 AMD-P 91-14-108 
AMD-C 91-03-049 232-28-227 AMD 91-19-033 
AMD-C 91-05-046 232-28-228 NEW-P 91-03-134 
AMD-W  91-06-039 232-28-228 NEW 91—08-061 
AMD-P 91-07-018 232-28-228 AMD-P 91-08-076 
AMD-S 91-07-051 232-28-228 AMD 91-13-065 
AMD-W  91-12-011 232-28-22801 NEW-E 91-19-004 
AMD-C 91-03-049 232-28-22802 NEW-E 91-19-052 
AMD-P 91—05-045 232—28-229 NEW-P 91-06-086 
AMD 91-05-047 232-28-229 NEW 91-13-066 
AMD 91-10-004 232-28-230 NEW-P 91-06-087 
AMD-P 91-17-048 232-28-230 NEW 91-13-067 
AMD 91-21-053 232-28-230 AMD-P 91-14-107 
AMD-P 91-17-048 232-28-230 AMD 91-19-032 
AMD 91-21-053 232-28-231 NEW-P 91-06--085 
AMD-W 91-09-045 232-28-231 NEW 91-13-068 
AMD-W 91-09-045 232-28-231 AMD-E 91-22-004 
AMD-C 91-03-049 232-28-232 NEW-E  91-22-003 
AMD 91-05-047 232-28-414 REP-P 91-14-106 
AMD-P 91—17-048 232-28-414 REP 91—19-034 
AMD 91-21-053 232-28-41402 REP-P 91-14-106 
AMD 91-03-063 232-28-41402 REP 91-19-034 
AMD-P 91-12-048 232-28-415 NEW-P 91-14-106 
AMD 92-01-084 232-28-415 NEW 91-19-034 
AMD-P 91-03-131 232-28-415 AMD-E 92-01-012 
AMD 91-11-006 232-28-61717 REP-P 91-12-049 
AMD-P 91-03-133 232-28-61717 REP 92-01--083 
AMD 91-11-007 232-28-61728 REP-P 91-12-049 
AMD 91-03-082 232-28-61728 REP 92-01—083 
AMD-P 91-06-082 232—28—61729 КЕР-Р 91—12-049 
AMD 91-13-063 232-28—61729 REP 92-01-083 
AMD-P 91-17-021 232-28—618 REP-P 91-12-049 
AMD 91-24-016 232-28-618 REP 92-01-083 
AMD-P 91-17-023 232-28-61802 REP-P 91-12—049 
AMD-W 91-24-014 232-28-61802 REP 92-01-083 


WAC # 


232-28-61803 
232-28-61803 
232-28-61804 
232-28-61804 
232-28-61805 
232-28-61805 
232-28-61807 
232-28-61807 
232-28-6 1808 
232-28—6 1808 
232-28—61809 
232-28-61809 
232-28-61810 
232-28-61810 
232-28-61811 
232-28-61812 
232-28-61812 
232-28-61813 
232-28-61813 
232-28-61813 
232-28-61815 
232-28-61815 
232-28-61815 
232-28-61817 
232-28-61817 
232-28-61817 
232-28-61817 
232-28-61818 
232-28-61819 
232-28-61820 
232-28-61821 
232-28-61822 
232-28-619 
232-28-619 
232-28-713 
232-28-714 
236-12-001 
236-12-010 
236-12-01 
236-12-01 1 
236-12-011 
236-12-011 
236-12-012 
236-12-013 
236-12-014 
236-12-015 
236-12-040 
236-12-050 
236-12-060 
236-12-061 
236-12-120 
236-12-130 
236-12-131 
236-12-132 
236-12-133 
236-12-160 
236-12-160 
236-12-160 
236-12-170 
236-12-170 
236-12-170 
236-12-171 
236-12-171 
236-12-171 
236-12-175 
236-12-175 
236-12-175 
236-12-180 
236-12-180 
236-12-180 
236-12-185 
236-12-186 
236-12-187 
236-12-188 
236-12-189 
236-12—190 
236-12-191 


WSR 4 


91—12-049 
92-01-083 
91-12-049 
92—01—083 
91—12-049 
92-01-083 
91-12-049 
92-01-083 
91-12-049 
92-01-083 
91-12-049 
92-01-083 
91-03-136 
91-08-074 
91-03-066 
91-12-049 
92-01—083 
91-05-002 
91-12-049 
92-01-083 
91-05-001 
91-12-049 
92-01-083 
91-03-136 
91-08-074 
91-12-049 
92-01-083 
9 1 -08—009 
91-14-109 
91-17-040 
91-19-053 
91-21-061 
91-12-048 
92-01-084 
91-06-015 
91-06-015 
92-01-142 
92-01-142 
91~19-029 
91-22-091 
92-01-142 
92-01-144 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
91-19-029 
91-22-091 
92-01-144 
91-19-029 
91-22-091 
92-01-144 
91-19-029 
91-22-091 
92-01-144 
91-19—029 
91-22-091 
92-01-144 
91-19-029 
91-22-091 
92-01-144 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 
92-01-142 


Table of WAC Sections Affected 


WAC # WSR # WAC g WSR # WAC # WSR # 
236-12-200 AMD-P 92-01-142 236—54—060 REP 91-20-115 244-12-090 NEW 91-14-055 
236-12-220 AMD-P 92-01-142 236-54-070 REP-P  91-17-053 246-03-030 AMD-P 91-22-028 
236-12-225 REP-P  92-01-142 236-54-070 REP 91-20-115 246-03-050 AMD-P 91-22-028 
236-12-290 AMD-P 91-04-081 236-54-080 REP-P  91-17-053 246-03-140 AMD-P 91-22-028 
236-12-290 AMD-W 91-15-080 236-54-080 REP 91-20-115 246-08-001 AMD-P 91-22-028 
236-12-290 AMD-P 91-22-090 236-54-090 REP-P  91-17-053 246-08-020 AMD-P 91-22-028 
236-12-290 AMD-C 92-01-143 236-54-090 REP 91-20-115 246-08-030 AMD-P 91-22-028 
236-12-300 AMD-P 91-04-081 236-54-100 REP-P 91-17-053 246-08-070 AMD-P 91-22-028 
236-12-300 AMD-W 91-15-080 236-54-100 REP 91-20-115 246-08-080 AMD-P 91-22-028 
236-12-300 AMD-P 91-22-090 236-54-110 REP-P  91-17-053 246-08-100 AMD-P 91-22-028 
236-12-300 AMD-C 92-01-143 236-54-110 REP 91-20-115 246-08-130 AMD-P 91-22-028 
236-12-320 AMD-P 92-01-142 236-54-120 REP-P  91-17-053 246-08-140 AMD-P 91-22-028 
236-12-340 REP-P 92-01-142 236-54-120 REP 91-20-115 246-08-200 AMD-P 91-22-028 
236-12-350 NEW-P 92-01-142 236-54-130 REP-P  91-17-053 246-08-390 NEW-E 91-17-016 
236-12-351 NEW-P 92-01-142 236-54-130 REP 91-20-115 246-08-390 NEW-E 92-01-061 
236-12-360 NEW-P 92-01-142 236-54-140 REP-P  91-17-053 246-08-390 NEW-P 92-01-062 
236-12-361 NEW-P 92-01-142 236-54-140 REP 91-20-115 246-100-011 AMD-P 91-21-130 
236-12-362 NEW-P 92-01-142 236-54-150 REP-P 91-17-053 246-100-016 AMD-P 91-21-130 
236-12-365 NEW-P 92-01-142 236-54-150 REP 91-20-115 246-100-021 AMD-P 91-21-130 
236-12-370 NEW-P 92-01-142 236-54-990 REP-P 91-17-053 246-100-026 AMD-P 91-21-130 
236-12-371 AMD-P 92-01-142 236-54-990 REP 91-20-115 246-100-031 AMD-P 91-21-130 
236-12-372 AMD-P 92-01-142 236-54-99001 REP-P  91-17-053 246-100-036 AMD-P 91-21-130 
236-48—002 AMD 91-09-035 236-54-99001 REP 91-20-115 246-100-041 AMD-P 91-21-130 
236-48-003 AMD 91-09-035 236-100-001 NEW-P 91-05-101 246-100-046 AMD-P 91-21-130 
236-48-004 AMD 91-09-035 236-100-001 NEW 91-08-057 246-100-071 AMD-P 91-21-130 
236-48-005 AMD 91-09-035 236-100-010 NEW-P 91-05-101 246-100-072 AMD-P 91-21-130 
236-48-009 AMD 91-09-035 236-100-010 NEW 91-08-057 246-100-076 AMD-P 91-21-130 
236-48-012 AMD 91-09-035 236-100-011 NEW-P 91-05-101 246-100-081 AMD-P 91-21-130 
236-48-013 AMD 91-09-035 236-100-011 NEW 91-08-057 246-100-086 AMD-P 91-21-130 
236-48-021 AMD 91-09-035 236-100-012 NEW-P 91-05-101 246-100-166 AMD-P 91-11-103 
236-48-023 AMD 91-09-035 236-100-012 NEW 91-08-057 246-100-166 AMD-E 91-13-050 
236-48-035 AMD 91-09-035 236-100-013 NEW-P 91-05-101 246-100-166 AMD 91-15-066 
236-48-036 AMD 91-09-035 236-100-013 NEW 91-08-057 246-100-171 AMD-P 91-21-130 
236-48-052 AMD 91-09-035 236-100-014 NEW-P 91-05-101 246-100-176 AMD-P 91-21-130 
236-48-061 AMD 91-09-035 236-100-014 NEW 91-08-057 246-100-181 AMD-P 91-21-130 
236-48-071 AMD 91-09—035 236-100-015 NEW-P 91-05-101 246-100-186 AMD-P 91-21-130 
236-48-079 AMD 91-09-035 236-100-015 NEW 91-08-057 246-100-201 AMD-P 91-21-130 
236-48-081 AMD 91-09-035 236-100-016 NEW-P 91-05-101 246-100-206 AMD-P 91-21-130 
236-48-082 AMD 91-09-035 236-100-016 NEW 91-08-057 246-100-207 AMD-P 91-21-130 
236-48-083 AMD 91-09-035 240-15-005 AMD 91-02-111 246-100-208 AMD-P  91-21-130 
236-48-084 AMD 91-09-035 240-1 5-005 AMD-P 91-10106 246-100-209 AMD-P 91-21-130 
236-48-093 AMD 91-09-035 240-1 5-005 AMD 91-14-040 246-100-217 AMD-P 91-21-130 
236-48-094 AMD 91-09-035 240-15-010 AMD 91-02-111 246-100-226 AMD-P 91-21-130 
236-48-095 AMD 91-09-035 240-15-010 AMD-P 91-10-106 246-100-231 AMD-P 91-21-130 
236-48-096 AMD 91-09-035 240-15-010 AMD 91—14-040 246-100-236 AMD-P 91-21-130 
236-48-098 AMD 91-09-035 240-15-015 AMD 91-02-111 246-110-001 AMD-P 91-21-130 
236-48-099 AMD 91-09-035 240-15-015 AMD-P 91-10-106 246-110-020 AMD-P 91-21-130 
236-48-101 AMD 91-09-035 240-15-015 AMD 91-14-040 246-130-010 AMD-P 91-22-08 
236-48-121 AMD 91-09-035 240-15-020 AMD 91-02-111 246-130-030 AMD-P 91-22-028 
236-48—123 AMD 91-09-035 240-15-020 AMD-P 91-10-106 246-130-040 AMD-P 91-22-028 
236-48-124 AMD 91-09—035 240-15-020 AMD 91-14-040 246-132-020 AMD-P 91-22-028 
236-48-131 AMD 91-09-035 240-15-025 AMD 91-02-111 246-170-001 AMD-P 91-22-028 
236-48-132 AMD 91-09-035 240-15-025 AMD-P 91-10-106 246-170-010 AMD-P 91-22-028 
236-48-141 AMD 91-09-035 240-15-025 AMD 91-14-040 246-170-030 AMD-P 91-22-028 
236-48-151 AMD 91-09-035 240-15-030 AMD 91-02-111 246-170-080 AMD-P 91-22-028 
236-48-152 AMD 91-09-035 240-1 5-030 AMD-P 91-10-106 246-171-050 AMD-P 91-22-028 
236-48-153 AMD 91-09-035 240-15-030 AMD 91-14-040 246-171-120 AMD-P 91-22-028 
236-48-165 AMD 91-09-035 240-15-035 AMD 91-02-111 246-203-060 AMD-P 91-21-130 
236-48-166 AMD 91-09-035 240-15-035 AMD-P 91-10-106 246-203-070 AMD-P 91-21-130 
236-48-167 AMD 91-09-035 240-15-035 AMD 91-14-040 246-203-080 AMD-P 91-21-130 
236-48-198 AMD 91-09-035 244-12-010 NEW-P 91-11-034 246-203-090 AMD-P 91-21-130 
236-48-230 AMD 91-09-035 244-12-010 NEW 91-14-055 246-203-100 AMD-P 91-21-130 
236-49-010 AMD 91-09-034 244-12-020 NEW-P 91-11-034 246-203-160 AMD-P 91-21-130 
236-49-020 AMD 91-09-034 244-12-020 NEW 91-14-055 246-203-170 AMD-P 91-21-130 
236-49-030 AMD 91-09-034 244-12-030 NEW-P  91-11-034 246-205-001 NEW 91-04-007 
236-49—040 AMD 91-09-034 244-12-030 NEW 91-14-055 246-205-010 NEW 91-04-007 
236-54-010 REP-P  91-17-053 244-12-040 NEW-P 91-11-034 246-205-010 AMD-P  91-21-118 
236-54-010 REP 91-20-115 244-12-040 NEW 91-14-055 246-205-020 NEW 91-04-007 
236-54-020 REP-P 91-17-053 244-12-050 NEW-P  91-11-034 246-205-030 NEW 91-04-007 
236-54-020 REP 91-20-115 244-12-050 NEW 91-14-055 246-205-040 NEW 91-04-007 
236-54-030 REP-P 91-17-053 244-12-060 NEW-P 91-11-034 246-205-040 AMD-P 91-21-118 
23654030 REP 91-20-115 244-12-060 NEW 91-14-055 246-205-050 NEW 91-04-007 
236-54-040 REP-P 91-17-053 244-12-070 NEW-P 91-11-034 246-205-060 NEW 91-04-007 
236-54-040 REP 91-20-115 244-12-070 NEW 91-14-055 246-205-070 NEW 91-04-007 
236-54-050 REP-P  91-17-053 244-12-080 NEW-P  91-11-034 246-205-080 NEW 91-04-007 
236-54-050 REP 91-20-115 244-12-080 NEW 9114-055 246-205-080 AMD-P 91-21-118 
236-54-060 REP-P  91-17-053 244-12-090 NEW-P 91-11-034 246-205-090 NEW 91-04-007 


WAC # WSR # 
246-205-100 МЕМ 91-04-007 
246-205-110 NEW 91-04-007 
246-205-120 NEW 91-04-007 
246-205-990 NEW 91-04-007 
246-206-001 NEW-P  91-20-172 
246-206-010 NEW-P 91-20-172 
246-206-020 NEW-P  91-20-172 
246-206-030 NEW-P 91-20-172 
246-206-040 NEW-P 91-20-172 
246-206-050 NEW-P 91-20-172 
246-206-060 NEW-P 91-20-172 
246-206-070 NEW-P 91-20-172 
246-206-080 NEW-P 91-20-172 
246-220-007 AMD-P 91-11-081 
246-220-007 AMD 91-15-112 
246-220-010 AMD-P 91-11-081 
246-220-010 AMD 91-15-112 
246-220-050 AMD-P 91-11-081 
246-220-050 AMD 91-15-112 
246-220-090 AMD-P 91-11-08! 
246-220-090 AMD 91-15-112 
246-220-130 AMD-P 91-11-081 
246-220-130 AMD 91-15-112 
246-221-001 AMD-P 91-11-08! 
246-221-001 AMD 91-15-112 
246-221-010 AMD-P 91-11-081 
246-221-010 AMD 91-15-112 
246-221-020 AMD-P 91-11-081 
246-221-020 AMD 91-15-112 
246-221-030 AMD-P 91-11-08! 
246-221-030 AMD 91-15-112 
246-221-040 AMD-P 91-11-081 
246-221-040 AMD 91-15-112 
246-221-050 AMD-P 91-11-08! 
246-221-050 AMD 91-15-112 
246-221-060 AMD-P  91-11-081 
246-221-060 AMD 91-15-112 
246-221-070 AMD-P 91-11-081 
246-221-070 AMD 91-15-112 
246-221-080 AMD-P 91-11-081 
246-221-080 AMD 91-15-112 
246-221-090 AMD-P 91-24-097 
246-221-110 AMD-P 91-11-081 
246-221-110 AMD 91-15-112 
246-221-120 AMD-P 91-11-081 
246-221-120 AMD 91-15-112 
246-221-130 AMD-P 91-11-081 
246-221-130 AMD 91-15-112 
246-221-140 AMD-P 91-11-08! 
246-221-140 AMD 91-15-112 
246-221-160 AMD-P 91-11-081 
246-221-160 AMD 91-15-112 
246-221-170 AMD-P 91-11-081 
246-221-170 AMD 91-15-112 
246-221-190 AMD-P 91-11-08! 
246-221-190 AMD 91-15-112 
246-221-200 AMD-P 91-11-081 
246-221-200 AMD 91-15-112 
246-221-210 AMD-P 91-11-081 
246-221-210 AMD 91-15-112 
246-221-220 AMD-P 91-11-081 
246-221-220 AMD 91-15-112 
246-221-230 AMD-P 91-11-08! 
246-221-230 AMD 91-15-112 
246-221-240 AMD-P  91-11-081 
246-221-240 AMD 91-15-112 
246-221-250 AMD-P  91-11-081 
246-221-250 AMD 91-15-112 
246-221-260 AMD-P 91-11-081 
246-221-260 AMD 91-15-112 
246-221-280 AMD-P 91-11-081 
246-221-280 AMD 91-15-112 
246-221-300 AMD-P 91-11-081 
246-221-300 AMD 91-15-112 
246-222-001 AMD-P 91-11-081 
246-222-001 AMD 91-15-112 
246-222-020 AMD-P 91-11-081 


Table of WAC Sections Affected 


WAC # WSR 4 
246-222-020 AMD 91-15-112 
246-222-030 AMD-P 91-11-081 
246-222-030 AMD 91-15-112 
246-222-040 AMD-P  91-11-081 
246-222-040 AMD 91-15-112 
246-222-050 AMD-P 91-11-081 
246-222-050 AMD 91-15-112 
246-222-060 AMD-P  91-11-081 
246-222-060 AMD 91-15-112 
246-222-070 AMD-P  91-11-081 
246-222-070 AMD 91-15-112 
246-222-080 AMD-P  91-11-081 
246-222-080 AMD 91-15-112 
246-224-001 AMD-P 91-11-082 
246-224-001 AMD 91-15-083 
246-224-020 AMD-P 91-11-082 
246-224-020 AMD 91-15-083 
246-224-030 AMD-P  91-11-082 
246-224-030 AMD 91-15-083 
246-224-040 AMD-P  91-11-082 
246-224-040 AMD 91-15-083 
246-224-050 AMD-P 91-11-082 
246-224-050 AMD 91-15-083 
246-224-060 AMD-P  91-11-082 
246-224-060 AMD 91-15-083 
246-224-070 AMD-P 91-11-082 
246-224-070 AMD 91-15-083 
246-224-080 AMD-P 91-11-082 
246-224-080 AMD 91-15-083 
246-224-090 AMD-P  91-11-082 
246-224-090 AMD 91-15-083 
246-224-100 AMD-P  91-11-082 
246-224-100 AMD 91-15-083 
246-225-010 AMD-P 91-11-082 
246-225-010 AMD 91-15-083 
246-225-020 AMD-P  91-11-082 
246-225-020 AMD 91-15-083 
246-225-030 AMD-P 91-11-082 
246-225-030 AMD 91-15-083 
246-225-040 AMD-P 91-11-082 
246-225-040 AMD 91-15-083 
246-225-050 AMD-P  91-11-082 
246-225-050 AMD 91-15-083 
246-225-060 AMD-P  91-11-082 
246-225-060 AMD 91-15-083 
246-225-070 AMD-P 91-11-082 
246-225-070 AMD 91-15-083 
246-225-090 AMD-P 91-11082 
246-225-090 AMD 91-15-083 
246-225-110 AMD-P 91-11-082 
246-225-110 AMD 91-15-083 
246-225-120 AMD-P 91-11-082 
246-225-120 AMD 91-15-083 
246-225-130 AMD-P  91-11-082 
246-225-130 AMD 91-15-083 
246-225-140 AMD-P 91-11-082 
246-225-140 AMD 91-15-083 
246-225-150 AMD-P  91-11-082 
246-225-150 AMD 91-15-083 
246-225-160 NEW-P  91-21-033 
246-225-99910 — AMD-P 91-11-082 
246-225-99910 AMD 91-15-083 
246-225-99920 | AMD-P 91-11-082 
246-225-99920 AMD 91-15-083 
246-225-99930 | AMD-P 91-11-082 
246-225-99930 AMD 91-15-083 
246-228-030 AMD-P 91-11-082 
246-228-030 AMD 91-15-083 
246-228-040 AMD-P  91-11-082 
246-228-040 AMD 91-15-083 
246-228-050 AMD-P  91-11-082 
246-228-050 AMD 91-15-083 
246-229-001 AMD-P 91-11-082 
246-229-001 AMD 91-15-083 
246-229-010 AMD-P  91-11-082 
246-229-010 AMD 91-15-083 
246-229-020 AMD-P  91-11-082 


[ 404 ] 


WAC # 


246-229-020 
246-229-030 
246-229-030 
246-229-050 
246-229-050 
246-229-060 
246-229-060 
246-229-080 
246-229-080 
246-229-090 
246-229-090 
246-229-110 
246-229-110 
246-232-001 
246-232-001 
246-232-010 
246-232-010 
246-232-020 
246-232-020 
246-232-040 
246-232-040 
246-232-050 
246-232-060 
246-232-060 
246-232-080 
246-232-080 
246-232-090 
246-232-090 
246-232-100 
246-232-100 
246-232-110 
246-232-110 
246-232-120 
246-232-120 
246-232-130 
246-232-130 
246-232-990 
246-232-990 
246-233-001 
246-233-001 
246-233-010 
246-233-010 
246-233-020 
246-233-020 
246-235-001 
246-235-001 
246-235-020 
246-235-020 
246-235-040 
246-235-040 
246-235-050 
246-235-050 
246-235-060 
246-235-060 
246-235-075 
246-235-080 
246-235-080 
246-235-090 
246-235-090 
246-235-100 
246-235-100 
246-235-110 
246-235-110 
246-235-120 
246-235-120 
246-235-130 
246-235-130 
246-235-140 
246-235-140 
246-239-010 
246-239-010 
246-239-010 
246-239-015 
246-239-020 
246-239-020 
246-239-025 
246-239-030 


WSR # 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91—15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-082 
91-15-083 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11—081 
91-15-112 
91-11-081 
91-15-112 
91—11—081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
9j-11—081 
91-15-112 
91-11-081 
91-15-112 
91-11—081 
91—15—112 
91-11—081 
9]-15-112 
91-11—081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-24-097 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-1 1-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91-15-112 
91-11-081 
91—15—112 
91-24-097 
91-24-097 
91-11-081 
91-15-112 
91-24-097 
91-11-081 


WAC # 


246-239-030 
246-239-040 
246-239-040 
246-239-060 
246-239-060 
246-239-080 
246-239-080 
246-239-090 
246-239-090 
246-239-100 
246-239-100 
246-240-010 
246-240-015 
246-240-020 
246-240-020 
246-240-030 
246-240-030 
246-240-040 
246-240-040 
246-240-050 
246-243-020 
246-243-020 
246-243-050 
246-243-060 
246-243-060 
246-243-080 
246-243-080 
246-243-090 
246-243-090 
246-243-110 
246-243-110 
246-243-120 
246-243-120 
246-243-130 
246-243-130 
246-243-140 
246-243-140 
246-243-150 
246-243-150 
246-243-160 
246-243-160 
246-243-170 
246-243-170 
246-243-180 
246-243-180 
246-243-190 
246-243-200 
246-243-200 
246-243-210 
246-243-210 
246-243-220 
246-243-220 
246-244-001 
246-244-001 
246-244-030 
246-244-030 
246-244-040 
246-244-040 
246-244-060 
246-244-060 
246-244-080 
246-244-080 
246-244-140 
246-244-140 
246-244-150 
246-244-150 
246-244-160 
246-244-160 
246-244-180 
246-244-180 
246-244-220 
246-244-220 
246-244-230 
246-244-230 
246-244-240 
246-244-240 
246-249-001 


Table of WAC Sections Affected 


WSR # WAC # 
91-15-112 246-249-001 
91-11-081 246-249-010 
91-15-112 246-249-010 
91-11-081 246-249-020 
91-15-112 246-249-020 
91-11-081 246-249-030 
91-15-112 246-249-030 
91-11-081 246-249-040 
91-15-112 246-249-040 
91-11-081 246-249-050 
91-15-112 246-249-050 
91-24-097 246-249-060 
91-24-097 246-249-060 
91-11-081 246-249-070 
91-15-112 246-249-070 
91-11-081 246-249-080 
91-15-112 246-249-080 
91-11-081 246-249-090 
91-15-112 246-249-090 
91-24-097 246-250-001 
91-11-081 246-250-001 
91-15-112 246-250-010 
91-24-097 246-250-010 
91-11-081 246-250-020 
91-15-112 246-250-020 
91-11-081 246-250-030 
91-15-112 246-250-030 
91-11-081 246-250—050 
91-15-112 246-250-050 
91-11-081 246-250-060 
91-15-112 246-250-060 
91-11-081 246-250-070 
91-15-112 246-250-070 
91-11-081 246-250-090 
91-15-112 246-250-090 
91-11-081 246-250-110 
91-15-112 246-250-110 
91-11-081 246-250-120 
91-15-112 246-250-120 
91-11-081 246-250-130 
91-15-112 246-250-130 
91-11-081 246-250-140 
91-15-112 246-250-140 
91-11-081 246-250-150 
91-15-112 246-250-150 
91-24-097 246-250-160 
91-11-081 246-250-160 
91-15-112 246-250-190 
91-11-081 246-250-190 
91-15-112 246-250-330 
91-11-081 246-250-330 
91-15-112 246-250-350 
91-11-081 246-250-350 
91-15-112 246-250-600 
91-11-081 246-250-600 
91-15-112 246-252-001 
91-11-081 246-252-001 
91-15-112 246-252-010 
91-11-081 246-252-010 
91-15-112 246-252-030 
91-11-081 246-252-030 
91-15-112 246-254-001 
91-11-081 246-254-001 
91-15-112 246-254-010 
91-11-081 246-254-010 
91-15-112 246-254-020 
91-11-081 246-254-020 
91-15-112 246-254-030 
91-11-081 246-254-030 
91-15-112 246-254-040 
91-11-081 246-254-040 
91-15-112 246-254-050 
91-11-081 246-254-050 
91-15-112 246-254-053 
91-11-081 246-254-053 
91-15-112 246-254-057 
91-11-083 246-254-057 


WSR 4 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-11-083 
91-16-109 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 


WAC # 


246-254-058 
246-254-058 
246-254-070 
246-254-070 
246-254-080 
246-254-080 
246-254-090 
246-254-090 
246-254-100 
246-254-100 
246-254-110 
246-254-110 
246-254-120 
246-254-120 
246-254-140 
246-254-140 
246-254-150 
246-254-150 
246-254-160 
246-254-160 
246-254-170 
246-254-170 
246-254-999 
246-254-999 
246-260-010 
246-260-040 
246-260-050 
246-260-060 
246-260-070 
246-260-080 
246-260-090 
246-260-100 
246-260-110 
246-260-120 
246-260-130 
246-260-140 
246-260-150 
246-260-160 
246-260-200 
246-260-210 
246-260-240 
246-260-250 
246-260-260 
246-262-010 
246-262-040 
246-262-060 
246-262-070 
246-262—080 
246-262-090 
246-262-100 
246-262-120 
246-262-130 
246-262—150 
246-262-160 
246-262-170 
246-264-020 
246-264-030 
246-264-050 
246-264-080 
246-264—120 
246-264-140 
246-264-150 
246-264-200 
246-270-010 
246-270-020 
246-270-050 
246-270-060 
246-271-020 
246-271-030 
246-271-040 
246-271-050 
246-271-060 
246-271-070 
246-271-080 
246-271-090 
246-271-100 
246-271-110 


REP-P 
REP 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
NEW-P 
NEW 
AMD-P 
AMD 
NEW-P 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
REP-P 
REP 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


'AMD-P 


AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


WSR # 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-18-056 
91-22-027 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-21-115 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21130 


WAC # 
246-271-130 AMD-P 
246-271-140 AMD-P 
246-271-180 AMD-P 
246-272-010 AMD-P 
246-272-020 AMD-P 
246-272-030 AMD-P 
246-272-060 AMD-P 
246-272-080 AMD-P 
246-272-100 AMD-P 
246-272-110 AMD-P 
246-272-120 AMD-P 
246-272-130 AMD-P 
246-272-150 AMD-P 
246-272-160 AMD-P 
246-272-170 AMD-P 
246-272-190 AMD-P 
246-280-001 AMD-P 
246-280-010 AMD-P 
246-280-015 AMD-P 
246-280-020 AMD-P 
246-282-010 AMD-P 
246-282-030 AMD-P 
246-282-080 AMD-P 
246-282-090 AMD-P 
246-282-100 AMD-P 
246-290-010 AMD 
246-290-010 AMD-P 
246-290-130 AMD 
246-290-300 AMD 
246-290-300 AMD-P 
246-290-310 AMD. 
246-290-310 AMD-P 
246-290-320 AMD 
246-290-320 AMD-P 
246-290-330 AMD 
246-290-330 AMD-P 
246-290-480 AMD-P 
246-310-010 AMD-P 
246-310-002 REP-P 
246-310-020 AMD-P 
246-310-020 AMD-P 
246-310-030 REP-P 
246-310-030A КҜЕР-Р 
246-310-035 NEW-P 
246-310-050 AMD-P 
246-310-080 AMD-P 
246-310-090 AMD-P 
246-310-100 AMD-P 
246-310-110 AMD-P 
246-310-120 AMD-P 
246-310-130 AMD-P 
246-310-131 NEW-P 
246-310-131 NEW-E 
246-310-131 NEW-W 
246-310-132 NEW-P 
246-310-132 NEW 
246-310-135 NEW-P 
246-310-136 NEW-P 
246-310-150 AMD-P 
246-310-160 AMD-P 
246-310-170 AMD-P 
246-310-180 AMD-P 
246-310-190 AMD-P 
246-310-200 AMD-P 
246-310-210 AMD-P 
246-310-250 AMD-P 
246-310-250 REP-P 
246-310-260 AMD-P 
246-310-261 NEW-P 
246-310-262 NEW-P 
246-310-270 AMD-P 
246-310-280 AMD-P 
246-310-350 AMD-P 
246-310-380 AMD-C 
246-310-380 AMD 
246-310-380 AMD-P 
246-310-400 AMD-P 


WSR # 


91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91--21-130 
91-21-130 
91--21-130 
91-21-130 
91-21-130 
91-07-031 

91-24-096 
91-07-031 

91-07-031 

91-24-096 
91-07-031 

91-24-096 
91-07-031 

91—24-096 
91-07—031 

91—24—096 
91—24-096 
91-22-028 
91-22-028 
91-22-028 
92-01-110 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-10-102 
91-10-103 
91-23-040 
91-10-102 
91-17-011 

92-01-110 
92-01-110 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-23-075 
91-22-028 
91--23-075 
91-23-075 
91-22-028 
91-22-028 
91-22-028 
91-12-020 
91-15-018 
91—22-028 
91-22-028 


Table of WAC Sections Affected 


WACH WSR 4 
246-310-410 AMD-P 91-22-028 
246-310-470 AMD-P 91-22-028 
246-310-480 AMD-P 91-22-028 
246-310-490 AMD-P 91-22-028 
246-310-500 AMD 91-05--093 
246-310-560 AMD-P 91-22-028 
246-310—570 AMD-P 91-22-028 
246-310-590 AMD-P  91-22-028 
246-310-600 AMD-P 91-22-028 
246-310-610 AMD-P 91-22-028 
246-310-630 AMD-P 91-22-028 
246-310-900 NEW-P  91-22-028 
246-310-990 AMD-P 91-22-028 
246-314-001 AMD-P 91-12-019 
246-314-001 AMD 91-16-107 
246-314-010 AMD-P  91-12-019 
246-314-010 AMD 91-16-107 
246-314-990 AMD-P  91-12-019 
246-314-990 AMD 91-16-107 
246-316-010 AMD-P 91-22-028 
246-316-020 AMD-P 91-22-028 
246-316-030 AMD-P 91-22-028 
246-316-040 AMD-P 91-22-028 
246-316-070 AMD-P 91-22-028 
246-316-090 AMD-P 91-22-028 
246-316-100 AMD-P 91-22-028 
246-316-150 AMD-P 91-22-028 
246-316-170 AMD-P 91-22-028 
246-316-200 AMD-P 91-22-028 
246-316-240 AMD-P 91-22-028 
246-316-320 AMD-P 91-22-028 
246-316-330 AMD-P 91-22-028 
246-318-010 AMD-P 91-22-028 
246-318-013 AMD-P 91-22-028 
246-318-015 AMD-P 91-22-028 
246-318-017 AMD-P 91-22-028 
246-318-018 AMD-P 91-22-028 
246-318-025 AMD-P 91-22-028 
246-318-035 AMD-P 91-22-028 
246-318-040 AMD-P 91-22-028 
246-318-180 AMD-P 91-22-028 
246-318-210 AMD-P 91-22-028 
246-318-220 AMD-P 91-22-028 
246-318-230 AMD-P 91-22-028 
246-318-250 AMD-P 91-22-028 
246-318-260 AMD-P 91-22-028 
246-318-270 AMD-P 91-22-028 
246-318-280 AMD-P 91-22-028 
246-318-290 AMD-P 91-22-028 
246-318-300 AMD-P 91-22-028 
246-318-310 AMD-P 91-22-028 
246-318-320 AMD-P 91-22-028 
246-318-350 . AMD-P 91-22-028 
246-318-370 AMD-P 91-22-028 
246-318-380 AMD-P 91-22-028 
246-318-410 AMD-P 91-22-028 
246-318-420 AMD-P 91-22-028 
246-318-435 AMD-P 91-22-028 
246-318-440 AMD-P 91-22-028 
246-321-010 AMD-P 91-22-028 
246-321-012 AMD-P 91-22-028 
246-321-017 AMD-P 91-22-028 
246-321-030 AMD-P 91-22-028 
246-321-035 AMD-P 91-22-028 
246-321-050 AMD-P 91-22-028 
246-323-010 AMD-P 91-22-028 
246-323-020 AMD-P  91-22-028 
246-323-040 AMD-P 91-22-028 
246-323-050 AMD-P 91-22-028 
246-323-070 AMD-P 91-22-028 
246-323-090 AMD-P 91-22-028 
246-325-010 AMD-P . 91-22-028 
246-325-012 AMD-P 91-22-028 
246-325-015 AMD-P 91-22-028 
246-325-025 AMD-P 91-22-028 
246-325-030 AMD-P 91-22-028 
246-325-045 AMD-P 91-22-028 


[ 406 ] 


WAC # 


246-325-050 
246-325-060 
246-325-070 
246-325-100 
246-326-001 
246-326-010 
246--326-020 
246-326-030 
246-326-035 
246-326-040 
246-326-050 
246-326-060 
246-326-090 
246-326-100 
246-327-010 
246-327-025 
246-327-035 
246-327-055 
246-327-105 
246-327-155 
246-329-010 
246-329-020 
246-329-030 
246-329-050 
246-329-060 
246-329-100 
246-331-010 
246-331-025 
246-331-035 
246-331-055 
246-331-105 
246-331-155 
246-333-010 
246-333-020 
246-333-030 
246-334-010 
246-334-020 
246-334-030 
246-334-040 
246-334-050 
246-334-060 
246-336-010 
246-336-025 
246-336-035 
246-336-055 
246-336-105 
246-336-125 
246-338-010 
246-338-010 
246-338-010 
246-338-020 
246-338-020 
246-338-030 
246-338-030 
246-338-030 
246-338-040 
246-338-040 
246-338-050 
246-338-050 
246-338-060 
246-338-060 
246-338-070 
246-338-070 
246-338-080 
246-338-080 
246-338-090 
246-338-090 
246-338-110 
246-338-110 
246-338-990 
246-338-990 
246-338-990 
246-340-010 
246-340-020 
246-340-050 
246-340-070 
246-340-090 


AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
REP-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-E 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-E 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-E 
AMD-P 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


WSR jf 


91—22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91~22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91—22-028 
91—22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91—22-028 
91-22-028 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-21-130 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-11—039 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-11-039 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17-083 
91-21-062 
91-17—083 
91-21—062 
91-17—083 
91-21—062 
91-17—083 
91-21-062 
91-17—083 
91-21—062 
91-11—039 
91-17-083 
91-21-062 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 


Table of WAC Sections Affected 


WAC # WSR # WAC g WSR # WAC g WSR # 
246-358-001 AMD-P 91-21-130 246-430-001 NEW 92-01-050 246-560-120 NEW-P 91-13-093 
246-358-001 AMD-W 91-22-057 246-430-010 NEW-P 91-15-005 246-560-120 NEW 91-16-108 
246-358-001 AMD-P 91-22-103 246-430-010 NEW 92-01-050 246-650-020 AMD-P 91-21-130 
246-358-010 AMD-P 91-21-130 246-430-020 NEW-P 91-15-005 246-650-990 AMD-P 91-22-028 
246-358-010 AMD-W 91-22-057 246-430-020 NEW 92-01-050 246-760-001 AMD-P 91-21-130 
246-358-010 AMD-P 91-22-103 246-430-030 NEW-P 91-15-005 246-760-040 AMD-P 91-21-130 
246-358-025 AMD-P 91-21-130 246-430-030 NEW 92-01-050 246-790-070 AMD 91-06-029 
246-358-025 AMD-W 91-22-057 246-430-040 NEW-P 91-15-005 246-790-080 AMD-P 91-20-173 
246-358-025 AMD-P 91-22-103 246-430-040 NEW 92-01-050 246-790-080 AMD 91-23-078 
246-358-035 AMD-P 91-21-130 246-430-050 NEW-P  91-15-005 246-800-120 AMD-P 91-22-028 
246-358-035 AMD-W 91-22-057 246-430-050 NEW 92-01-050 246-800-130 AMD-P 91-22-028 
246-358-035 AMD-P 91-22-103 246-430-060 NEW-P 91-15-005 246-800-140 AMD-P 91-22-028 
246-358-045 AMD-P 91-22-103 246-430-060 NEW 92-01-050 246-800-150 AMD-P 91-22-028 
246-358-055 AMD-P 91-21-130 246-453-001 AMD 91-05-048 246-802-090 AMD-E 91-10-069 
246-358-055 AMD-W 91-22-057 246-453-010 AMD 91-05-048 246-802-130 AMD-E 91-10-069 
246-358-055 AMD-P 91-22-103 246-453-020 NEW 91-05-048 246-802-150 REP-E 91-10-069 
246-358-065 AMD-P 91-21-130 246-453-030 NEW 91-05-048 246-802-990 AMD-P 91-08-078 
246-358-065 AMD-W 91-22-057 246-453-040 NEW 91-05-048 246-802-990 AMD 91-13-002 
246-358-075 AMD-P 91-22-103 246-453-050 NEW 91-05-048 246-806-010 RECOD 91-05-026 
246-358-085 AMD-P 91-21-130 246-453-060 NEW 91-05-048 246-806-020 RECOD 91-05-026 
246-358-085 AMD-W 91-22-057 246-453-070 AMD 91-05-048 246-806-030 RECOD 91-05-026 
246-358-095 AMD-P 91-21--130 246-453-080 AMD 9105-048 246-806-040 RECOD 91-05-026 
246-358-095 AMD-W 91-22-057 246-453-085 REP 91-05-048 246-806-050 RECOD 91-05-026 
246-358-095 AMD-P 91-22-103 246-453-090 AMD 91-05-048 246-806-060 RECOD 91-05-026 
246-358-105 AMD-P 91-22-103 246-490-001 AMD-P 91-21-130 246-806-070 RECOD 91-05-026 
246-358-115 AMD-P 91-22-103 246-490-019 AMD-P 91-22-028 246-806-080 RECOD 91-05-026 
246-358-125 AMD-P 91-21-130 246-490-029 AMD-P 91-22-028 246-806-090 RECOD 91-05-026 
246-358-125 AMD-W 91-22-057 246-490-039 AMD-P 91-22-028 246-806-100 RECOD 91-05-026 
246-358-125 AMD-P 91-22-103 246-490-040 AMD-P 91-21-130 246-806-110 RECOD 91-05-026 
246-358-135 AMD-P 91-22-103 246-491-029 AMD-P 91-16-105 246-806-120 RECOD 91-05-026 
246-358—145 AMD-P 91-22-103 246-491-029 AMD 91-20-073 246-806-130 RECOD 91-05-026 
246-358-155 AMD-P 91-22-103 246-491-039 AMD-P 91-16-105 246-806-140 RECOD 91-05-026 
246-358-175 AMD-P 91-22-103 246-491-039 AMD 91-20-073 246-806-150 NEW-P 91-22-104 
246-358-990 AMD-P 91-22-028 246-491—149 AMD-P 91-16-105 246-806-160 NEW-P 91-22-104 
246-358-990 AMD-W 91-24-049 246-491-149 AMD-W 91-18-075 246-806-170 NEW-P 91-22-104 
246-360—001 AMD-P 91-21-130 246-491-149 AMD-P 91-18-077 246-806-180 NEW-P 91-22-104 
246-360-010 AMD-P 91-21-130 246-491-149 AMD 91-23-026 246-806-190 NEW-P 91-22-104 
246-360—020 AMD-P 91-21-130 246-510-100 AMD-P 91-22-028 246-806-990 RECOD 91-05-031 
246-360—040 AMD-P 91-21-130 246-510-130 AMD-P 91-22-028 246-806-990 AMD-P 91-15-082 
246-360—050 AMD-P 91-21-130 246-510-160 AMD-P 91-22-028 246-806-990 AMD-W 91-15-113 
246-360-110 AMD-P 91-21-130 246-510-400 NEW-E 91-15-029 246-806-990 AMD-P  91-15-114 
246-360-160 AMD-P 91-21-130 246-520-001 AMD-P 91-21-130 246-806-990 AMD 91-21-096 
246-360-180 AMD-P 91-21-130 246-520-010 AMD-P 91-21-130 246-807-020 RECOD 91-05-095 
246-360-990 AMD-P  91-21-130 246-520-020 AMD-P 91-21-130 246-807-030 RECOD 91-05-095 
246-366-010 AMD-P 91-21-130 246-520-030 AMD-P 91-21-130 246-807-040 RECOD 91-05-095 
246-366-060 AMD-P 91-21-130 246-520-040 AMD-P 91-21-130 246-807-050 RECOD 91-05-095 
246-366-070 AMD-P 91-2I-130 246-520-050 AMD-P 91-21-130 246-807-060 RECOD 91-05-095 
246-366-110 AMD-P 91-21-130 246-520-060 AMD-P 91-21-130 246-807-070 RECOD 91-05-095 
246-366-130 AMD-P 91-21-130 246-520-070 AMD-P 91-21-130 246-807-080 RECOD 91-05-095 
246-374-050 AMD-P 91-21-130 246-560-001 NEW-P  91-13-093 246-807-090 RECOD 91-05-095 
246-374-060 AMD-P 91-21-130 246-560-001 NEW 91-16-108 246-807-100 RECOD 91-05-095 
246-374-080 AMD-P 91-21-130 246-560-010 NEW-P 91-13-093 246-807-110 RECOD  91-05-095 
246-374-100 AMD-P 91-21-130 246-560-010 NEW 91-16-108 246-807-120 RECOD 91-05-095 
246-374-130 AMD-P 91-21-130 246-560-015 NEW-P 91-13-093 246-807-130 RECOD 91-05-095 
246-376-100 AMD-P 91-21-130 246-560-015 NEW 91-16-108 246-807-140 RECOD 91-05-095 
246-376-110 AMD-P 91-21-130 246-560-020 NEW-P 91-13-093 246-807-150 RECOD  91-05-095 
246-378-020 AMD-P 91-21-130 246-560-020 NEW 91-16-108 246-807-160 RECOD 91-05-095 
246-378-030 AMD-P 91-21-130 246—560-030 NEW-P 91-13-093 246-807-170 RECOD 91-05-095 
246-378-040 AMD-P 91-21-130 246-560-030 NEW 91-16-108 246-807-170 REP 91-10-051 
246-378-050 AMD-P 91-21-130 246-560-040 NEW-P 91-13-093 246-807-171 NEW-P 91-06-090 
246-380—001 NEW-P  91-15-082A 246-560-040 NEW 91-16-108 246-807-171 NEW 91-10-051 
246-380-001 NEW 91-21-075 246-560-050 NEW-P 91-13-093 246-807-173 NEW-P  91-06-090 
246-380-990 AMD-P 91-15-082A 246-560-050 NEW 91-16-108 246-807-173 NEW 91-10-051 
246-380-990 AMD 91-21-075 246-560-060 NEW-P 91-13-093 246-807-180 RECOD 91-05-095 
246-388-010 AMD-P 91-22-028 246-560-060 NEW 91-16-108 246-807-180 AMD-P 91-20-016 
246-388-070 AMD-P 91-22-028 246-560-070 NEW-P 91-13-093 246-807-180 AMD 91-24-052 
246-388-080 AMD-P 91-22-028 246-560-070 NEW 91-16-108 246-807-190 RECOD 91-05-095 
246-388-100 AMD-P 91-22-028 246-560-080 NEW-P 91-13-093 246-807-200 RECOD 91-05-095 
246-388-110 AMD-P 91-22-028 246-560—080 NEW 91-16-108 246-807-210 RECOD 91-05-095 
246-388-160 AMD-P 91-22-028 246-560-090 NEW-P 91-13-093 246-807-220 RECOD  91-05-095 
246-388-170 AMD-P 91-22-028 246-560-090 NEW 91-16-108 246-807—230 RECOD 91-05-095 
246-388-240 AMD-P 91-22-028 246-560-100 NEW-P 91-13-093 246-807-230 AMD-P 91-20-016 
246-388-260 AMD-P 91-22-028 246-560-100 NEW 91-16-108 246-807-230 AMD 91-24-052 
246-388-270 AMD-P 91-22-028 246-560-105 NEW-P 91-13-093 246-807-240 RECOD 91-05-095 
246-388-290 AMD-P 91-22-028 246-560-105 NEW 91-16-108 246-807-250 RECOD 91-05-095 
246-388-320 AMD-P 91-22-028 246-560-110 NEW-P 91-13-093 246-807-250 AMD-P 91-20-016 
246-430-001 NEW-P 91-15-005 246-560-110 NEW 91-16-108 246-807-250 AMD 91-24-052 


WAC j WSR 4 
246-807-260 RECOD 91-05-095 
246-807-270 RECOD  91-05-095 
246-807-280 RECOD  91-05-095 
246-807-290 RECOD 91-05-095 
246-807-300 RECOD  91-05-095 
246-807-310 RECOD  91-05-095 
246-807-320 RECOD  91-05-095 
246-807-330 RECOD  91-05-095 
246-807-340 RECOD  91-05-095 
246-807—340 AMD-P 91-20-016 
246-807-340 AMD 91-24-052 
246-807-350 RECOD  91-05-095 
246-807-360 RECOD  91-05-095 
246-807-370 RECOD  91-05-095 
246-807-380 RECOD  91-05-095 
246-807-390 RECOD  91-05-095 
246-807-400 NEW-P  91-06-090 
246-807-400 NEW-W 91-10-050 
246-807-400 NEW-P 91-20-169 
246—807-400 NEW 92-01-070 
246-807-410 NEW-P 91-06-090 
246-807-410 NEW 91-10-051 
246-807-420 NEW-P 91-20-169 
246-807-420 NEW 92-01-070 
246-807-430 NEW-P  91-20-169 
246-807-430 NEW 92-01-070 
246-807-440 NEW-P 91-20-169 
246-807-440 NEW 92-01-070 
246-807-450 NEW-P 91-20-169 
246-807-450 NEW 92-01-070 
246-807-460 NEW-P  91-20-169 
246-807-460 NEW 92-01-070 
246-807-470 NEW-P 91-20-169 
246-807-470 NEW 92-01-070 
246-815-020 AMD-P 91-22-028 
246-815-030 AMD-P  91-22-028 
246-815-031 NEW-P 91-08-077 
246-815-031 NEW 91-11-065 
246-815-031 AMD-P  91-23-025 
246-815-040 AMD-P 91-22-028 
246-815-100 AMD-P  91-22-028 
246-815-110 AMD-P  91-22-028 
246-815-115 NEW-P  91-24-095 
246-815-160 AMD-P 91-22-028 
246-815-170 AMD-P 91-22-028 
246-815-250 AMD-P  91-22-028 
246-815-990 AMD-P 91-08-078 
246-815-990 AMD 91-13-002 
246-816-050 AMD-P  91-24-021 
246-816-075 NEW 91-03-109 
246-816-160 NEW-P  91-18-035 
246-816-160 NEW-W 91-24-009 
246-816-160 NEW-P 91-24-077 
246-816-201 AMD-P  91-24-021 
246-816-210 AMD-P  91-24-021 
246-816-230 AMD-P 91-24-021 
246-816-250 AMD-P 91-24-021 
246-816-260 AMD-P 91-24-021 
246-816-301 AMD-P 91-24-021 
246-816-310 AMD-P 91-24-021 
246-816-360 AMD-P 91-24-021 
246-816-370 AMD-P  91-24-021 
246-816-390 AMD-P 91-24-021 
246-816-410 AMD-P 91-24-021 
246-816-510 AMD-P 91-24-021 
246-816-610 NEW-P 91-16-102 
246-816—620 NEW-P 91-16-102 
246-816-630 NEW-P 91-16-102 
246-816—640 NEW-P 91-16-102 
246-816—650 NEW-P 91-16-102 
246-816—660 NEW-P  91-16-102 
246-816—670 NEW-P  91-16-102 
246-816-680 NEW-P  91-16-102 
246-816-701 NEW-P 91-18-078 
246-816-701 NEW-W 91-20-014 
246-816-701 NEW-P 91-24-078 
246-816-710 NEW-P 91-18-078 


Table of WAC Sections Affected 


WAC # 


246-816-710 
246-816-710 
246-816-720 
246-816-720 
246-816-720 
246-816-730 
246-816-730 
246-816-730 
246-816-740 
246-818-020 
246-818-020 
246-818-050 
246-818-050 
246-818-060 
246-818-060 
246-818-070 
246-818-070 
246-818-080 
246-8 18—080 
246-818-090 
246-8 18-090 
246-818-110 
246-818-110 
246-818-120 
246-8 18-120 
246-8 18-130 
246-8 18-130 
246-822-020 
246-822-100 
246-822-110 
246-822-120 
246-822-150 
246-822-170 
246-822-990 
246-822-990 
246-824-020 
246-824-020 
246-824-040 
246-824-050 
246-824-050 
246-824-050 
246-824-050 
246-824-065 
246-824-065 
246-824-070 
246-824-075 
246-824-075 
246-824-080 
246-824-080 
246-824-160 
246-824-170 
246-824-990 
246-826-020 
246-826-040 
246-826-050 
246-826-060 
246-826-070 
246-826-080 
246-826-090 
246-826-230 
246-826-990 
246-826-990 
246-828-005 
246-828-020 
246-828-020 
246-828-030 
246-828-030 
246-828-040 
246-828-040 
246-828-050 
246-828-050 
246-828-060 
246-828-060 
246-828-070 
246-828-070 
246-828-080 
246-828-080 


RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 


[ 408 ] 


WSR 4 


91-20-014 
91-24-078 
91-18-078 
91-20-014 
91-24-078 
91-18-078 


92-01-122 
91-21-117 
92-01-122 
91-21-117 
92-01-122 
91-21-117 
92-01-122 
91-21-117 
92-01-122 
91-21-117 
92-01-122 
91-21-117 
92-01-122 
91-22-028 
91-22-028 
91~22-028 
91-22-028 
91-22-028 
91-22-028 
91-08—078 
91-13-002 
91-05—087 
91-09-024 
91-22-028 
91-05-087 
91-09-023 
91-16-103 
91-21-028 
91—16-103 
91-21-028 
91-22-028 
91—05-087 
91-09-024 
91-05-087 
91-09-024 
91-22-028 
91-22-028 
91-22-028 
91-22—028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91—08-078 
91-13-002 
91-20-167 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07058 
91-11-031 


WAC # 


246-828-090 
246-828-090 
246-828-100 
246-828-100 
246-828-110 
246-828-110 
246-828-120 
246-828-120 
246-828-130 
246-828-130 
246-828-140 
246-828-140 
246-828—150 
246-828-150 
246-828-160 
246-828-160 
246-828-170 
246-828-170 
246-828-180 
246-828-180 
246-828-190 
246-828-190 
246-828—200 
246-828-200 
246-828-210 
246-828-210 
246-828-220 
246-828-220 
246-828-230 
246-828-230 
246-828-240 
246-828-240 
246-828-250 
246-828-250 
246-828-260 
246-828-260 
246-828-270 
246-828-270 
246-828-280 
246-828-280 
246-828-290 
246-828-290 
246-828-300 
246-828-300 
246-828-310 
246-828-310 
246-828-320 
246-828-320 
246-828-330 
246-828-330 
246-828-340 
246-828-340 
246-828-350 
246-828-350 
246-828-360 
246-828-360 
246-828-370 
246-828-370 
246-828-990 
246-828-990 
246-830-020 
246-830-050 
246-830-230 
246-830-270 
246-830-610 
246-830-690 
246-830-990 
246-834-010 
246-834-060 
246-834-080 
246-834-090 
246-834-130 
246-834-140 
246-834-150 
246-834-160 
246-834-170 
246-834-180 


RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD-P 
RECOD 
RECOD 
AMD 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 
AMD-P 


WSR 4 


91-07-058 
91-11-03] 
91-07-058 
91-11-03] 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03) 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-07-058 
91-11-03] 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-07-058 
91-11-03] 
91-07-0358 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-11-030 
91-13-002 
91-22-028 
91-22—028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91-22-028 
91--22-028 
91-22-028 
91--22-028 
91-22-028 
91-22-028 
91—22-028 
91—22-028 
91-22-028 
91-22-028 
91-22-028 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
246-834-190 AMD-P 91-22-028 246-839-060 
246-834-200 AMD-P 91-22-028 246-839-060 
246-834-210 AMD-P 91-22-028 246-839-070 
246-834-220 AMD-P 91-22-028 246-839-080 
246-834-230 AMD-P 91-22-028 246-839-080 
246-834-240 AMD-P 91-22-028 246-839-080 
246-834-260 AMD-P 91-22-028 246-839-090 
246-834-350 AMD-P 91-22-028 246-839-090 
246-834-500 AMD-P 91-22-028 246-839-090 
246-834-990 AMD-P 91-08-078 246-839-100 
246-834-990 AMD 91-13-002 246-839-100 
246-836-010 NEW-P 91-22-028 246-839-100 
246-836-020 AMD-P 91-22-028 246-839-105 
246-836-050 AMD-P 91-22-028 246-839-105 
246-836-060 AMD-P 91-22-028 246-839-105 
246-836-070 AMD-P 91-22-028 246-839-110 
246-836-080 AMD-P 91-22-028 246-839-110 
246-836-090 AMD-P 91-22-028 246-839-110 
246-836-100 AMD-P 91-22-028 246-839-120 
246-836-110 AMD-P 91-22-028 246-839-120 
246-836-120 AMD-P 91-22-028 246-839-120 
246-836-130 AMD-P 91-22-028 246-839-130 
246-836-140 AMD-P 91-22-028 246-839-300 
246-836-150 AMD-P 91-22-028 246-839-310 
246-836-160 AMD-P 91-22-028 246-839-310 
246-836-170 AMD-P 91-22-028 246-839-310 
246-836-180 AMD-P 91-22-028 246-839-320 
246-836-200 AMD-P 91-22-028 246-839-320 
246-836-320 REP-P 91-22-028 246-839-320 
246-836-400 AMD-P 91-22-028 246-839-330 
246-836-410 AMD-P.  91-22-028 246-839-330 
246-838 AMD-C 91-20-015 | 246-839-330 
246-838-010 AMD-P 91-19-03? 246-839-340 
246-838-026 NEW-P 91-09-014 246-839-340 
246-838-026 NEW 91-13-023 246-839-340 
246-838-030 AMD-P 91-19-037 246-839-350 
246-838-040 AMD-P 91-09-014 246-839-350 
246-838-040 AMD 91-13-023 246-839-350 
246-838-060 AMD-P 91-09-014 246-839-360 
246-838-060 AMD 91-13-023 246-839-360 
246-838-070 AMD-P 91-09-014 246-839-360 
246-838-070 AMD 91-13-023 246-839-370 
246-838-090 AMD-P 91-09-014 246-839-370 
246-838-090 AMD 91-13-023 246-839-370 
246-838-100 AMD-P 91-09-014 246-839-400 
246-838-100 AMD 91-13-023 246-839-410 
246-838-110 AMD-P 91-09-014 246-839-410 
246-838-110 AMD 91-13-023 246-839-410 
246-838-110 AMD-P 91-19-037 246-839-420 
246-838-120 AMD-P 91-09-014 246-839-430 
246-838-120 AMD 91-13-023 246-839-430 
246-838-130 AMD-P 91-09-014 246-839-430 
246-838-130 AMD 91-13-023 246-839-440 
246-838-210 AMD-P 91-09-014 246-839-440 
246-838-210 AMD 91-13-023 246-839-440 
246-838-230 AMD-P 91-19-037 246-839-450 
246-838-250 AMD-P 91-09-014 246-839-450 
246-838-250 AMD 91-13-023 246-839-450 
246-838-260 AMD-P 91-09-014 246-839-505 
246-838-260 AMD 91-13-023 246-839-506 
246-838-270 AMD-P 91-09-014 246-839-525 
246-838-270 AMD 91-13-023 246-839-525 
246-838-290 AMD-P 91-19-037 246-839-525 
246-838-310 AMD-P 91-19-037 246-839-530 
246-838-990 AMD-P 91-08-078 246-839-530 
246-838-990 AMD 91-13-002 246-839-530 
246-839-010 RECOD 91-07-049 246-839-535 
246-839-010 AMD-P 91-16-101 246-839-535 
246-839-020 RECOD 91-07-049 246-839-535 
246-839-020 AMD-P 91-19-019 246-839-540 
246-839-020 AMD 91-23-077 246-839-540 
246-839-030 RECOD 91-07-049 246-839-540 
246-839-030 AMD-P 91-19-019 246-839-545 
246-839-030 AMD 91-23-077 246-839-545 
246-839-040 RECOD 91-07-049 246-839-545 
246-839-050 RECOD 91-07-049 246-839-550 
246-839-060 RECOD 91-07-049 246-839-555 


WSR # WAC # WSR # 
AMD-P 91-19-019 246-839-560 RECOD 91-07-049 
AMD 91-23-077 246-839-565 RECOD 91-07-049 
RECOD 91-07-049 246-839-565 AMD-P 91-19-019 
RECOD 91-07-049 246-839-565 AMD 91-23-077 
AMD-P 91-19-019 246-839-570 RECOD 91-07-049 
AMD 91-23-077 246-839-575 RECOD 91-07-049 
RECOD 91-07-049 246-839-700 RECOD 91-07-049 
AMD-P 91-19-019 246-839-700 AMD-P 91-19-019 
AMD 91-23-077 246-839-700 AMD 91-23-077 
RECOD 91-07-049 246-839-710 RECOD 91-07-049 
AMD-P 91-19-019 246-839-710 AMD-P 91-19-019 
AMD 91-23-077 246-839-710 AMD 91-23-077 
NEW-E 91-10-007 246-839-720 RECOD 91-07-049 
NEW-P 91-15-004 246-839-730 . RECOD 91-07-049 
NEW 91-19-102 246-839-730 AMD-P 91-19-019 
RECOD 91-07-049 246-839-730 AMD 91-23-077 
AMD-P 91-19-019 246-839-740 RECOD 91-07-049 
AMD 91-23-077 246-839-740 AMD-P 91-19-019 
RECOD 91-07-049 246-839-740 AMD 91-23-077 
AMD-P 91-19-019 246-839-750 RECOD 91-07-049 
AMD 91-23-077 246-839-760 RECOD 91-07-049 
RECOD 91-07-049 246-839-760 AMD-P 91-19-019 
RECOD 91-07-049 246-839-760 AMD 91-23-077 
RECOD 91-07-049 246-839-770 RECOD 91-07-049 
AMD-P 91-19-019 246-839-780 RECOD 91-07-049 
AMD 91-23-077 246-839-800 RECOD 91-07-049 
RECOD 91-07-049 246-839-810 RECOD 91-07-049 
AMD-P 91-19-019 246-839-820 RECOD 91-07-049 
AMD 91-23-077 246-839-820 AMD-P 91-20-171 
RECOD 91-07-049 246-839-820 AMD 92-01-023 
AMD-P 91-19-019 246-839-830 RECOD 91-07-049 
AMD 91-23-077 246-839-830 AMD-P 91-19-019 
RECOD 91-07-049 246-839-830 AMD 91-23-077 
AMD-P 91-19-019 246-839-840 NEW 91-07-067 
AMD 91-23-077 246-839-840 AMD-P 91-19-019 
RECOD 91-07-049 246-839-840 AMD 91-23-077 
AMD-P 91-19-019 246-839-850 NEW 91-07-067 
AMD 91-23-077 246-839-850 AMD-P 91-19-019 
RECOD 91-07-049 246-839-850 AMD 91-23-077 
AMD-P 91-19-019 246-839-860 NEW 91-07-067 
AMD 91-23-077 246-839-870 NEW 91-07-067 
RECOD 91-07-049 246-839-880 NEW 91-07-067 
AMD-P 91-19-019 246-839-890 NEW 91-07-067 
AMD 91-23-077 246-839-890 AMD-P 91-19-019 
RECOD 91-07-049 246-839-890 AMD 91-23-077 
RECOD 91-07-049 246-839-900 NEW 91-07-067 
AMD-P 91-19-019 246-839-990 RECOD 91-07-048 
AMD 91-23-077 246-841-400 RECOD 91-07-049 
RECOD 91-07-049 246-841-400 AMD-P 91-19-019 
RECOD 91-07-049 246-841-400 AMD 91-23-077 
AMD-P 91-19-019 246-841-410 RECOD 91-07-049 
AMD 91-23-077 246-841-410 AMD-P 91-19-019 
RECOD 91-07-049 246-841-410 AMD 91-23-077 
AMD-P 91-19-019 246-841-420 RECOD 91-07-049 
AMD 91-23-077 246-841-430 RECOD 91-07-049 
RECOD 91-07-049 246-841-430 AMD-P 91-19-019 
AMD-P 91-19-019 246-841-430 AMD 91-23-077 
AMD 91-23-077 246-841-440 RECOD 91-07-049 
RECOD 91-07-049 246-841-440 AMD-P 91-19-019 
RECOD 91-07-049 246-841-440 AMD 91-23-077 
RECOD 91-07-049 246-841-450 RECOD 91-07-049 
AMD-P 91-19-019 246-841-460 RECOD 91-07-049 
AMD 91-23-077 246-841-470 RECOD 91-07-049 
RECOD 91-07-049 246-841-470 AMD-P 91-19-019 
AMD-P 91-19-019 246-841-470 AMD 91-23-077 
AMD 91-23-077 246-841-480 RECOD 91-07-049 
RECOD 91-07-049 246-841-490 RECOD 91-07-049 
AMD-P 91-19-019 246-841-490 AMD-P 91-19-019 
AMD 91-23-077 246-841-490 AMD 91-23-077 
RECOD 91-07-049 246-841-500 RECOD 91-07-049 
AMD-P 91-19-019 246-841-510 RECOD 91-07-049 
AMD 91-23-077 246-841-610 AMD-P 91-22-028 
RECOD 91-07-049 246-841-710 AMD-P 91-22-028 
AMD-P 91-19-019 246-841-720 AMD-P 91-22-028 
AMD 91-23-077 246-841-750 AMD-P 91-22-028 
RECOD 91-07-049 246-842 AMD-P 91-19-019 
RECOD 91-07-049 246-842 AMD 91-23-077 


[ 409 ] 


Table of WAC Sections Affected 


WACĄ WSR 4 WAC # > WSR f 
246-842-100 RECOD 91-07-049 246-843-150 RECOD 91-06-060 
246-842-100 AMD-P 91-19-019 246-843-150 AMD-P 91-19-020 
246-842-100 AMD 91-23-077 246-843-150 AMD-C  91-20-119 
246-842-110 RECOD 91-07-049 246-843-150 AMD 91-24-050 
246-842-120 RECOD 91-07-049 246-843-155 RECOD 91-06-060 
246-842-130 RECOD 91-07-049 246-843-160 RECOD 91-06-060 
246-842-130 AMD-P 91-19-019 246-843-160 AMD-P 91-19-020 
246-842-130 AMD 91-23-077 246-843-160 AMD-C 91-20-119 
246-842-140 RECOD 91-07-049 246-843-160 AMD 91-24-050 
246-842-140 AMD-P 91-19-019 246-843-162 RECOD 91-06-060 
246-842-140 AMD 91-23-077 246-843-162 AMD-P 91-19-020 
246-842-150 RECOD 91-07-049 246-843-162 AMD-C 91-20-119 
246-842-160 RECOD 91-07-049 246-843-162 AMD 91-24-050 
246-842-170 RECOD 91-07-049 246-843-170 RECOD  91-06-060 
246-842-170 AMD-P 91-19-019 246-843-170 AMD-P 91-19-020 
246-842-170 AMD 91-23-077 246-843-170 AMD-C 91-20-119 
246-842-180 RECOD 91-07-049 246-843-170 AMD 91-24-050 
246-842-190 RECOD 91-07-049 246-843-180 RECOD  91-06-060 
246-842-190 AMD-P 91-19-019 246-843-180 AMD-P 91-19-020 
246-842-190 AMD 91-23-077 246-843-180 AMD 91-24-022 
246-842-200 RECOD 91-07-049 246-843-180 AMD-W 91-20-117 
246-842-210 RECOD 91-07-049 246-843-180 AMD-C 91-20-119 
246-843-001 RECOD 91-06-060 246-843-180 AMD-P 91-20-166 
246-843-001 AMD-P 91-19-020 246-843-200 RECOD 91-06-060 
246-843-001 AMD-C 91-20-119 246-843-200 AMD-P 91-19-020 
246-843-001 AMD 91-24-050 246-843-200 AMD-C 91-20-119 
246-843-010 RECOD 91-06-060 246-843-200 AMD 91-24-050 
246-843-010 AMD-P 91-19-020 246-843-205 RECOD 91-06-060 
246-843-010 AMD-C 91-20-119 246-843-205 AMD-P 91-19-020 
246-843-010 AMD 91-24-050 246-843-205 AMD-C 91-20-119 
246-843-030 RECOD 91-06-060 246-843-220 RECOD  91-06-060 
246-843-040 RECOD 91-06-060 246-843-220 AMD-P 91-19-020 
246-843-040 AMD-P 91-19-020 246-843-220 AMD-C 91-20-119 
246-843-040 AMD-C 91-20-119 246-843-220 AMD 91-24-050 
246-843-040 AMD 91-24-050 246-843-225 RECOD 91-06-060 
246-843-050 RECOD 91-06-060 246-843-230 RECOD 91-06-060 
246-843-060 RECOD 91-06-060 246-843-230 AMD-P 91-19-020 
246-843-060 AMD-P 91-19020 246-843-230 AMD-C 91-20-119 
246-843-060 AMD-C 91-20-119 246-843-230 AMD 91-24-050 
246-843-060 AMD 91-24-050 246-843-240 RECOD  91-06-060 
246-843-070 RECOD 91-06-060 246-843-240 AMD-P 91-19-020 
246-843-080 RECOD 91-06-060 246-843-240 AMD-C 91-20-119 
246-843-080 AMD-P 91-19-020 246-843-240 AMD 91-24-050 
246-843-080 AMD-C 91-20-119 246-843-250 RECOD 91-06-060 
246-843-080 AMD 91-24-050 246-843-250 AMD-P 91-19-020 
246-843-090 RECOD 91-06-060 246-843-250 AMD-C 91-20-119 
246-843-090 AMD-P 91-19-020 246-843-250 AMD 91-24-050 
246-843-090 AMD-C 91-20-119 246-843-320 RECOD  91-06-060 
246-843-090 AMD 91-24-050 246-843-320 AMD-P 91-19-020 
246-843-095 RECOD  91-06-060 246-843-320 AMD-C 91-20-119 
246-843-095 AMD-P 91-19-020 246-843-320 AMD 91-24-050 
246-843-095 AMD-C 91-20-119 246-843-330 NEW 91-06-059 
246-843-095 AMD 91-24-050 246-843-330 AMD-P 91-19-020 
246-843-100 RECOD 91-06-060 246-843-330 AMD-C  91-20-119 
246-843-100 AMD-P 91-19-020 246-843-330 AMD 91-24-050 
246-843-100 AMD-C 91-20-119 246-843-990 RECOD 91-06-058 
246-843-100 AMD 91-24-050 246-843-990 AMD 91-09-051 
246-843-110 RECOD 91-06-060 246-845-020 AMD-P 91-22-028 
246-843-110 AMD-P 91-19-020 246-845-040 AMD-P 91-22-028 
246-843-110 AMD-C 91-20-119 246-845-990 AMD-P 91-08-078 
246-843-110 AMD 91-24-050 246-845-990 AMD 91-13-002 
246-843-115 NEW-P 91-20-166 246-847-010 RECOD 91-05-027 
246-843-115 NEW 91-24-022 246-847-010 AMD 91-11-064 
246-843-120 RECOD  91-06-060 246-847-020 RECOD 91-05-027 
246-843-120 AMD-P 91-19-020 246-841-030 RECOD 91-05-027 
246-843-120 AMD-C 91-20-119 246-847-040 RECOD 91-05-027 
246-843-120 AMD 91-24-050 246-847-040 AMD 91-11-064 
246-843-122 NEW-P 91-20-166 246-847-040 AMD-P 91-18-080 
246-843-122 NEW 91-24-022 246-847-040 AMD 91-23-047 
246-843-125 RECOD 91-06-060 246-847-050 RECOD 91-05-027 
246-843-125 AMD-P 91-19-020 246-847-050 AMD 91-11-064 
246-843-125 AMD-C 91-20-119 246-841-050 AMD-P 91-18-080 
246-843-125 AMD 91—24-050 246-841-050 AMD 91-23-047 
246-843-130 RECOD  91-06-060 246-841-060 RECOD 91-05-027 
246-843-130 AMD-P 91-19-020 246-847-060 AMD-P 91-18-080 
246-843-130 AMD-C 91-20-119 246-841-060 AMD 91-23-047 
246-843-130 AMD 91-24-050 246-847-065 RECOD 91-05-027 


WAC f WSR # 
246-847-065 AMD 91-11-064 
246-847-070 RECOD 91-05-027 
246-847-080 RECOD 91-05-027 
246-847-090 RECOD 91-05-027 
246-847-100 RECOD 91-05-027 
246-847-110 RECOD 91-05-027 
246-847-110 AMD 91-11-064 
246-847-115 NEW-P 91-18-080 
246-847-115 NEW 91—23-047 
246-847-120 RECOD 91-05-027 
246-847-130 RECOD 91-05-027 
246-847-140 RECOD  91-05-027 
246-847-150 RECOD  91-05-027 
246-847-160 RECOD  91-05-027 
246-847-170 RECOD 91-05-027 
246-847-180 RECOD  91-05-027 
246-847-190 RECOD  91-05-027 
246-847-200 RECOD 91-05-027 
246-847-990 RECOD 91-05-030 
246-847-990 AMD-P 91-08-078 
246-847-990 AMD 91-13-002 
246-849-020 AMD-P 91-22-028 
246-849-100 AMD-P 91-22-028 
246-849-110 AMD-P 91-22-028 
246-849-990 AMD-P 91-22-028 
246-851 RECOD-C 91-03-116 
246-851-020 RECOD 91-06-025 
246-851-020 AMD-P 91-19101 
246-851-020 AMD 91-22-061 
246-851-030 RECOD  91-06-025 
246-851-030 AMD-P 91-19-101 
246-851-030 AMD 91-22-061 
246-851-040 RECOD 91-06-025 
246-851-050 RECOD  91-06-025 
246-851-060 RECOD  91-06-025 
246-851-070 RECOD 91-06-025 
246-851-080 RECOD 91-06-025 
246-851-080 AMD-P 91-19-101 
246-851-080 AMD 91-22-061 
246-851-090 RECOD 91-06-025 
246-851-100 RECOD 91-06-025 
246-851-110 RECOD 91-06-025 
246-851-120 RECOD  91-06-025 
246-851-120 AMD-P 91-19-101 
246-851-120 AMD 91-22-061 
246-851-130 RECOD 91-06-025 
246-851-140 RECOD  91-06-025 
246-851-150 RECOD  91-06-025 
246-851-160 RECOD  91-06-025 
246-851-160 AMD-P 91-19-101 
246-851-160 AMD 91-22-061 
246-851-170 RECOD 91-06-025 
246-851-170 AMD-P 91-19-101 
246-851-170 AMD 91-22-061 
246-851-180 RECOD 91-06-025 
246-851-180 AMD-P 91-19-101 
246-851-180 AMD 91—22-061 
246-851-190 RECOD  91-06-025 
246-851-200 RECOD 91-06-025 
246-851-210 RECOD 91-06-025 
246-851-210 AMD-P 91-19-101 
246-851-210 AMD 91-22-061 
246-851-220 RECOD 91-06-025 
246-851-230 RECOD 91-06-025 
246-851-230 AMD-P 91-19-101 
246-851-230 AMD 91-22-061 
246-851-240 RECOD 91-06-025 
246-851-250 RECOD 91-06-025 
246-851-260 RECOD 91-06-025 
246-851-260 AMD-P  91-19-101 
246-851-260 AMD 91-22-061 
246-851-270 RECOD 91-06-025 
246-851-280 RECOD 91-06-025 
246-851-290 RECOD 91-06-025 
246-851-300 RECOD 91-06-025 
246-851-310 RECOD 91-06-025 
246-851-320 RECOD 91-06-025 


Table of WAC Sections Affected 


[411] 


WAC # WSR # WAC # WSR # WAC # WSR # 
246-851-330 RECOD 91-06-025 246-855-110 AMD 91-20-120 246.-858-050 RECOD-P 91-14-033 
246-851-340 RECOD 91-06-025 246-855-120 REP-P 91-14-088 246-858-050 RECOD 91-18-057 
246-851-350 RECOD 91-06-025 246-855-120 REP 91-20-120 246-858-060 RECOD-P 91-14-033 
246-851-360 RECOD 91-06-025 246-857 RECOD-W 91-06-037 246-858-060 RECOD 91-18-057 
246-851-370 RECOD 91-06-025 246-857-020 RECOD-P 91-14-033 246-858-070 RECOD-P 91-14-033 
246-851-380 RECOD 91-06-025 246-857-020 RECOD 91-18-057 246-858-070 RECOD 91-18-057 
246-851-390 RECOD 91-06-025 246-857-030 RECOD-P 91-14-033 246-858-080 RECOD-P 91-14-033 
246-851-400 RECOD 91-06-025 246-857-030 RECOD 91-18-057 246-858-080 RECOD 91-18-057 
246-851—400 AMD-P 91-19-101 246-857-040 RECOD-P 91-14-033 246-861 RECOD-W 91-06-037 
246-851-400 AMD 91-22-061 246-857-040 RECOD 91-18-057 246-861-020 RECOD-P 91-14-033 
246-851-410 RECOD 91-06-025 246-857-050 RECOD-P 91-14-033 246-861-020 RECOD 91-18-057 
246-851-420 RECOD 91-06-025 246-857-050 RECOD 91-18-057 246-861-030 RECOD-P 91-14-033 
246-851-430 RECOD 91-06-025 246-857-060 RECOD-P 91-14-033 246-861-030 RECOD 91-18-057 
246-851-430 AMD-P 91-19-10] 246-857-060 RECOD 91-18-057 246-861-040 RECOD-P 91-14-033 
"246-851-430 AMD 91-22-061 246-857-070 RECOD-P 91-14-033 246-861-040 RECOD 91-18-057 
246-851-990 RECOD 91-06-028 246-857-070 RECOD 91-18-057 246-861-050 RECOD-P 91-14-033 
246-851-990 AMD-P 91-08-078 246-857-080 RECOD-P 91-14-033 246-861-050 RECOD 91-18-057 
246-851-990 AMD 91-13-002 246-857-080 RECOD 91-18-057 246-861-060 RECOD-P 91-14-033 
246-851-990 AMD-P 92-01-071 246-857-090 RECOD-P 91-14-033 246-861-060 RECOD 91-18-057 
246-853-020 AMD 91-10-043 246-857-090 RECOD 91-18-057 246-861-070 RECOD-P 91-14-033 
246-853-040 AMD-P 91-14-088 246-857-100 RECOD-P 91-14-033 246-861-070 RECOD 91-18-057 
246-853-040 AMD 91-20-120 246-857-100 RECOD 91-18-057 246-861-080 RECOD-P 91-14-033 
246-853-100 AMD-P 91-14-088 246-857-110 RECOD-P 91-14-033 246-861-080 RECOD 91-18-057 
246-853-100 AMD 91-20-120 246-857-110 RECOD 91-18-057 246-861-090 RECOD-P 91-14-033 
246-853-130 AMD-P 91-14-088 246-857-120 RECOD-P 91-14-033 246-861-090 RECOD 91-18-057 
246-853-130 AMD 91-20-120 246-857-120 RECOD 91-18-057 246-861-100 RECOD-P 91-14-033 
246-853-180 AMD-P 9114088 246-857-130 RECOD-P 91-14-033 246-861-100 RECOD 91-18-057 
246-853-180 AMD 91-20-120 246-857-130 RECOD 91-18-057 246-861-110 RECOD-P 91-14-033 
246-853-190 AMD-P 91-14-088 246-857-140 RECOD-P 91-14-033 246-861-110 RECOD 91-18-057 
246-853-190 AMD 91-20-120 246-857-140 RECOD 91-18-057 246-861-120 RECOD-P 91-14-033 
246-853-210 AMD-P 91-14—088 246-857-150 RECOD-P 91-14-033 246-861-120 RECOD 91-18-057 
246-853-210 AMD 91-20-120 246-857-150 RECOD 91-18-057 246-863 RECOD-W 91-06-037 
246-853-230 AMD-P 91-14088 246-857-160 ` RECOD-P 91-14-033 246-863-020 RECOD-P 91-14-033 
246-853-230 AMD 91-20-120 246-857-160 RECOD 91-18-057 246-863-020 RECOD 91-18-057 
246-853-240 AMD-P 91-14-088 246-857-170 RECOD-P 91-14-033 246-863-030 RECOD-P 91-14-033 
246-853-240 AMD 91-20-120 246-857-170 RECOD 91-18-057 246-863-030 RECOD 91-18-057 
246-853-250 NEW-P 91-03-117 246-857-180 RECOD-P 91-14-033 246-863-040 RECOD-P 91-14-033 
246-853-260 NEW-P  91-03-117 246-857-180 RECOD 91-18-057 246-863-040 RECOD 91-18-057 
246-853-260 NEW 91-10-043 246-857-190 RECOD-P 91-14-033 246-863-050 RECOD-P 91-14-033 
246-853-270 NEW-P  91-03-117 246-857-190 RECOD 91-18-057 246-863-050 RECOD 91-18-057 
246-853-270 NEW 91-10-043 246-857-200 RECOD-P 91-14-033 246-863-060 RECOD-P 91-14-033 
246-853-280 NEW-P 91-03-117 246-857-200 RECOD 91-18-057 246-863-060 RECOD 91-18-057 
246-853-280 NEW-W 91-10-039 246-857-210 RECOD-P 91-14-033 246-863-070 RECOD-P 91-14-033 
246-853-290 NEW-P 91-03-117 246-857-210 RECOD 91-18-057 246-863-070 RECOD 91-18-057 
246-853-290 NEW 91-10-043 246-857-220 RECOD-P 91-14-033 246-863-080 RECOD-P 91-15-003 
246-853-300 NEW-P 91-03-117 246-857-220 RECOD 91-18-057 246-863-080 RECOD 91-19-028 
246-853-300 NEW 91-10-043 246-857-230 RECOD-P 91-14-033 246-863-090 RECOD-P 91-14-033 
246-853-310 NEW-P 91-03-117 246-857-230 RECOD 91-18-057 246-863-090 RECOD 91-18-057 
246-853-310 NEW 91-10-043 246-857-240 RECOD-P 91-14-033 246-863-100 RECOD-P 91-14-033 
246-853-320 NEW-P  91-03-117 246-857-240 RECOD 91-18-057 246-863-100 RECOD 91-18-057 
246-853-320 NEW 91-10-043 246-857-250 RECOD-P 91-14-033 246-863-110 RECOD-P 91-14-033 
246-853-330 NEW-P 91-03-117 246-857-250 RECOD 91-18-057 246-863-110 RECOD 91-18-057 
246-853-330 NEW 91-10-043 246-857-260 RECOD-P 91-14-033 246-863-120 RECOD-P 91-14-033 
246-853-340 NEW-P 91-03-117 246-857-260 RECOD 91-18-057 246-863-120 RECOD 91-18-057 
246-853-340 NEW 91-10-043 246-857-270 RECOD-P 91-14-033 246-865 RECOD-W 91-06-037 
246-853-350 NEW-P 91-03-117 246-857-270 RECOD 91-18-057 246-865-010 RECOD-P 91-14-033 
246-853-350 NEW 91-10-043 246-857-280 RECOD-P 91-14-033 246-865-010 RECOD 91-18-057 
246-853-990 AMD-P 91-08-078 246-857-280 RECOD 91-18-057 246-865-020 RECOD-P 91-14-033 
246-853-990 AMD 91-13-002 246-857-290 RECOD-P 91-14-033 246-865-020 RECOD 91-18-057 
246-853-990 AMD-P 91-16-104 246-857-290 RECOD 91-18-057 246-865-030 RECOD-P 91-14-033 
246-853-990 AMD 91-21-034 246-857-300 RECOD-P 91-14-033 246-865-030 RECOD 91-18-057 
246-854-020 AMD-P 91-14-088 246-857-300 RECOD 91-18-057 246-865-040 RECOD-P 91-14-033 
246-854-020 AMD 91-20-120 246-857-310 RECOD-P 91-14-033 246-865-040 RECOD 91-18-057 
246-854-030 AMD-P 91-14-088 246-857-310 RECOD 91-18-057 246-865-050 RECOD-P 91-14-033 
246-854-030 AMD 91-20-120 246-857-320 RECOD-P 91-14-033 246-865-050 RECOD 91-18-057 
246-854-050 AMD-P 91-14-088 246-857-320 RECOD 91-18-057 246-865-060 RECOD-P 91-14-033 
246-854-050 AMD 91-20-120 246-857-330 RECOD-P 91-14-033 246-865-060 RECOD 91-18-057 
246-854-060 AMD-P 91-14-088 246-857-330 RECOD 91-18-057 246-865-070 RECOD-P 91-14-033 
246-854-060 AMD 91-20-120 246-857-340 RECOD-P 91-14-033 246-865-070 RECOD 91-18-057 
246-854-070 REP-P 91-14-088 246-857-340 RECOD 91-18-057 246-867 RECOD-W 91-06-037 
246-854-070 REP 91-20-120 246-858 RECOD-W 91-06-037 246-867-001 RECOD-P 91-14-033 
246-854-100 AMD-P 91-14-088 246-858-020 RECOD-P 91-14-033 246-867-001 RECOD 91-18-057 
246-855-030 AMD-P 91-14-088 246-858-020 RECOD 91-18-057 246-867-010 RECOD-P 91-14-033 
246-855-030 AMD 91-20-120 246-858-030 RECOD-P 91-14-033 246-867-010 RECOD 91-18-057 
246-855-100 AMD-P 91-14-088 246-858-030 RECOD 91-18-057 246-867-020 RECOD-P 91-14-033 
246-855-100 AMD 91-20-120 246-858-040 RECOD-P 91-14-033 246-867-020 RECOD 91-18-057 
246-855-110 AMD-P 91-14-088 246-858-040 RECOD 91-18-057 246-867-030 RECOD-P 91-14-033 


WAC # 


a 


246-867-030 
246-867-040 
246-867-040 
246-867-050 
246-867-050 
246-867-060 
246-867-060 
246-869 
246-869-020 
246-869-020 
246-869-030 
246-869-030 
246-869-040 
246-869-040 
246-869-050 
246-869-050 
246-869-060 
246-869-060 
246-869-070 
246-869-070 
246-869-080 
246-869-080 
246-869-090 
246-869-090 
246-869-100 
246-869-100 
246-869-110 
246-869-110 
246-869-120 
246-869-120 
246-869-130 
246-869-130 
246-869-140 
246-869-140 
246-869-150 
246-869-150 
246-869-160 
246-869-160 
246-869-170 
246-869-170 
246-869-180 
- 246-869-180 
246-869-190 
246-869-190 
246-869-200 
246-869-200 
246-869-210 
246-869-210 
246-869-220 
246-869-220 
246-869-230 
246-869-230 
246-869-240 
246-869-240 
246-869-250 
246-869-250 
246-869-260 
246-869-260 
246-871 
246-871-001 
246-871-001 
246-871-010 
246-871-010 
246-871-020 
246-871-020 
246-871-030 
246-871-030 
246-871-040 
246-871-040 
246-871-050 
246-871-050 
246-871-060 
246-871-060 
246-87 1-070 
246-871-070 
246-871-080 
246-871-080 


WSR 4 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 


RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14—033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


RECOD-W 91-06-037 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 
RECOD-P 91-14-033 
RECOD 91-18-057 


Table of WAC Sections Affected 


WAC # WSR # WACH WSR 4 
246-873 RECOD-W 91-06-037 246-883 RECOD-W 91-06-037 
246-873-010 RECOD-P 91-14-033 246-883-020 RECOD-P 91-14-033 
246-873-010 RECOD 91-18-057 246-883-020 RECOD 91-18-057 
246-873-020 RECOD-P 91-14-033 246-883-030 RECOD-P 91-14-033 
246-873-020 RECOD 91-18-057 246-883-030 RECOD 91-18-057 
246-873-030 RECOD-P 91-14-033 246-883-040 RECOD-P 91-14-033 
246-873-030 RECOD 91-18-057 246-883-040 RECOD 91-18-057. 
246-873-040 RECOD-P 91-14-033 246-885 RECOD-W 91-06-037 
246-873-040 RECOD  91-18-057 246-885-020 RECOD-P 91-14-033 
246-873-050 RECOD-P 91-14-033 246-885-020 RECOD 91-18-057 
246-873-050 RECOD 91-18-057 246-886-001 RECOD-P 91-14-033 
246-873-060 RECOD-P 91-14-033 246-886-001 RECOD 91-18-057 
246-873-060 RECOD 91-18-057 246-886-010 RECOD-P 91-14-033 
246-873-070 RECOD-P 91-14-033 246-886-010 RECOD 91-18-057 
246-873-070 RECOD 91-18-057 246-886-020 RECOD-P 91-14-033 
246-873-080 RECOD-P 91-14-033 246-886-020 RECOD 91-18-057 
246-873-080 RECOD 91-18-057 246-886-030 RECOD-P 91-14-033 
246-873-090 RECOD-P 91-14-033 246-886-030 RECOD 91-18-057 
246-873-090 RECOD 91-18-057 246-886-040 RECOD-P 91-14-033 
246-873-100 RECOD-P 91-14-033 246-886-040 RECOD 91-18-057 
246-873-100 RECOD 91-18-057 246-886-050 RECOD-P 91-14-033 
246-873-110 RECOD-P 91-14-033 246-886-050 RECOD 91-18-057 
246-873-110 RECOD  91-18-057 246-886-060 RECOD-P 91-14-033 
246-875 RECOD-W 91-06-037 246-886-060 RECOD 91-18-057 
246-875-001 RECOD-P 91-14-033 246-886-070 RECOD-P 91-14-033 
246-875-001 RECOD 91-18-057 246-886-070 RECOD 91-18-057 
246-875-010 RECOD-P 91-14-033 246-886-080 RECOD-P 91-14-033 
246-875-010 RECOD 91-18-057 246-886-080 RECOD 91-18-057 
246-875-020 RECOD-P 91-14-033 246-886-090 RECOD-P 91-14-033 
246-875-020 RECOD 91-18-057 246-886-090 RECOD 91-18-057 
246-875-030 RECOD-P 91-14-033 246-886-100 RECOD-P 91-14-033 
246-815-030 RECOD 91-18-057 246-886-100 RECOD 91-18-057 
246-875-040 RECOD-P 91-14-033 246-887 RECOD-W 91-06-037 
246-875-040 RECOD 91-18-057 246-887-020 RECOD-P :91-14-033 
246-875-050 RECOD-P 91-14-033 246-887-020 RECOD 91-18-057 
246-875-050 RECOD 91-18-057 246-887-030 RECOD-P 91-14-033 
246-875-060 RECOD-P 91-14-033 246-887-030 RECOD 91-18-057 
246-875-060 RECOD 91-18-057 246-887-040 RECOD-P 91-14-033 
246-815-070 RECOD-P 91-14-033 246-887-040 RECOD 91-18-057 
246-875-070 RECOD 91-18-057 246-887-050 RECOD-P 91-14-033 
246-875-080 RECOD-P 91-14-033 246-887-050 RECOD 91-18-057 
246-875-080 RECOD  91-18-057 246-887-060 RECOD-P 91-14-033 
246-875-090 RECOD-P 91-14-033 246-887-060 RECOD 91-18-057 
246-875-090 RECOD 91-18-057 246-887-070 RECOD-P 91-14-033 
246-877 RECOD-W 91-06-037 246-887-070 RECOD 91-18-057 
246-871-020 RECOD-P 91-14-033 246-887-080 RECOD-P 91-14-033 
246-877-020 RECOD 91-18-057 246-887-080 RECOD 91-18-057 
246-877-030 RECOD-P 91-14-033 246-887-090 RECOD-P 91-14-033 
246-877-030 RECOD 91-18-057 246-887-090 RECOD 91-18-057 
246-879 RECOD-W 91-06-037 246-887-100 RECOD-P 91-14-033 
246-879-010 RECOD-P 91-14-033 246-887-100 RECOD 91-18-057 
246-879-010 RECOD 91-18-057 246-887-110 RECOD-P 91-14-033 
246-879-020 RECOD-P 91-14-033 246-887-110 RECOD 91-18-057 
246-879-020 RECOD 91-18-057 246-887-120 RECOD-P 91-14-033 
246-879-030 RECOD-P 91-14-033 246-887-120 RECOD 91-18-057 
246-879-030 RECOD 91-18-057 246-887-130 RECOD-P 91-14-033 
246-879-040 RECOD-P 91-14-033 246-887-130 RECOD  91-18-057 
246-879-040 RECOD 91-18-057 246-887-140 RECOD-P 91-14-033 
246-879-050 RECOD-P 91-14-033 246-887-140 RECOD 91-18-057 
246-879-050 RECOD 91-18-057 246-887-150 RECOD-P 91-14-033 
246-879-060 RECOD-P 91-14-033 246-887-150 RECOD 91-18-057 
246-879-060 RECOD 91-18-057 246-887-160 RECOD-P 91-14-033 
246-879-070 RECOD-P 91-14-033 246-887-160 RECOD 91-18-057 
246-879-070 RECOD 91-18-057 246-887-170 RECOD-P 91-14-033 
246-879-080 RECOD-P 91-14-033 246-887-170 RECOD 91-18-057 
246-879-080 RECOD 91-18-057 246-887-180 RECOD-P 91-14-033 
246-879-090 RECOD-P 91-14-033 246-887-180 RECOD 91-18-057 
246-879-090 RECOD 91-18-057 246-887-190 RECOD-P 91-14-033 
246-881 RECOD-W 91-06-037 246-887-190 RECOD 91-18-057 
246-881-010 RECOD-P 91-14-033 246-887-200 RECOD-P 91-14-033 
246-881-010 RECOD 91-18-057 246-887-200 RECOD 91-18-057 
246-881-020 RECOD-P 91-14-033 246-889 RECOD-W 91-06-037 
246-881-020 RECOD 91-18-057 246-889-020 RECOD-P 91-14-033 
246-881-030 RECOD-P 91-14-033 246-889-020 RECOD 91-18-057 
246-881-030 RECOD  91-18-057 246-889-030 RECOD-P 91-14-033 
246-881-040 RECOD-P 91-14-033 246-889-030 RECOD 91-18-057 
246-881-040 RECOD 91-18-057 246-889-040 RECOD-P 91-14-033 


[412] 


WAC # 


246-889-040 
246-891 
246-891-010 
246-891-010 
246-891-020 
246-891-020 
246-891-030 
246-891-030 
246-893 
246-893-001 
246-893-001 
246-893-010 
246-893-010 
246-893-020 
246-893-020 
246-893-030 
246-893-030 
246-893-040 
246-893-040 
246-893-050 
246-893-050 
246-893-060 
246-893-060 
246-893-070 
246-893-070 
246-893-080 
246-893-080 
246-893-090 
246-893-090 
246-893-100 
246-893-100 
246-893-110 
246-893-110 
246-893-120 
246-893-120 
246-893-130 
246-893-130 
246-893-140 
246-893-140 
246-893-998 
246-893-998 
246-895 
246-895-010 
246-895-010 
246-895-020 
246-895-020 
246-895-030 
246-895-030 
246-895-040 
246-895-040 
246-895-050 
246-895-050 
246-895-060 
246-895-060 
246-895-070 
246-895-070 
246-895-080 
246-895-080 
246-895-090 
246-895-090 
246-895-100 
246-895-100 
246-895-110 
246-895-110 
246-895-120 
246-895-120 
246-895-130 
246-895-130 
246-895-140 
246-895-140 
246-895-150 
246-895-150 
246-895-160 
246-895-160 
246-895-170 
246-895-170 
246-897 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
RECOD 91-18-057 246-897-020 RECOD-P 91-14-033 246-905-040 RECOD 91-18-057 
RECOD-W 91-06-037 246-897-020 RECOD 91-18-057 246-905-050 RECOD-P 91-14-033 
RECOD-P 91-14-033 246-897-030 RECOD-P 91-14-033 246-905-050 RECOD 91-18-057 
RECOD 91-18-057 246-897-030 RECOD 91-18-057 246-907 RECOD-W 91-06-037 
RECOD-P 91-14-033 246-897-040 RECOD-P 91-14-033 246-907-020 RECOD-P 91-15-003 
RECOD 91-18-057 246-897-040 RECOD 91-18-057 246-907-020 RECOD 91-19-028 
RECOD-P 91-14-033 246-897-050 RECOD-P 91-14-033 246-907-030 RECOD-P 91-15-003 
RECOD 91-18-057 246-897-050 RECOD 91-18-057 246-907-030 RECOD 91-19-028 
RECOD-W 91-06-037 246-897-060 RECOD-P 91-14-033 246-907-040 RECOD-P 91-15-003 
RECOD-P 91-14-033 246-897-060 RECOD 91-18-057 246-907-040 RECOD 91-19-028 
RECOD 91-18-057 246-897-120 RECOD-P 91-14-033 246-915-010 AMD 91-05-094 
RECOD-P 91-14-033 246-897-120 RECOD 91-18-057 246-915-010 AMD-P 91-20-164 
RECOD 91-18-057 246-897-130 RECOD-P 91-14-033 246-915-015 NEW 91-05-094 
RECOD-P 91-14-033 246-897-130 RECOD 91-18-057 246-915-015 AMD-P 91-20-164 
RECOD 91-18-057 246-897-140 RECOD-P 91-14-033 246-915-030 AMD 91-05-094 
RECOD-P 91-14-033 246-897-140 RECOD 91-18-057 246-915-030 AMD-E 91-09-033 
RECOD 91-18-057 246-897-150 RECOD-P 91-14-033 246-915-030 AMD-P 91-09-063 
RECOD-P 91-14-033 246-897-150 RECOD 91-18-057 246-915-030 AMD 91-14-006 
RECOD 91-18-057 246-897-160 RECOD-P 91-14-033 246-915-030 AMD-P  91-20-165 
RECOD-P 91-14-033 246-897-160 RECOD 91-18-057 246-915-040 AMD 91-05-094 
RECOD 91-18-057 246-897-170 RECOD-P 91-14-033 246-915-050 AMD 91-05-094 
RECOD-P 91-14-033 246-897-170 RECOD 91-18-057 246-915-080 AMD 91-05-094 
RECOD 91-18-057 246-897—180 RECOD-P 91-14-033 246-915-085 NEW-P 91-20-164 
RECOD-P 91-14-033 246-897-180 RECOD 91-18-057 246-915-110 AMD 91-05-094 
RECOD 91-18-057 246-897-190 RECOD-P 91-14-033 246-915-120 AMD-P 91-20-164 
RECOD-P 91-14-033 246-897-190 RECOD 91-18-057 246-915-130 AMD 91-05-094 
RECOD 91-18-057 246-899 RECOD-W 91-06-037 246-915-140 AMD 91-05-094 
RECOD-P 91-14-033 246-899-020 RECOD-P 91-14-033 246-915-140 AMD-P 91-20-164 
RECOD 91-18-057 246-899-020 RECOD 91-18-057 246-915-150 AMD 91-05-094 
RECOD-P 91-14-033 246-899-030 RECOD-P 91-14-033 246-915-150 AMD-P 91-20-164 
RECOD 91-18-057 246-899-030 RECOD 91-18-057 246-915-160 AMD 91-05-094 
RECOD-P 91-14-033 246-899-040 RECOD-P 91-14-033 246-915-170 AMD 91-05-094 
RECOD 91-18-057 246-899-040 RECOD 91-18-057 246-915-180 AMD 91-05-094 
RECOD-P 91-14-033 246-899-050 RECOD-P 91-14-033 246-915-180 AMD-P 91-20-164 
RECOD 91-18-057 246-899-050 RECOD 91-18-057 246-915-185 NEW-P 91-20-164 
RECOD-P 91-14-033 246-901 RECOD-W 91-06-037 246-915-200 AMD-P 91-20-164 
RECOD 91-18-057 246-901-020 RECOD-P 91-14-033 246-915-210 AMD 91-05-094 
RECOD-P 91-14-033 246-901-020 RECOD 91-18-057 246-915-300 NEW-E  91-09-033 
RECOD 91-18-057 246-901-030 RECOD-P 91-14-033 246-915-300 NEW-P 91-09-063 
RECOD-P 91-14-033 246-901-030 RECOD 91-18-057 246-915-300 NEW 91-14-006 
RECOD 91-18-057 246-901-040 RECOD-P 91-14-033 246-915-310 NEW-E  91-09-033 
RECOD-W 91-06-037 246-901-040 RECOD 91-18-057 246-915-310 NEW-P 91-09-063 
RECOD-P 91-14-033 246-901-050 RECOD-P 91-14-033 246-915-310 NEW 91-14-006 
RECOD 91-18-057 246-901-050 RECOD 91-18-057 246-915-320 NEW-E 91-09-033 
RECOD-P 91-14-033 246-901-060 RECOD-P 91-14-033 246-915-320 NEW-P 91-09-063 
RECOD 91-18-057 246-901-060 RECOD 91-18-057 246-915-320 NEW 91-14-006 
RECOD-P 91-14-033 246-901-070 RECOD-P 91-14-033 246-915-330 NEW-E 91-09-033 
RECOD 91-18-057 246-901-070 RECOD 91-18-057 246-915-330 NEW-P 91-09-063 
RECOD-P 91-14-033 246-901-080 RECOD-P 91-14-033 246-915-330 NEW 91-14-006 
RECOD 91-18-057 246-901-080 RECOD 91-18-057 246-915-990 AMD-P 91-08-078 
RECOD-P 91-14-033 246-901-090 RECOD-P 91-14-033 246-915-990 AMD 91-13-002 
RECOD 91-18-057 246-901-090 RECOD 91-18-057 246-917-020 RECOD 91-06-030 
RECOD-P 91-14-033 246-901-100 RECOD-P 91-14-033 246-917-020 AMD-P 91-15-11} 
RECOD 91-18-057 246-901-100 RECOD 91-18-057 246-917-020 AMD 91-20-170 
RECOD-P 91-14-033 246-901-110 RECOD-P 91-14-033 246-917-025 NEW-P 91-15-111 
RECOD 91-18-057 246-901-110 RECOD 91-18-057 246-917-025 NEW 91-20-170 
RECOD-P 91-14-033 246-901-120 RECOD-P 91-14-033 246-917-026 NEW-P 91-19-100 
RECOD 91-18-057 246-901-120 RECOD 91-18-057 246-917-026 NEW 91-24-051 
RECOD-P 91-14-033 246-901-130 RECOD-P 91-14-033 246-917-030 RECOD 91-06-030 
RECOD 91-18-057 246-901-130 RECOD 91-18-057 246-917-040 RECOD 91-06-030 
RECOD-P 91-14-033 246-903 RECOD-W 91-06-037 246-917-050 RECOD 91-06-030 
RECOD 91-18-057 246-903-001 RECOD-P 91-14-033 246-917-060 RECOD 91-06-030 
RECOD-P 91-14-033 246-903-001 RECOD 91-18-057 246-917-070 RECOD  91-06-030 
RECOD 91-18-057 246-903-010 RECOD-P 91-14-033 246-917-070 AMD-P 91-15-111 
RECOD-P 91-14-033 246-903-010 RECOD 91-18-057 246-917-070 AMD 91-20-170 
RECOD 91-18-057 246-903-020 RECOD-P 91-14-033 246-917-080 RECOD 91-06-030 
RECOD-P 91-14-033 246-903-020 RECOD 91-18-057 246-917-090 RECOD 91-06-030 
RECOD 91-18-057 246-903-030 RECOD-P 91-14-033 246-917-100 RECOD 91-06-030 
RECOD-P 91-14-033 246-903-030 RECOD 91-18-057 246-917-110 RECOD 91-06-030 
RECOD 91-18-057 246-903-040 RECOD-P 91-14-033 246-917-120 RECOD 91-06-030 
RECOD-P 91-14-033 246-903-040 RECOD 91-18-057 246-917-121 NEW-E 91-13-094 
RECOD 91-18-057 246-905 RECOD-W 91-06-037 246-917-121 NEW-P 91-15-111 
RECOD-P 91-14-033 246-905-020 RECOD-P 91-14-033 246-917-121 NEW 91-20-170 
RECOD 91-18-057 246-905-020 RECOD 91-18-057 246-917-125 NEW-P 92-01-049 
RECOD-P 91-14-033 246-905-030 RECOD-P 91-14-033 246-917-126 NEW-P 92-01-049 
RECOD 91-18-057 246-905-030 RECOD 91-18-057 246-917—130 RECOD 91-06-030 
RECOD-W 91-06-037 246-905-040 RECOD-P 91-14-033 246-917-130 AMD-P 91-15-111 


[413] 


Table of WAC Sections Affected 


WAC # WSR 4 WAC # 
246-917-130 AMD 91-20-170 246-922-030 
246-917-140 RECOD 91-06-030 246-922-040 
246-917-150 RECOD 91-06-030 246-922-040 
246—917-160 RECOD 91-06-030 246-922-045 
246-917-170 RECOD 91-06-030 246-922-045 
246-917-180 RECOD 91-06-030 246-922-050 
246-917-190 RECOD 91-06-030 246-922-050 
246-917-200 RECOD 91-06-030 246-922-055 
246-917-210 NEW-P 91-13-092 246-922-055 
246-917-210 NEW 91-18-036 246-922-060 
246-917-990 NEW 91-06-027 246-922-060 
246-917-990 AMD-P 92-01-072 246-922-070 
246-918-020 RECOD 91-06-030 246-922-070 
246-918-030 RECOD 91-06-030 246-922-080 
246-918-030 AMD 91-08-007 246-922-080 
246-918-035 NEW-P 91-04-055 246-922-090 
246-918-035 NEW 91-08-007 246-922-090 
246-918-040 RECOD 91-06-030 246-922-100 
246-918-050 RECOD 91-06-030 246-922-100 
246-918-060 RECOD 91-06-030 246-922-110 
246-918-070 RECOD  91-06-030 246-922-110 
246-918-070 AMD-P 91-15-111 246-922-120 
246-918-070 AMD 91-20-170 246-922-120 
246-918-080 RECOD 91-06-030 246-922-130 
246-918-090 RECOD 91-06-030 246-922-130 
246-918—100 RECOD 91-06-030 246-922-140 
246-918-110 RECOD 91-06-030 246-922-140 
246-918-120 RECOD 91-06-030 246-922-150 
246-918-130 RECOD 91-06-030 246-922-150 
246-918—140 RECOD 91-06-030 246-922-160 
246-918-150 RECOD 91-06-030 246-922-160 
246-918-160 RECOD 91-06-030 246-922-170 
246-918-170 RECOD 91-06-030 246-922-170 
246-918-180 RECOD 91-06-030 246-922-180 
246-918-190 RECOD 91-06-030 246-922-180 
246-918-200 RECOD 91-06-030 246-922-190 
246-918-210 RECOD 91-06-030 246-922-190 
246-918-220 RECOD 91-06-030 246-922-200 
246-918-230 RECOD 91-06-030 246-922-200 
246-918-240 RECOD 91-06-030 246-922-210 
246-918—250 RECOD 91-06-030 246-922-210 
246-918-260 RECOD 91-06-030 246-922-220 
246-918-270 RECOD  91-06-030 246-922-220 
246-918-280 RECOD 91-06-030 246-922-230 
246-918-290 RECOD 91-06-030 246-922-230 
246-918-300 RECOD 91-06-030 246-922-240 
246-918-310 RECOD 91-06-030 246-922—240 
246-918-320 RECOD 91-06-030 246-922-250 
246-918—330 RECOD 91-06-030 246-922-250 
246-918-340 RECOD 91-06-030 246-922-260 
246-918-350 RECOD 91-06-030 246-922-260 
246-918-360 RECOD 91-06-030 246-922-270 
246-918-370 RECOD 91-06-030 246-922-270 
246-918-990 NEW 91-06-027 246-922-280 
246-920-730 AMD-P 91-10-040 246-922—280 
246-920-730 AMD-E  91-10-042 246-922-290 
246-920-730 AMD 91-17-015 246-922-290 
246-920-820 REP-P 91-16-033 246-922-295 
246-920-820 REP 91-20-168 246-922-295 
246-920-830 REP-P 91-16-033 246-922-300 
246-920-830 REP 91-20-168 246-922-300 
246-920-840 REP-P 91-16-033 246-922-310 
246-920-840 REP 91-20-168 246-922-310 
246-920-850 REP-P 91-16-033 246-922-320 
246-920-850 REP 91-20-168 246-922-320 
246-920-860 REP-P 91-16-033 246-922-990 
246-920-860 REP 91-20-168 246-922-990 
246-920-870 ВЕР-Р 91-16-033 246-922-990 
246-920-870 REP 91-20-168 246-924-001 
246-920-880 REP-P 91-16-033 246-924-010 
246-920-880 REP 91-20-168 246-924-020 
246-922-001 RECOD 91-03-095 246-924-030 
246-922-001 AMD 91-10-041 246-924-040 
246-922-010 RECOD 91-03-095 246-924-050 
246-922-010 AMD 91-10-041 246-924-060 
246-922-020 RECOD 91-03-095 246-924-070 
246-922-030 RECOD 91-03-095 246-924-080 


WSR 4 


91-10-04] 
91-03-095 
91-10-041 
91-05-089 
91-10-04! 
91-03-095 
91-10-04] 
91—05-089 
91-10-041 
91-03-095 
91-10-04} 
91-03-095 
91-10-04] 
91-03-095 
91-10-04! 
91-03-095 
91-10-041 
91-03-095 
91-10-04] 
91-03-095 
91-10041 
91-03-095 
91-10-041 
91-03-095 
91--10-041 
91--03-095 
91-10-041 
91-03-095 
91-10-041 
91—03—095 
91—10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91—03—095 
91-10—041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03--095 
91-10-04! 
91-03-095 
91-10-04! 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-03-095 
91-10-041 
91-05—089 
91-10-041 
91-05~089 
91-10-041 
91-05-089 
91-10-041 
91-05-089 
91-10-041 
91—05—089 


91—08—078 
91-13-002 
91—04—020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-020 


WAC # 


246-924-090 
246-924-100 
246-924-110 
246-924-120 
246-924-130 
246-924-140 
246-924-150 
246-924-160 
246-924-170 
246-924-180 
246-924-190 
246-924-200 
246-924-210 
246-924-220 
246-924-230 
246-924-240 
246-924-250 
246-924-260 
246-924-270 
246-924-280 
246-924-290 
246-924-300 
246-924-310 
246-924-320 
246-924-330 
246-924-340 
246-924-350 
246-924-360 
246-924-370 
246-924-380 
246-924-390 
246-924-400 
246-924-410 
246-924-420 
246-924-430 
246-924-440 
246-924-450 
246-924—460 
246-924-470 
246-924—480 
246-924-990 
246-924-990 
246-924-990 
246-926-020 
246-926-020 
246-926-030 
246-926-030 
246-926-040 
246-926-040 
246-926-060 
246-926-060 
246-926-070 
246-926-070 
246-926-080 
246-926-080 
246-926-090 
246-926-090 
246-926-110 
246-926-110 
246-926-120 
246-926-120 
246-926-130 
246-926-130 
246-926-150 
246-926-150 
246-926-160 
246-926-160 
246-926-170 
246-926-170 
246-926-190 
246-926-190 
246-926-200 
246-926-200 
246-926-990 
246-926-990 
246-928-030 
246-928-070 


RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
NEW 
NEW 
RECOD 
RECOD 
NEW 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
NEW 
NEW 
NEW 
NEW 
NEW 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
RECOD 
AMD-P 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD-P 
REP-P 


WSR 4 


91—04—020 
91-04-020 
91—04-020 
91—04—020 
91-04-020 
91-04-020 
91—04—020 
91-04-020 
91-04-020 
91-04-02! 
91-04-021 
91-04-020 
91-04-020 
91-04-021 
91-04-020 
91-04-020 
91-04-020 
91—04-020 
91-04-020 
91-04-020 
91-04-020 
91-04-021 
91-04-021 
91-04-021 
91-04-021 
91-04-021 
91—04—020 
91—04—020 
91-04-020 
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246-928-100 REP-P 91-22-028 246-933-250 AMD-P 91-19-021 250-20-02! AMD-P 91-24-005 
246-928-110 AMD-P 91-22-028 246-933-250 AMD-W 91-20-118 250-25 NEW-C 91-23-005 
246-928—180 AMD-P 91-22-028 246-933-250 AMD-P  91-21-113 250-25-010 NEW-P 91-20-141 
246-928-190 AMD-P 91-22-028 246-933-260 AMD-P 91-19-021 250-25-020 NEW-P 91-20-141 
246-928-220 AMD-P 91-22-028 246-933-260 AMD 91-24-098 250-25-030 NEW-P 91-20-141 
246-928-990 AMD-P 91-22-028 246-933-270 AMD-P 91-19-021 250-25-040 NEW-P 91-20-141 
246-930-010 NEW-P 91-06-091 246-933-270 AMD 91-24-098 250-25-045 NEW-P 91-20-141 
246-930-010 NEW 91-11-063 246-933-280 AMD-P 91-19-021 250-25-050 NEW-P 91-20-141 
246-930-010 AMD-P 91-19-036 246-933-280 AMD-W 91-20-118 250-25—060 NEW-P 91-20-141 
246-930-010 AMD 91-23-076 246-933-280 AMD-P 91-21-113 250-25-070 NEW-P 91-20-1441 
246-930-020 NEW-P 91-06-091 246-933-300 NEW-P 91-21-113 250-25-080 NEW-P 91-20-141 
246-930-020 NEW 91-11-063 246-933-305 NEW-P 91-21-113 250-25-090 NEW-P 91-20-141 
246-930-030 NEW-P 91-06-091 246-933-310 AMD-P 91-19-021 250-44-050 AMD-E 91-04-045 
246-930-030 NEW 91-11-063 246-933-310 AMD 91-24-098 250-44-050 AMD 91-14-009 
246-930-040 NEW-P  91-06-091 246-933-320 AMD-P 91-19-021 250-44-110 AMD-E 91-04-045 
246-930-040 NEW 91-11-063 246-933-320 AMD 91-24-098 250-44—110 AMD 91—14-009 
246-930-050 NEW-P 91-06-091 246-933-330 AMD-P 91-19-021 250-44—130 AMD-E 91-04-045 
246-930-050 NEW 91-11-063 246-933-330 AMD 91-24-098 250-44—130 AMD 91-14-009 
246-930-060 NEW-P 91-06-091 246-933-340 AMD-P  91-19-021 250-67 REP-C 91-23-005 
246-930-060 NEW 91-11-063 246-933-340 AMD 91-24-098 250-67-010 REP-P 91-20-141 
246-930-070 NEW-P 91-06-091 246-933-420 AMD-P 91-19-021 250-67—020 REP-P 91-20-141 
246-930-070 NEW 91-11-063 246-933-420 AMD 91—24-098 250-67-030 REP-P 91-20-141 
246-930—075 NEW-E  91-11-062 246-933-430 AMD-P 91-19-021 250-67--040 REP-P 91-20-141 
246-930-075 NEW-P 91-16-106 246-933-430 AMD 91-24-098 250-67-050 REP-P 91-20-141 
246-930-075 NEW 91-21-035 246-933-440 AMD-P 91-19-021 250-67-060 REP-P  91-20-141 
246-930-200 NEW-P 91-06-091 246-933-440 AMD 91-24-098 250-68 REP-C 91-23-005 
246-930-200 NEW 91-11-063 246-933-450 AMD-P  91-19-021 250-68-001 REP-P 91-20-141 
246-930-210 NEW-P 91-06-091 246-933-450 AMD 91-24-098 250-68-010 REP-P  91-20-141 
246-930-210 NEW 91-11-063 246-933-470 AMD-P 91-19-021 250-68-020 REP-P 91-20-141 
246-930-220 NEW-P 91-06-091 246-933-470 AMD 91-24-098 250-68-030 REP-P 91-20-141] 
246-930-220 NEW 91-11-063 246-933-480 AMD-P 91-19-021 250-68-035 REP-P 91-20-141 
246-930-300 NEW-P 91-06-091 246-933-480 AMD 91--24-098 250—68—040 REP-P 91-20-141 
246-930-300 NEW 91-11-063 246-933-620 AMD-P 91-19-021 : 250-68-050 REP-P  91-20-141 
246-930-301 NEW-E 91-19-022 246-933-620 AMD 91-24-098 250-68—060 REP-P 91-20-141 
246-930-301 NEW-P 91-19-036 246-933-630 AMD-P 91-19-021 250--68-070 REP-P  91-20-141 
246-930-301 NEW 91-23-076 246-933-630 AMD 91-24-098 250-75 REP-C 91-23-005 
246-930-310 NEW-E 91-19-022 246-935-010 AMD-P 91-19-021 250—75-010 REP-P  91-20-141 
246-930-310 NEW-P 91-19-036 246-935-010 AMD 91-24-098 250-75-020 REP-P 91-20-141 
246-930-310 NEW 91-23-076 246-935-020 AMD-P 91-19-021 250-7 5-030 REP-P 91-20-141 
246-930-320 NEW-E 91-19-022 246-935-020 AMD-W 91-20-118 250-75-040 REP-P 91-20-141 
246-930-320 NEW-P 91-19-036 246-935-020 AMD-P 91-21-116 2505-050 REP-P 91-20-141 
246-930-320 NEW 91-23-076 246-935-030 AMD-P 91-19-021 250-75-060 REP-P  91-20-141 
246-930-330 NEW-E 91-19-022 246-935-030 AMD 91-24-098 250-75-070 REP-P 91-20-141 
246-930-330 NEW-P 91-19-036 246-935-040 AMD-P 91-19-02! 250—75-080 REP-P  91-20-141 
246-930-330 NEW 91-23-076 246-935-040 AMD-P 91-21-116 250-76 NEW-C 91-03-087 
246-930-340 NEW-E 91-19-022 246-935-040 AMD 91-24-098 250-76 NEW-C 91-24-029 
246-930-340 NEW-P 91-19-036 246-935-060 AMD-P 91-19-021 250-76-010 NEW-W  91-11-073 
246-930-340 NEW 91-23-076 246-935-060 REP-P 91-21-116 250-76-010 NEW-P 91-22-097 
246-930-400 NEW-P 91-06-091 246-935-060 AMD 91—24-098 250-76-020 NEW-W 91-11-073 
246-930-400 NEW 91-11-063 246-935-061 NEW-P 91-21-116 250-76-020 NEW-P 91-22-097 
246-930-499 NEW-P 91-06-091 246-935-070 AMD-P 91-19-021 250-76-030 NEW-W 91-11-073 
246-930-499 NEW 91-11-063 246-935-070 AMD 91-24-098 250-76-030 NEW-P 91-22-097 
246-930-990 NEW-P 91-06-091 246-935-080 AMD-P 91-19-021 250-76-040 NEW-W  91-11-073 
246-930-990 NEW 91-11-063 246-935—080 AMD 91-24-098 250-76-040 NEW-P 91-22-097 
246-933-010 AMD-P 91-19-021 246-935-090 AMD-P 91-19-021 250-76-050 NEW-W  91-11-073 
246-933-010 AMD 91-24-098 246-935-090 AMD 91-24-098 250-76-050 NEW-P 91-22..097 
246-933-020 AMD-P 91-19-021 246-935-100 AMD-P 91-19-021 250-76-060 NEW-W 91-11-073 
246-933-020 AMD 91-24-098 246-935-100 AMD 91-24-098 250-76-060 NEW-P 91-22-097 
246-933-030 AMD-P 91-19-021 246-935-110 AMD-P 91-19-021 250-76-070 NEW-P  91-22-097 
246-933-030 AMD 91-24-098 246-935-110 AMD 91—24-098 250-77-010 NEW-P 91-09-061 
246-933-050 AMD-P 91-19-021 246-935-120 AMD-P 91-19-021 250-77-010 NEW 91-12-005 
246-933-050 AMD 91-24-098 246-935-120 AMD 91—24-098 250-77-015 NEW-P 91-09-061 
246-933-070 AMD-P 91-19-021 246-935-130 AMD-P 91-19-021 250-77-015 NEW 91-12-005 
246-933-070 AMD 91-24-098 246-935-130 AMD 91—24-098 250-77-020 NEW-P 91-09-061 
246-933-080 AMD-P 91-19-021 246-935-140 AMD-P 91-19-021 250-77-020 NEW 91-12-005 
246-933-080 AMD 91-24-098 246-935-140 AMD 91-24-098 250-77-025 NEW-P 91-09-061 
246-933-090 AMD-P 91-19-021 246-975-160 AMD 91-06-026 250-77-025 NEW 91-12-005 
246-933-090 AMD 91-24-098 246-975-180 AMD 91-06-026 250-77-030 NEW-P 91-09-061 
246-933-100 AMD-P  91-19-021 246-975-200 AMD 91-06-026 250-77-030 NEW 91-12-005 
246-933-100 AMD 91-24-098 246-975-210 AMD 91-06-026 250-77-035 NEW-P 91-09-061 
246-933-140 AMD-P 91-19-021 246-975-220 AMD 91-06-026 250--77-035 NEW 91-12-005 
246-933-140 AMD 91-24-098 246-975-240 AMD 91-06-026 250-77-040 NEW-P 91-09-061 
246-933-150 AMD-P 91-19-021 246-975-250 AMD 91-06-026 250-77-040 NEW 91-12-005 
246-933-150 AMD 91-24-098 248-14-071 NEW-P 91-15-061 250-77-045 NEW-P 91-09-061 
246-933-170 AMD-P 91-21-113 248-14-071 NEW-E 91-15-064 250-77--045 NEW 91-12-005 
246-933-240 AMD-P 91-19-021 248-14-071 NEW 91—19-025 250-77-050 NEW-P 91-09-061 
246-933-240 AMD 91-24-098 248-106-030 NEW-W  91-11-024 250-77-050 NEW 91-12-005 
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250-78-010 NEW-E  91-15-073 251-19-160 AMD 91-10-002 263-12-115 AMD 
250-78-010 NEW-P 91-16-088 251-22-112 AMD-P 91-10-060 263-12-125 AMD-P 
250-78-010 NEW 91-20-020 251-22-112 AMD 91--13-012 263-12—125 AMD 
250-78-020 NEW-E  91-15-073 251-22-170 AMD-E 91-13-013 263-12-145 AMD-P 
250-78-020 NEW-P 91-16-088 251-22-170 AMD-P 91-13-095 263-12-145 AMD 
250-78-020 NEW 91-20-020 251-22-170 AMD 91-16-054 263-12—150 AMD-P 
250-78-030 NEW-E 91-15-073 251-22-215 NEW-P 91-10-059 263-12-150 AMD 
250-78-030 NEW-P 91-16-088 251-22-215 NEW 91-13-011 263-12-160 AMD-P 
250-78-030 NEW 91-20-020 251-22-250 AMD-P 91-10-060 263-12-160 AMD 
250-78-040 NEW-E  91-15-073 251-22-250 AMD 91-13-012 263-12-165 AMD-P 
250-78-040 NEW-P 91-16-088 251-24-030 AMD-C 91-05-054 263-12-165 AMD 
250-78-040 NEW 91-20-020 251-24-030 AMD-C 91-05-059 263-12-170 AMD-P 
250-78-050 NEW-E 91-15-073 251-24-030 AMD 91-10-001 263-12-170 AMD 
250-78-050 NEW-P  91-16-088 260-20-080 REP-P 91-08-073 263-12-17! NEW-P 
250-78-050 NEW 91-20-020 260-20-080 REP 91-17-074 263-12-171 NEW 
250-78-060 NEW-E 91-15-073 260-32-190 AMD-P 91-08-073 263-12-195 NEW-P 
250-78-060 NEW-P 91-16-088 260-32-190 AMD 91-15-036 263-12-195 NEW 
250-78-060 NEW 91-20-020 260-36-030 AMD-P 91-19-056 275-16-030 AMD-P 
251-01-010 REP-P 91-20-140 260-36-030 AMD-C  91-2i-103 215-16-030 AMD-E 
251-01-010 REP-C 92-01-028 260-36-030 AMD 91-24-085 275-16-030 AMD 
251-01-010 REP-W 92-01-08! 260-36-190 NEW 91-03-033 275-16-030 AMD-P 
251-01-155 REP-P 91-20-140 260-36-200 NEW 91-03-033 275-16-030 AMD-E 
251-01-155 REP-C 92-01-028 260-48-110 AMD-P 91-19-055 275-16-030 AMD 
251-01-155 REP-W 92-01-081 260—48-110 AMD-C  91-21-104 215-16-030 AMD-P 
251-01-320 REP-P 91-20-140 260—48-110 AMD-W  91-24-084 215-16-030 AMD-E 
251-01-320 REP-C 92-01-028 260-60-060 AMD-W 91-03-064 215-16-030 AMD 
251-01-320 REP-W 92-01-081 260-75-010 NEW-P 91-08-073 275-25 AMD-C 
251-01-395 AMD-P 91-21-129 260-75-010 NEW 91-15-036 275-25-010 AMD-P 
251-01-395 AMD-C 92-01-028 263-12-005 AMD-P 91-09-062 215-25-010 AMD 
251-01-395 AMD-W 92-01-081 263-12-005 AMD 91-13-038 215-25-015 NEW-P 
251-04-160 NEW-P 91-10-059 263-12-007 AMD-P 91-09-062 215-25-015 NEW 
251-04-160 NEW 91-13-011 263-12-007 AMD 91-13-038 275-25-030 AMD-P 
251-08-090 AMD-P 91-13-096 263-12-010 AMD-P  91-09-062 215-25-030 AMD 
251-08-090 AMD-E 91-15-032 263-12-010 AMD 91-13-038 215-25-520 AMD-P 
251-08-090 AMD 91-16-054 263-12-015 AMD-P 91-09-062 215-25-520 AMD 
251-08-112 AMD-E 91-05-052 263-12-015 AMD 91-13-038 275-25-530 AMD-P 
251-08-112 AMD-P 91-06-077 263-12-01501 МЕМ-Р 91-09-062 215-25-530 AMD 
251-08-112 AMD 91-10-003 263-12-01501 МЕМ 91-13-038 215-25-530 AMD 
251-08-112 AMD-P 91-10-061 263-12-016 AMD-P 91-09-062 215-26 AMD-C 
251-08-112 AMD 91-13-011 263-12-016 AMD 91-13-038 215-26 AMD 
251-09-020 AMD-P  91-07-060 263-12-017 AMD-P 91-09-062 215-26-005 AMD-P 
251-09-020 AMD-E 91-13-014 263-12-017 AMD 91-13-038 215-26-005 AMD 
251-09-020 AMD-P 91-13-095 263-12-020 AMD-P 91-09-062 275-26-010 AMD-P 
251-09-020 AMD-W 91-20-133 263-12-020 AMD 91-13-038 215-26-010 AMD 
251-09-020 AMD 91-16-054 263-12-045 AMD-P 91-09-062 215-26-012 REP-P 
251-09-025 AMD-P 91-20-140 263-12-045 AMD 91-13-038 215-26-012 REP 
251-09-025 AMD-C 92-01-028 263-12-050 AMD-P 91-09-062 215-26-015 REP-P 
251-09-025 AMD-W 92-01-081 263-12-050 AMD 91-13-038 215-26-015 REP 
251-09-030 AMD-P 91-20-140 263-12-051 NEW-P 91-09-062 215-26-019 NEW-P 
251-09-030 AMD-C 92-01-028 263-12-051 NEW 91-13-038 215-26-019 NEW 
251-09-030 AMD-W 92-01-081 263-12-053 AMD-P 91-09-062 215-26-020 AMD-P 
251-10-080 AMD-P 91-21-044 263-12-053 AMD 91-13-038 215-26-020 AMD 
251-10-080 AMD 92-01-031 263-12-056 AMD-P 91-09-062 215-26-021 NEW-P 
251-12-085 AMD-C 91-05-055 263-12-056 AMD 91-13-038 215-26-021 NEW 
251-12-085 AMD-C 91-05-060 263-12-057 NEW-P 91-09-062 215-26-022 AMD-P 
251-12-085 AMD 91-10-002 263-1 2-057 NEW 91-13-038 215-26-022 AMD 
251-12-600 AMD-P 91-10-060 263-12-058 NEW-P 91-09-062 215-26-025 AMD-P 
251-18-180 AMD-P 91-20-140 263-12-058 NEW 91-13-038 215-26-025 AMD 
251-18-180 AMD-C 92-01-028 263-12-060 AMD-P 91-09-062 215-26-030 REP-P 
251-18-180 AMD-W 92-01-081 263-12-060 AMD 91-13-038 215-26-030 REP 
251-19-120 AMD-C 91-05-055 263-12-065 AMD-P 91-09-062 215-26-032 REP-P 
251-19-120 AMD-C 91-05-060 263-12-065 AMD 91-13-038 215-26-032 REP 
251-19-120 AMD 91-10-002 263-12-070 AMD-P 91-09-062 215-26-050 AMD-P 
251-19-155 NEW-C  91-05-054 263-12-070 AMD 91-13-038 215-26-050 AMD 
251-19-155 NEW-C 91-05-059 263-12-075 AMD-P 91-09-062 215-26-055 AMD-P 
251-19-155 NEW 91-10-001 263-12-075 AMD 91-13-038 215-26-055 AMD 
251-19-156 NEW-C 91-05-054 263-12-080 AMD-P 91-09-062 215-26-060 AMD-P 
251-19-156 NEW-C 91-05059 263-12-080 AMD 91-13-038 215-26-060 AMD 
251-19-156 NEW 91-10-001 263-12-090 AMD-P 91-09-062 215-26-065 AMD-P 
251-19-157 NEW-C 91-05-054 263-12-090 AMD 91-13-038 215-26-065 AMD 
251-19-157 NEW-C 91-05-059 263-12-091 NEW-P 91-09-062 215-26-070 AMD-P 
251-19-157 NEW 91-10-001 263-12-091 NEW 91-13-038 275-26-070 AMD 
251-19-158 NEW-C  91-05-054 263-12-093 AMD-P 91-09-062 215-26-071 NEW-P 
251-19-158 NEW-C  91-05-059 263-12-093 AMD 91-13-038 275-26-071 NEW 
251-19-158 NEW 91-10-001 263-12-095 AMD-P 91-09-062 275-26-072 NEW-P 
251-19-160 AMD-C 91-05-055 263-12-095 AMD 91-13-038 215-26-072 NEW 
251-19-160 AMD-C 91-05-060 263-12-115 AMD-P  91-09-062 215-26-073 NEW-P 
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REP 91-17-005 275-36-101 REP 91-17-005 275-41-010 NEW 91-17-005 
AMD-P 91-10-035 275-36-110 REP-P  91-10-035 275-41-015 NEW-P  91-10-035 
AMD 91-17-005 275—36-110 REP 91-17-005 275-41-015 NEW 91-17-005 
REP-P  91-10-035 275-36-120 REP-P 91-10-035 275-41-020 NEW-P 91-10-035 
REP 91-17-005 275-36-120 REP 91-17-005 275—41-020 NEW 91-17-005 
REP-P 91-10-035 275-36-130 REP-P 91-10-035 275—41-025 NEW-P 91-10-035 
REP 91-17-005 275-36-130 REP 91-17-005 275—41-025 NEW 91-17-005 
NEW-P 91-10-035 215-36-140 REP-P 91-10-035 275—54-160 AMD-P 91-13-103 
NEW 91-17-005 275-36-140 REP 91-17-005 275-54-160 AMD 91-16-060 
REP-P 91-10-035 275-36-150 REP-P 91-10-035 215-54-190 AMD-P 91-13-103 
REP 91-17-005 275-36-150 REP 91-17-005 215-54-190 AMD 91-16-060 
AMD-P 91-10-035 215-36-153 REP-P  91-10-035 215-54—200 AMD-P 91-13-103 
AMD 91-17-005 215-36-153 REP 91-17-005 275-54—200 AMD 91-16-060 
NEW-P  91-10-035 215-36-160 REP-P  91-10-035 215-54-290 AMD-P 91-16-013 
NEW 91-17-005 275-36-160 REP 91-17-005 215-54-290 AMD-E 91-16-025 
NEW-P 91-10-035 215-36-170 REP-P  91-10-035 215-54-290 AMD-C 91-20-048 
NEW 91-17-005 215-36-170 REP 91-17-005 275-54—290 AMD 91-21-025 
NEW-P 91-10-035 275—36-180 REP-P  91-10-035 215-55-115 AMD-P 91-16-057 
NEW 91-17-005 215-36-180 REP 91-17-005 215-55-115 AMD-E 91-16-067 
NEW-P 91-10-035 275—36-190 REP-P 91-10-035 215-55-115 AMD-C 91-20-047 
NEW 91-17-005 215-36-190 REP 91-17-005 215-55-115 AMD-C 91-21-024 
REP-P 91-10035 275-36-200 REP-P  91-10-035 215-55-115 AMD 91-22-044 
REP 91-17-005 275-36-200 REP 91-17-005 215-55-241 AMD-P 91-16-013 
REP-P  91-10-035 215-36211 REP-P 91-10-035 215-55-241 AMD-E 91-16-025 
REP 91-17-005 275-36-211 REP 91-17-005 275-55—241 AMD-C 91-20-048 
REP-P  91-10-035 275-36-260 REP-P 91-10035 215-55-241 AMD 91-21-025 
REP 91-17-005 275-36-260 REP 91-17-005 275-55-261 AMD-P 91-13-102 
REP-P 91-10-035 275-36-270 REP-P 91-10-035 215-55-261 AMD 91-16-061 
REP 91-17-005 215-36-270 REP 91-17-005 215-55-281 AMD-P 91-13-102 
REP-P 91-10-035 215-36-215 REP-P  91-10-035 215-55-281 AMD 91-16-061 
REP 91-17-005 215-36-215 REP 91-17-005 215-55-291 AMD-P 91-13-102 
REP-P 91-10-035 215-36-280 REP-P  91-10-035 215-55-291 AMD 91-16-061 
REP 91-17-005 215-36-280 REP 91-17-005 275-59-041 AMD-P 91-20-089 
REP-P 91-10-035 275—36-285 REP-P  91-10-035 275-59-041 AMD 91-24-045 
REP 91-17-005 275-36-285 REP 91-17-005 275-59-071 AMD-P 91-16-057 
AMD-C 91-15-013 215-36-290 REP-P  91-10-035 215-59-071 AMD-E 91-16-067 
AMD-P 91-10-035 215-36-290 REP 91-17-005 275-59-071 AMD-C 91-20-047 
AMD 91-17-005 215-36-295 REP-P  91-10-035 215-59-071 AMD-C 91-21-024 
NEW-P 91-10-035 215-36-295 REP 91-17-005 275—59-071 AMD 91-22-044 
NEW 91-17-005 215-36-300 REP-P  9i-10-035 215-156-005 NEW-P  91-17-086 
AMD-P 91-24-094 215-36-300 REP 91-17-005 275-156-005 NEW 91-21-027 
AMD-P 91-10-035 215-36-305 REP-P 91-10-035 275-156-010 NEW-P 91-17-086 
AMD 91-17-005 215-36-305 REP 91-17-005 275-156-010 NEW 91-21-027 
AMD-P 91-10-035 215-36-310 REP-P  91-10-035 275-156-015 NEW-P 91-17-086 
AMD 91-17-005 215-36-310 REP 91-17-005 275-156-015 NEW 91-21-027 
REP-P  91-10-035 275-38 AMD-C 91-15-013 275-156-020 NEW-P 91-17-086 
REP 91-17-005 215-38 AMD 91-17-005 215-156-020 NEW 91-21-027 
REP-P 91-10-035 275-38-001 AMD-P 91-10-035 275-156-025 NEW-P 91-17-086 
REP 91-17-005 275-38-001 AMD 91-17-005 275-156-025 NEW 91-21-027 
REP-P 91-10-035 275-38-003 NEW-P 91-10-035 275-156-030 NEW-P 91-17-086 
REP 91-17-005 275—38-003 NEW 91-17-005 275-156-030 NEW 91-21-027 
AMD-P 91-10-035 275-38-005 AMD-P 91-10035 275-156-035 NEW-P 91-17-086 
AMD 91-17-005 275—38-005 AMD 91-17-005 275-156-035 NEW 91-21-027 
AMD-P 91-10-035 275—38-007 REP-P  91-10-035 275-156-040 NEW-P 91-17-086 
AMD 91-17-005 275-38-007 REP 91-17-005 275-156-040 NEW 91-21-027 
REP-C 91-15-013 215-38-027 NEW-P 91-10-035 284-02—020 AMD-P 91-14-064 
REP-P  91-10-035 275-38-027 NEW-W 91-24-079 284-02-020 AMD 91-17-013 
REP 91-17-005 275-38-040 REP-P 91-10-035 284-02-030 AMD-P 91-14-064 
REP-P  91-10-035 275-38-040 REP 91-17-005 284-02-030 AMD 91-17-013 
REP 91-17-005 215-38-045 AMD-P 91-10-035 284-02-070 AMD-P 91-14-064 
REP-P 91-10-035 275-38-045 AMD 91-17-005 284-02-070 AMD 91-17-013 
REP 91-17-005 215-38-050 AMD-P 91-10-035 284-12-090 NEW-P 91-19-051 
REP-P  91-10-035 215-38-050 AMD 91-17-005 284-12-090 NEW 91-23-032 
REP 91-17-005 275-38-055 AMD-P 91-10-035 284-12-095 NEW 91-23-032 
REP-P  91-10-035 215-38-055 AMD 91-17-005 284-12-111 NEW-P 91-19-051 
REP 91-17-005 275-38-060 AMD-P 91-10-035 284-14-010 REP-P 91-04-057 
REP-P 91-10-035 275-38-060 AMD 91-17-005 284-14-010 REP-W 91-17-050 
REP 91-17-005 215-38-065 AMD-P 91-10-035 284-15-080 NEW-P 91-19-051 
REP-P  91-10-035 275-38-065 AMD 91-17-005 284-15-080 NEW 91-23-032 
REP 91-17-005 275-38-075 AMD-P 91-10-035 284-17-515 AMD-P 91-09-048 
REP-P  91-10-035 215-38-075 AMD 91-17-005 284-17-515 AMD 91-12-032 
REP 91-17-005 275-38-090 NEW-P 91-10-035 284—17-551 AMD-P 91-09-049 
REP-P  91-10-035 215-38-090 NEW 91-17-005 284-17-551 AMD 91-12-033 
REP 91-17-005 275-41 NEW-C 91-15-013 284—17--552 AMD-P 91-09-049 
REP-P  91-10-035 275-41-005 NEW-P 91-10-035 284-17-52 AMD 91-12-033 
REP 91-17-005 215-41-005 NEW 91-17-005 284-17-553 AMD-P 91-09-049 
REP-P  91-10-035 275-41-010 NEW-P 91-10-035 284-17—553 AMD 91-12-033 
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284-17-554 AMD-P 91-09-049 284-95-050 NEW 91-23-064 296-17-606 AMD 91-12-014 
284—17—554 AMD 91-12-033 284-95-060 NEW-P  91-19-092 296-17-634 AMD-P 91-07-061 
284-17-555 AMD-P 91-09-049 284-95-060 NEW-C 91-22-062 296-17-634 AMD 91-12-014 
284-17—555 AMD 91-12-033 284-95-060 NEW 91-23-064 296-17-643 AMD-P 91-07-061 
284-23-570 NEW-P 91-19-050 284-95-070 NEW-P 91-19-092 296-17-643 AMD 91-12-014 
284-23-570 NEW 91-22-012 284-95-070 NEW-C 91-22-062 296-17-64905  NEW-P 91-07-061 
284-30-600 AMD 91-03-073 284-95-070 NEW 91-23-064 296-17-64905 МЕМ 91-12-014 
284-30-610 NEW 91-03-073 284-95-080 NEW-P 91-19-092 296-17-66002 ^ REP-P 91-23-102 
284-44—400 REP-P 91-04-057 284-95-080 NEW-C 91-22-062 296-17-66003 МЕМ-Р 91-23-102 
284—44-400 REP 91-07-053 284-95-080 NEW 91-23-064 296-17-669 AMD-P 91-07-061 
284-46-010 REP-P 91-04-057 286-27-010 NEW-P  91-13-025 296-17-669 AMD 91-12-014 
284-46-010 REP 91-07-053 286-27-010 NEW 91-17-010 296-17-709 AMD-P 91-07-061 
284—51-050 AMD-P 91-15-110 286-27-020 NEW-P  91-13-025 296--17-709 AMD 91-12-014 
284—51-050 AMD 91-18-026 286-27-020 NEW 91-17-010 296-17-71301 МЕМ-Р 91-07-061 
284-66—010 AMD-P 92-01-045 286-21-030 NEW-P 91-13-025 296-17-71301 NEW 91-12-014 
284-66—020 AMD-P ` 92-01-045 286-27-030 NEW 91-17-010 296--17-722 AMD-P 91-07-061 
284-66—030 AMD-P 92-01-045 286-27-040 NEW-P 91-13-025 296-17-722 AMD 91-12-014 
284-66-040 AMD-P 92-01-045 286-27-040 NEW 91-17-010 296-17-753 AMD-P 91-07-061 
284-66—050 AMD-P 92-01-045 286-27-050 NEW-P : 91-13-025 296-17--753 AMD 91-12-014 
284-66-060 AMD-P 92-01-045 286-27-050 NEW 91-17-010 296-17-855 AMD-P 91-20-158 
284—66-063 NEW-P 92-01-045 286-27-060 NEW-P 91-13-025 296-17-855 AMD 91-24-053 
284—66-066 NEW-P 92-01-045 286-21-060 NEW 91-17-010 296-17-86501 REP-P 91-20-158 
284-66-070 REP-P 92-01-045 286-27-070 NEW-P 91-13-025 296-17-86501 REP 91-24-053 
284-66-073 NEW-P 92-01-045 286-27-070 NEW 91-17-010 296-17-875 AMD-P 91-20-158 
284-66-077 NEW-P 92-01-045 286-27-080 NEW-P  91-13-025 296-17-875 AMD 91-24-053 
284-66—080 AMD-P 92-01-045 286-27-080 NEW 91-17-010 296--17-880 AMD-P 91-20-158 
284-66-090 REP-P 92-01-045 292-10-010 NEW 91-04-060 296-17-880 AMD 91-24-053 
284-66-092 NEW-P  92-01-045 292-10-020 NEW 91-04-060 296-17-885 AMD-P 91-07-061 
284—66-100 REP-P 92-01-045 292-10-030 NEW 91-04-060 296-17-885 AMD 91-12-014 
284-66-110 AMD-P 92-01-045 292-10-040 NEW 91-04-060 296-17-885 AMD-P 91-20-158 
284—66-120 AMD-P 92-01-045 292-10-050 NEW 91-04-060 296-17-885 AMD-P 91-23-102 
284—66-130 AMD-P 92-01-045 292-10-060 NEW 91-04-060 296—17-885 AMD 91-24-053 
284-66-140 REP-P 92-01-045 292-10-070 NEW 91-04-060 296--17-890 AMD-P 91-20-158 
284-66-142 NEW-P 92-01-045 296-14-015 NEW-P 91-22-092 296-17-890 AMD 91-24-053 
284-66-150 REP-P 92-01-045 296-17-310 AMD-P 91-07-061 296-17-895 AMD-P 91-07-061 
284-66-160 AMD-P 92-01-045 296-17-310 AMD 91-12-014 296-17-895 AMD 91-12-014 
284-66-170 AMD-P 92-01-045 296-17-320 AMD-P 91-07-061 296-17-895 AMD-P 91-20-158 
284-66-180 REP-P 92-01-045 296-17-320 AMD 91-12-014 296-17-895 AMD-P 91-23-102 
284-66-190 REP-P 92-01-045 296-17-320 AMD-P 91-18-076 296-17-895 AMD 91-24-053 
284-66-200 AMD-P 92-01-045 296-17-320 AMD 91-24-057 296-17-904 AMD-P 91-20-158 
284-66-203 NEW-P 92-01-045 296-17-349 REP-P 91-18-076 296-17-904 AMD 91-24-053 
284-66-210 AMD-P 92-01-045 296-17-349 REP 91-24-057 296-17-919 AMD-P 91-20-158 
284-66-220 AMD-P 92-01-045 296-17-351 REP-P 91-15-108 296-17-919 AMD 91-24-053 
284-66-230 REP-P 92-01-045 296-17-351 REP-E 91-15-109 296-17-920 AMD-P 91-20-158 
284-66-232 NEW-P 92-01-045 296-17-351 REP 91-20-078 296-17-920 AMD 91-24-053 
284-66—240 AMD-P 92-01-045 296-17-35101 REP-P 91-15-108 296-20-01000 _ AMD-P 91-24-090 
284—66-243 NEW-P 92-01-045 29617-35101 REP-E 91-15-109 296-20-091 AMD-P 91-24-090 
284-66-250 AMD-P 92-01-045 296-17-35101 REP 91—20-078 296-20-1103 AMD-P 91-03-114 
284-66-260 AMD-P 92-01-045 296-17-420 AMD-P 91-07-061 296-20-1103 AMD 91-12-010 
284-66-270 AMD-P 92-01-045 296-17-420 AMD 91-12-014 296-20-200 AMD 91-07-008 
284-66-300 AMD-P 92-01-045 296-17-440 AMD-P 91-07-061 296-21-01 AMD-P 91-12-060 
284-66-310 AMD-P 92-01-045 296--17-440 AMD 91-12-014 296-21-01 I AMD-W 91-14-098 
284—66-320 AMD-P 92-01-045 296-17-512 AMD-P 91-07-061 296-21-011 AMD 91-17-038 
284-66-323 NEW-P 92-01-045 296-17-512 AMD 91-12-014 296-21-013 AMD-W  91-02-114 
284—66-330 AMD-P 92-01-045 296-17-544 AMD-P 91-07-061 296-21-013 AMD 91-07-008 
284—66—340 AMD-P 92-01-045 296-17-544 AMD 91-12-014 296-21-015 AMD 91-07-008 
284-66—350 AMD-P 92-01-045 296-17-567 AMD-P 91-07-061 296-21-027 AMD 91-07-008 
284-66-400 AMD-P 92-01-045 296-17-567 AMD 91-12-014 296-21-040 AMD-P 91-12-060 
284-91 AMD-C  91-16-012 296-17-57001 AMD-P 91-07-061 296-21-040 AMD 91-17-038 
284—91-025 AMD-P 91-13-076 296-17-57001 AMD 91-12-014 296-21-047 AMD 91-07-008 
284-91-025 AMD 91-16-052 296-17-579 AMD-P 91-07-061 296-21-050 AMD 91-07-008 
284-91-050 NEW-P 91-13-076 296-17-579 AMD 91-12-014 296-21-0501 AMD 91-07-008 
284-91-050 NEW 91-16-052 296-17-592 REP-P 91-07-061 296-21-066 AMD 91-07-008 
284-95-010 NEW-P 91-19-092 296-17-592 REP 91-12-014 296-21-075 AMD 91-07-008 
284-95-010 NEW-C 91-22-062 296-17-59200 ^ AMD-P 91-07-061 296-21-086 AMD 91-07-008 
284-95-010 NEW 91-23-064 296-17-59202 AMD 91-12-014 296-21-095 AMD-P 91-12-060 
284-95-020 NEW-P 91-19-092 296-17-59200 МЕМ-Р  91-07-061 296-21-095 AMD 91-17-038 
284-95-020 NEW-C 91-22-062 296-17-59200 МЕМ 91-12-014 296-22-010 AMD-P 91-12-060 
284-95-020 NEW 91-23-064 296-17-59204 — NEW-P 91-07-061 296-22-010 AMD-W 91-14-098 
284-95-030 NEW-P 91-19-092 296-17-59204 МЕМ 91-12-014 296-22-010 AMD 91-17-038 
284-95—030 NEW-C  91-22-062 296-17-603 REP-P  91-07-061 296-22-020 AMD 91-07-008 
284-95—030 NEW 91-23-064 296-17-603 REP 91-12-014 296-22-021 AMD 91-07-008 
284-95-040 NEW-P 91-19-092 296-17-604 AMD-P 91-07-061 296-22-022 AMD 91-07-008 
284-95-040 NEW-C 91-22-062 296-17-604 AMD 91-12-014 296-22-023 AMD 91-07-008 
284-95-040 NEW 91-23-064 296-17-605 AMD-P 91-07-061 296-22-024 AMD 91-07-008 
284-95-050 NEW-P 91-19-092 296-17-605 AMD 91-12-014 296-22-025 AMD 91-07-008 
284-95-050 NEW-C 91-22-062 296-.17-606 AMD-P 91-07-061 296-22-026 AMD 91-07-008 
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296-22-027 AMD 91-07-008 296-22-350 AMD 91-07-008 296-23A-264 AMD 91-07-008 
296-22-030 AMD 91-07-008 296-22-355 AMD 91-07-008 296-23А-266 AMD 91-07-008 
296-22-031 AMD 91-07-008 296-22-365 AMD 91-07-008 296-23A-268 AMD 91-07-008 
296-22-036 AMD 91-07-008 296-22-370 AMD 91-07-008 296-23A-325 AMD 91-07-008 
296-22-037 AMD 91-07-008 296-22-315 AMD 91-07-008 296-23A-330 AMD 91-07-008 
296-22-038 AMD 91-07-008 296-22-405 AMD 91-07-008 296-23A-335 AMD 91-07-008 
296-22-039 AMD 91-07-008 296-22-410 AMD 91-07-008 296-23 A-340 AMD-W 91-02-114 
296-22-040 AMD 91-07-008 296-22-413 AMD 91-07-008 296-23A-340 AMD 91-07-008 
296-22-042 AMD 91-07-008 296-22-415 AMD 91-07-008 296-23A—345 AMD 91-07-008 
296-22-051 AMD 91-07-008 296-22-420 AMD 91-07—008 296-23A-350 AMD 91-07-008 
296-22-052 AMD 91-07-008 296-22-425 AMD 91-07-008 296-23А-355 AMD 91-07-008 
296-22-053 AMD-W 91-02-114 296-22—427 AMD 91-07-008 296-23A-360 AMD 91-07-008 
296-22-053 AMD 91-07-008 296-22-430 AMD 91-07-008 296-23A-425 AMD-P 91-12-060 
296-22-061 AMD 91-07-008 296-22-435 AMD 91-07-008 296-23A-425 AMD 91-17-038 
296-22-063 AMD 91-07-008 296-22-440 AMD 91-07-008 296-24-010 AMD-P 91-17-068 
296-22-067 AMD 91-07-008 296-22-445 AMD 91-07-008 296-24-010 AMD-C 91-20-069 
296-22-071 AMD 91-07-008 296-22-450 AMD 91-07-008 296-24-010 AMD 91-24-017 
296-22-073 AMD 91-07-008 296-22-455 AMD 91-07-008 296-24-020 AMD 91—03-044 
296-22-079 AMD 91-07-008 296-22-465 AMD 91-07-008 296-24-020 AMD-P 91-17-068 
296-22-082 AMD-W 91-02-114 296-22-470 AMD 91-07-008 296-24-020 AMD-C 91-20-069 
296-22-082 AMD > 91-07-008 296-22-415 AMD 91-07-008 296-24-020 AMD 91-24-017 
296-22-087 AMD 91-07-008 296-23-01006  AMD-P 91-12-060 296-24-065 AMD 91-03-044 
296-22-091 AMD 91-07-008 296-23-01006 AMD-W 91-14-098 296-24-084 AMD 91-03-044 
296-22-095 AMD 91-07-008 296-23-01006 AMD 91-17-038 296-24-11001 AMD-P 91-04-077 
296-22-097 AMD 91-07-008 296-23-015 AMD 91-07-008 296-24—11001 AMD 91-11-070 
296-22-100 AMD 91-07-008 296-23-020 AMD 91-07-008 296-24-11003 — AMD-P 91-04-077 
296-22-105 AMD 91-07-008 296-23-025 AMD 91-07-008 296-24-11003 AMD 91-11-070 
296-22-110 AMD - 91-07-008 296-23-030 AMD 91-07-008 296-24-11005 AMD-P 91-04-077 
296-22-115 AMD 91-07-008 296-23-035 AMD 91-07-008 296-24-11005 AMD 91-11-070 
296-22-116 AMD 91-07-008 296-23-040 AMD 91-07-008 296-24-11007 AMD-P 91-04-077 
296-22-120 AMD 91-07-008 296-23-045 AMD 91-07-008 296-24-11007 AMD 91-11-070 
296-22-125 AMD 91-07008 296-23-050 AMD 91-07-008 296-24-11009 ^ AMD-P 91-04-077 
296-22-130 AMD 91-07-008 296-23-055 AMD 91-07-008 296-24-11009 АМО 91-11-070 
296-22-132 AMD 91-07-008 296-23-065 AMD 91-07-008 296-24-11011 AMD-P 91-04-077 
296-22-135 AMD 91-07-008 296-23-079 AMD 91-07-008 296-24—11011 AMD 91-11-070 
296-22-140 AMD 91-07-008 29623-07902 АМО 9107008 29624-11013 АМО-Р 91-04-077 
296-22-141 AMD 91-07-008 296-23-07903 АМО 91-07-008 29624-11013 AMD 91-11-070 
296-22-146 AMD 91-07-008 296-23-07905 AMD 91-07-008 296-24-11015 AMD-P 91-04-077 
296-22-147 AMD 91-07-008 296-23-07906 АМО 91-07-008 29624-11005 АМО 91-11-070 
296-22-150 AMD 91-07—008 296-23-07907 АМО- 91-02-114 29624-11017 АМО-Р 91-04-077 
296-22-155 AMD 91-07-008 296-23-07907 АМО 91-07-008 296-24-11017 АМР 91-11-070 
296-22-160 AMD 91-07-008 296-23-07908 АМО 91-07-008 296-24-119 AMD-P 91-04-077 
296-22-165 AMD 91-07-008 296-23-080 AMD 91-07-008 296-24-119 AMD 91-11-070 
296-22-170 AMD 91-07-008 296-23-125 AMD 91-07-008 296-24-12000 ^ AMD-P 91-04-077 
296-22-180 AMD 91-07-008 296-23-130 AMD 91-07-008 296-24-12002 АМО 91-11-070 
296-22-190 AMD 91-07-008 296-23-20102 ^ AMD-P 91-12-060 296-24-150 AMD 91-03-044 
296-22-195 AMD 91-07-008 296-231-2002 AMD 91-17-038 296—24-15001 AMD 91-03-044 
296-22-200 AMD 91-07-008 296-23-204 AMD 91-07-008 29624-15000 AMD 91-03-044 
296-22-205 AMD-W 91-02-114 296-23-208 AMD 91-07—008 296-24-165 AMD-P 91-17-068 
296-22-205 AMD 91-07-008 296-23-212 AMD 91-07-008 296-24-165 AMD-C 91-20-069 
296-22-210 AMD 91-07-008 296-23-216 AMD 91-07-008 296-24-165 AMD 91-24-017 
296-22-215 AMD 91-07-008 296-23-221 AMD 91-07-008 296-24-16531 AMD 91-03-044 
296-22-220 AMD 91-07-008 296-23-224 AMD 91-07-008 296-24-19003 АМО-Р 91-17-068 
296-22-225 AMD 91-07-008 296-23-228 AMD 91-07-008 296-24-19003 АМО-С 91-20-069 
296-22-230 AMD 91-07-008 296-23-231 AMD 91-07-008 296-24-19003 AMD 91-24-017 
296-22-235 AMD 91-07-008 296-23-232 AMD 91-07-008 296-24-19505 AMD 91-03-044 
296-22-245 AMD 91-07—008 296-23-50001 AMD-P 91-24-090 296-24-19509 АМО 91-03-044 
296-22-250 AMD 91-07-008 296-23-50002 AMD 91-07-008 296—24-200 AMD 91-03-044 
296-22-255 AMD 91-07-008 296-23-725 AMD-P 91-12-060 296-24-20700 AMD-P 91-17-068 
296-22-260 AMD 91-07-008 296-23-725 AMD 91-17-038 296-24-20700 AMD-C 91-20-069 
296-22-265 AMD 91-07-008 296-23-980 AMD-P 91-12-060 296-24-20700 AMD 91-24-017 
296-22—270 AMD 91-07-008 296-23-980 AMD 91-17-038 296-24-23007 ^ AMD-P 91-17-068 
296-22-215 AMD 91-07-008 296-23A-205 AMD-P 91-12-060 296-24-23007 ^ AMD-C 91-20-069 
296-22-280 AMD 91-07-008 296-23А-205 AMD-W 91-14-098 296-24-23007 АМР 91-24-017 
296-22-285 AMD 91-07-008 296-23A-205 AMD 9117-038 296-24-23023 AMD 91-03-044 
296-22-290 AMD 91-07-008 296-23A-240 AMD 91-07-008 296-24-23027 АМР 91-03-044 
296-22—295. AMD 91-07-008 296-23A-242 AMD 91-07-008 296-24-233 AMD-C 91-03-043 
296-22-300 AMD 91-07-008 296-23A-244 AMD 91-07-008 296-24-233 AMD-W . 91-09-004 
296-22-305 AMD 91-07-008 296-23A-246 AMD 91-07-008 296-24-23303 МЕМ-С 91-03-043 
296-22-307 AMD 91-07-008 296-23A-248 AMD 91-07-008 296-24-23303 — NEW-W 91-09-004 
296-22-310 AMD 91-07--008 296-23A-250 AMD 91-07-008 296-24-23513  AMD-P 91-17-068 
296-22-315 AMD 91-07-008 296-23A-252 AMD 91-07-008 296-24-23513 ^ AMD-C 91-20-069 
296-22-325 AMD 91-07-008 296-23A-254 AMD 91-07-008 296-24-23513 AMD 91-24-017 
296-22-330 AMD 91-07-008 296-23A—256 AMD 91-07—008 296-24-23533 МЕМ 91-03-044 
296-22—333 AMD 91-07-008 296-23A-258 AMD 91-07-008 296-24-24019 АМО-Р 91-17-068 
296-22-337 AMD 91-07-008 296-23A-260 AMD 91-07-008 296-24-24019 AMD-C 91-20-069 
296-22-340 AMD 91-07-008 296-23A-262 AMD 91-07-008 296-24-24019 AMD 91-24-017 


[ 419] 


WAC # WSR # 
296-24-24519 АМО-Р 91-17-068 
29624-24519 AMD-C 91-20-069 
296-24-24519 AMD 91-24-017 
296-24-31503  AMD-P  91-17-068 
296-24-31503 — AMD-C 91-20-069 
296-24-31503 AMD 91-24-017 
296-24-31505 _ AMD-P  91-17-068 
296-24-31505 АМЮ-С 91-20-069 
296-24-31505 АМО 91-24-017 
296-24-32000 AMD-P 91-17-068 
296-24-32000 ^ AMD-C 91-20-069 
296-24-32003 AMD 91-24-017 
296-24-33000 ^ AMD-P  91-17-068 
296-24-33000 ^ AMD-C 91-20-069 
296-24-33000 AMD 91-24-017 
296-24-33011 AMD-P ` 91-17-068 
29624-33011 AMD-C 91-20-069 
29624-33011 AMD 91-24-017 
296-24-330013 . AMD-P  91-17-068 
296-24-33013 _ AMD-C  91-20-069 
296-24-33013 АМР 91-24-017 
296-24-33015 AMD-P 91-17-068 
296-24-3305 AMD-C 91-20-069 
296-24-33015 AMD 91-24-017 
296-24-33017 AMD-P  91-17-068 
296-24-33017 . AMD-C  91-20-069 
296-24-33017 AMD 91-24-017 
296-24-37005  AMD-P  91-17-068 
296-24-37005 ^ AMD-C 91-20-069 
296-24-37005 AMD 91-24-017 
296-24-37019 ^ AMD-P 91-17-068 
296-24-37019 ^ AMD-C  91-20-069 
296-24-37019 AMD 91-24-017 
296-24-37023 _ AMD-P 91-17-068 
296-24-37023 — AMD-C 91-20-069 
296-24-37023 AMD 91-24-017 
296-24-40509 ^ AMD-P 91-17-068 
296-24-40500 ^ AMD-C  91-20-069 
296-24-40509 AMD 91-24-017 
296-24-450 AMD 9103-044 
296-24-47505 ^ AMD-P 91-17-068 
296-24-41505 ^ AMD-C 91-20-069 
296-24-47509 AMD 91-24-017 
296-24-51009 AMD-P  91-17-068 
296-24-51000 АМЮ-С 91-20-069 
296-24-51009 AMD 91-24-017 
296-24—65501 AMD-P 91-17-068 
296-24—65501 AMD-C 91-20-069 
296-24-65501 AMD 91-24-017 
296-24-67509 ^ AMD-P 91-17-068 
296-24-61509 АМО-С 91-20-069 
296-24-61509 AMD 91-24-017 
296-24-68200 AMD 91-03-044 
296-24—68211 AMD-P  91-17-068 
296-24-68211 AMD-C 91-20-069 
296-24—68211 AMD 91-24-017 
296-24-68503 AMD-P 91-17-068 
296-2468503 AMD-C 91-20-069 
296-24-68503 АМО 91-24-017 
296-24-68505 ^ AMD-P  91-17-068 
296-24-68505 _ AMD-C  91-20-069 
296-24-68505 АМО 91-24-017 
296-24—69001 AMD-P 91-17-068 
296-24—69001 AMD-C 91-20-069 
296-24—69001 AMD 91-24-017 
296-24-75009 AMD 91-03-044 
296-24-7501 | AMD 91-03-044 
296-24-76555 AMD 91-03-044 
296-24-79507 АМО-Р 91-17-068 
296-24-19507 | AMD-C 91-20-069 
296-24-79507 АМР 91-24-017 
296-24-87011 AMD-P 91-17-068 
296-24-87011 AMD-C 91-20-069 
29624-87011 АМР 91-24-017 
296-24-87035 NEW 91-03-044 
296-24-88503 ^ AMD-P 91-17-068 
296-24-88503 AMD-C 91-20-069 


Table of WAC Sections Affected 


WAC # 


296-24-88503 
296-24-90003 
296-24—90003 
296-24-90003 
296—24-90005 
296—24-90005 
296—24-90005 
296—24-95601 
296—24-95601 
29624-95601 
29624-95603 
29624-95603 
29624-95603 
29624-95607 
29624-95607 
29624-95607 
29624-95611 
29624-95617 
29624-95617 
29624-95617 
296-24—960 
296—24-960 
296-24-960 
296—24—965 
296—24-965 
296—24—965 
296-24-970 
296—24-970 
296-24-970 
296-24-975 
296-24-975 
296-24-915 
296-24-980 
296-24-980 
296-24-980 
296—24-985 
296-24-985 
296—24-985 
296-21-020 
296-27-020 
296-27-020 
296-27-16001 
296-27-16001 
296-27-16001 
296-27-16007 
296-27-16007 
296-27-16007 
296—30-190 
296-45-65026 
296-45—65026 
296—45-65026 
296-52~417 
296-52-465 
296—52-489 
296-52-493 
296-52-497 
296-56-60001 
296-56-60001 
296-56-60001 
296-56-60073 
296-56-60073 
296—56—60229 
296-56-60229 
296-56-60237 
296—56-60237 
296—56—-60237 
296-62-07105 
296-62-07105 
296-62-07105 
296—62-07113 
296-62-07113 
296-62-07113 
29662-07314 
296-62-07329 
296-62-07344 
296-62—07344 
296-62-07344 


WSR # 

AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P  91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD 91-03-044 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
NEW-P 91-17-068 
NEW-C 91-20-069 
NEW 91-24-017 
NEW-P 91-17-068 
NEW-C 91-20-069 
NEW 91-24-017 
NEW-P 91-17-068 
NEW-C 91-20-069 
NEW 91-24-017 
NEW-P 91-17-068 
NEW-C 91-20-069 
NEW 91-24-017 
NEW-P 91-17-068 
NEW-C 91-20-069 
NEW 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
NEW-W 91-04-027 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD 9103-044 
AMD 91-03-044 
AMD 91-03-044 
AMD 91-03-044 
AMD 91-03-044 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-04-077 
AMD 91-11-070 
AMD-P 91-04-077 
AMD 91-11070 
AMD-P 91-17068 
AMD-C 91-20069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 
AMD 91-03-044 
AMD 91-03-044 
AMD-P 91-17-068 
AMD-C 91-20-069 
AMD 91-24-017 


WAC # 


296-62-07355 
296-62-07355 
296-62-07355 
296-62-07385 
296-62-07385 
296-62-07385 
296-62-07515 
296—62-07515 
296—62-07521 
296-62-07521 
296-62-07521 
296-62-07540 
296-62—07540 
296-62-07544 
296-62-07544 
296-62-07715 
296-62-07719 
296-62-07721 
296-62-07725 
296-62-07731 
296-62-07733 
296-62-07755 
296-62—09007 
296-62—09007 
296-62-100 
296-62-100 
296-62-100 
296-62-11011 
296-62-11011 
296-62-11015 
296-62-11015 
296-62-11015 
296-62-11021 
296-62-11021 
296-62-11021 
296-62-14501 
296-62—14501 
296-62—-14501 
296-62-14503 
296-62-14503 
296-62-14511 
296-62-14511 
296—62-14511 
296-62—14515 
296-62-14515 
296-62-14515 
296-62—14519 
296-62-14519 
296-62-14519 
296—62—14525 
296-62-14525 
296-62-14525 
296-62—300 
296—62-300 
296—62-300 
296-62—3040 
296-62-3040 
296-62—3040 
296-62—3050 
296-62-3050 
296—62—3090 
296-62—3090 
296-62-3140 
296-62—3140 
296-62-3140 
296-62—3160 
296-62-3160 
296-62-3160 
296-63-01 1 
296-63-01 I 
296-63-01 1 
296-78-515 
296-78-515 
296-178-515 
296-78—730 
296-178-730 
296-78-730 


WSR # 


91-17068 
91-20069 
91-24017 
91-17068 
91-20-069 
91-24-017 
91—04-077 
91-11-070 
91-17-068 
91-20-069 
91-24-017 
91—04-077 
91-11-070 
91-04-0777 
91-11-070 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-04—077 
91-11-070 
91-17—068 
91-20-069 
91-24-017 
91—04-077 
91-11-070 
91-17-068 
91—20—069 
91-24-017 
91-17-068 
91~20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-17-068 
91-20-069 
91—24-017 
91—17—068 
91—20—069 
91-24-017 
91-17—068 
91—-20—069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-04-077 
91-1 1-070 
91-17-068 
91-20—069 
91-24-017 
91-17-068 
91-20—069 
91-24-017 
91-17-068 
91—20—069 
91-24-017 
91-17-068 
91-20—069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 


Table of WAC Sections Affected 


[421] 


WAC # WSR # WAC # WSR # WAC # WSR 4 
296-79-090 AMD-P 91-17-068 296-95—120 NEW-P 9t-10-091 296-95—222 NEW-W  91-22-019 
296—79—090 AMD-C 91-20-069 296-95-120 NEW-W  91-22-019 296-95—225 NEW-P 91-10-091 
296-79-090 AMD 91—24—017 296-95-121 NEW-P 91-10-091 296-95—225 NEW-W  91-22-019 
296—79-250 AMD-P 91-17—068 296-95-121 NEW-W  91-22-019 296-95—226 NEW-P 91-10-091 
296-79-250 AMD-C 91—20—069 296-95-122 NEW-P 91-10-091 296—95—226 NEW-W 91-22-019 
296—79-250 AMD 91-24-017 296-95-122 NEW-W  91-22-019 296-95-227 NEW-P 91-10-091 
296—79-300 AMD-P 91-17-068 296-95-123 NEW-P 91-10091 296-95-227 NEW-W 91-22-019 
296-79-300 AMD-C 91—20—069 296-95-123 NEW-W  91-22-019 296-95—228 NEW-P 91-10-091 
296-79-300 AMD 91-24-017 296-95-124 NEW-P 91-10-091 296—95—228 NEW-W  91-22-019 
296-8 1-008 AMD-P 91-10-091 296-95-124 NEW-W  91-22-019 296-95—229 NEW-P 91-10-091 
296-8 1-008 AMD-W  91-22-019 296-95-125 NEW-P 91-10-091 296-95-229 NEW-W  91-22-019 
296-81-010 REP-P 91-10-091 296-95-125 NEW-W 91-22-019 296-95—235 NEW-P 91-10-091 
296-81-010 REP-W 91-22-019 296-95-126 NEW-P 91-10-091 296-95—235 NEW-W  91-22-019 
296-81-020 REP-P 91-10-091 296-95-126 NEW-W 91-22-019 296-95-236 NEW-P 91-10-091 
296-81-020 REP-W 91-22-019 296-95-130 NEW-P 91-10-091 296-95-236 NEW-W  91-22-019 
296-81-030 REP-P 91-10-091 296-95-130 NEW-W 91-22-019 296-95—240 NEW-P 91-10-09! 
296-81-030 REP-W 91-22-019 296-95-131 NEW-P 91-10-091 296-95—240 NEW-W  91-22-019 
296-8 1-040 REP-P 91-10-091 296-95-131 NEW-W  91-22-019 296-95—241 NEW-P 91-10-091 
296—81—040 REP-W 91-22-019 296-95-132 NEW-P 91-10-091 296-95—241 NEW-W 91-22-019 
296-81-050 REP-P 91-10-091 296-95-132 NEW-W 91-22-019 296-95-243 NEW-P 91-10-091 
296—81—050 REP-W 91-22-019 296-95-133 NEW-P 91-10—091 296-95—243 NEW-W  91-22-019 
.296-81-060 REP-P 91-10-09] 296-95-133 NEW-W  91-22-019 296-95—244 NEW-P 91-10—091 
296—81—060 REP-W 91—22-019 296-95-140 NEW-P 91-10-091 296-95—244 NEW-W  91-22-019 
296—81—070 REP-P 91-10—091 296-95-140 NEW-W  91-22-019 296—95—245 NEW-P 91-10—091 
296—81—070 REP-W 91-22-019 296-95-150 NEW-P 91-10-091 296-95—245 NEW-W  91-22-019 
296—81—080 REP-P 91-10-09] 296-95-150 NEW-W  91-22-019 296-95—250 NEW-P 91-10-091 
296—8 1-080 REP-W 91-22-019 296-95-151 NEW-P 91-10-091 296-95—250 NEW-W  91-22-019 
296-8 1-090 REP-P 91-10-091 296—95-151 NEW-W  91-22-019 296-95—255 NEW-P 91-10—091 
296—81—090 REP-W 91-22-019 296-95-152 NEW-P 91-10-091 296-95—255 NEW-W  91-22-019 
296—81-100 REP-P 91—-10—091 296-95-152 NEW-W  91-22-019 296-95—256 NEW-P 91-10-091 
296-8 1-100 REP-W 91-22-019 296-95-153 NEW-P 91-10-091 296-95—256 NEW-W 91-22-019 
296-81-110 REP-P 91-10-091 296-95-153 NEW-W 91-22-019 296-95—260 NEW-P 91-10-091 
296-81-110 REP-W 91-22-019 296-95-154 NEW-P 91-10-09] 296-95—260 NEW-W 91-22-019 
296-81-120 REP-P 91-10-091 296-95-154 NEW-W  91-22-019 296-95—261 NEW-P 91-10-091 
296-81-120 REP-W 91-22-019 296-95-155 NEW-P 91-10-091 296-95—261 NEW-W  91-22-019 
296-81-130 REP-P 91-10—091 296-95-155 NEW-W  91-22-019 296-95—262 NEW-P 91—10—091 
296-81-130 REP-W 91-22-019 296-95-156 NEW-P 91-10-091 296-95—262 NEW-W  91-22-019 
296—81—140 REP-P 91-10-091 296-95-156 NEW-W  91-22-019 296-95—264 NEW-P 91-10-091 
296-81-140 REP-W 91-22-019 296-95-157 NEW-P 91-10-091 296-95—264 NEW-W  91-22-019 
296-81-150 REP-P 91-10-091 296-95-157 NEW-W 91-22-019 296-95—266 NEW-P 91-10-091 
296-8 1-150 REP-W 91-22-019 296-95-158 NEW-P 91-10-09] 296-95—266 NEW-W  91-22-019 
296-81-160 REP-P 91-10-09} 296-95-158 NEW-W  91-22-019 296-95—268 NEW-P 91-10-091 
296-81-160 REP-W 91-22-019 296-95-160 NEW-P 91-10-091 296-95—268 NEW-W  91-22-019 
296-81-170 REP-P 91-10-091 296-95-160 NEW-W  91-22-019 296-95—269 NEW-P 91-10-091 
296-81-170 REP-W 91-22-019 296-95-16] NEW-P 91-10-091 296-95—269 NEW-W 91-22-019 
296-81-180 REP-P 91-10-091 296-95-161 NEW-W 91-22-019 296-95—270 NEW-P 91-10-091 
296-81-180 : REP-W 91-22-019 296-95-162 NEW-P 91-10-091 296-95—270 NEW-W 91-22-019 
296-81-190 REP-P 91-10-091 296—95-162 NEW-W 91-22-019 296-95—272 NEW-P 91-10-091 
296-8 1-190 REP-W 91-22-019 296-95-163 NEW-P > 91-10-091 296-95—272 NEW-W  91-22-019 
296-81-220 REP-P 91-10—091 296-95-163 NEW-W  91-22-019 296-95—274 NEW-P 91-10-091 
296-8 1-220 REP-W 91-22-019 296—95-165 NEW-P 91-10—091 296-95—274 NEW-W 91-22-019 
296-8 1-240 AMD-P 91-10-091 296-95-165 NEW-W  91-22-019 296-95—276 NEW-P 91-10-09] 
296-81-240 AMD-W  91-22-019 296-95-166 NEW-P 91-10-091 296-95-276 NEW-W  91-22-019 
296-81-260 REP-P 91-10-09) 296-95-166 NEW-W  91-22-019 296-95-277 NEW-P 91-10—091 
296-81-260 REP-W 91-22-019 296-95-200 NEW-P 91-10-091 296-95—277 NEW-W  91-22-019 
296-81-270 REP-P 91-10—091 296-95—200 NEW-W 91-22-019 296-95—278 NEW-P 91-10-091 
296-8 1-270 REP-W 91-22-019 296-95—203 NEW-P 91-10—091 296-95—278 NEW-W  91-22-019 
296-81-275 AMD-P 91-10—091 296-95-203 NEW-W  91-22-019 296-95—279 NEW-P 91-10-09} 
296-8 1-275 AMD-W  91-22-019 296-95-205 NEW-P 91-10-091 296-95-279 NEW-W  91-22-019 
296-81-280 NEW-P 91-10—091 296-95-205 NEW-W 91-22-019 296-95—280 NEW-P 91-10-091 
296-8 1-280 NEW-W  91-22-019 296-95—206 NEW-P 91-10-091 296-95—280 NEW-W  91-22-019 
296-81-290 NEW-P 91-10—091 296-95—206 NEW-W 91-22-019 296-95—282 NEW-P 91-10-091 
296-8 1-290 NEW-W  91-22-019 296-95-207 NEW-P 91-10-091 296-95-282 NEW-W  91-22-019 
296-81-370 AMD-P 91-10—091 296-95-207 NEW-W  91-22-019 296-95—283 NEW-P 91-10—091 
296-81—370 AMD-W 91-22-019 296-95—208 NEW-P 91-10-091 296-95-283 NEW-W  91-22-019 
296-95-101 NEW-P 91-10-091 296-95-208 NEW-W 91-22-019 296-95—284 NEW-P 91-10-091 
296-95—101 NEW-W 91-22-019 296-95—209 NEW-P 91-10-091 296-95-284 NEW-W  91-22-019 
296-95-110 NEW-P 91-10—091 296-95-209 NEW-W 91-22-019 296-95—285 NEW-P 91-10-09] 
296-95-110 NEW-W 91-22-019 296-95—215 NEW-P 91-10—091 296-95—285 NEW-W 91-22-019 
296—-95-111 NEW-P 91-10—091 296-95-215 NEW-W  91-22-019 296-95—287 NEW-P 91-10-091 
296-95-111 NEW-W 91-22-019 296-95-216 NEW-P 91-10-091 296-95-287 NEW-W  91-22-019 
296-95-113 NEW-P 91-10—091 296-95—216 NEW-W 91-22-019 296—95—288 NEW-P 91--10-091 
296-95-113 NEW-W 91-22-019 296-95—220 NEW-P 91-10-091 296-95—288 NEW-W  91-22-019 
296-95—115 NEW-P 91-10-091 296-95-220 NEW-W  91-22-019 296-95-289 NEW-P 91-10-09! 
296-95-115 NEW-W  91-22-019 296-95-221 NEW-P 91-10—091 296-95-289 NEW-W  91-22-019 
296-95-116 NEW-P.  91-10-091 296-95-221 NEW-W  91-22-019 296-95—290 NEW-P 91-10-091 
296-95—116 NEW-W 91-22-019 296-95-222 NEW-P 91-10-091 296-95-290 NEW-W  91-22-019 


WAC # WSR # 
296-95-291 NEW-P 91-10-091 
296-95-291 NEW-W  91-22-019 
296-95-300 NEW-P 91-10-091 
296-95—300 NEW-W  91-22-019 
296-95-302 NEW-P 91-10-091 
296-95-302 NEW-W 91-22-019 
296--95-304 NEW-P  91-10-091 
296-95-304 NEW-W  91-22-019 
296-95-307 NEW-P 91-10-091 
296-95-307 NEW-W 91-22-019 
296-95-309 NEW-P 91-10-091 
296-95-309 NEW-W  91-22-019 
296-95-311 NEW-P 91-10-091 
296-95-311 NEW-W  91-22-019 
296-95-313 NEW-P 91-10-091 
296-95-313 NEW-W  91-22-019 
296-95-316 NEW-P 91-10-091 
296-95-316 NEW-W  91-22-019 
296-95-318 NEW-P 91-10-091 
296-95-318 NEW-W 91-22-019 
296-95-321 NEW-P 91-10-091 
296-95-321 NEW-W 91-22-019 
296-95—322 NEW-P 91-10-091 
296-95-322 NEW-W 91-22-019 
296-95-323 NEW-P  91-10-091 
296-95-323 NEW-W 91-22-019 
296-95-324 NEW-P 91-10-091 
296-95-324 NEW-W 91-22-019 
296-95-325 NEW-P 91-10-091 
296-95-325 NEW-W 91-22-019 
296-95-326 NEW-P 91-10-091 
296-95-326 NEW-W  91-22-019 
296-95-328 NEW-P 91-10-091 
296-95-328 NEW-W  91-22-019 
296-95-330 NEW-P 91-10-091 
296-95-330 NEW-W 91-22-019 
296-95-332 NEW-P 91-10-091 
296-95-332 NEW-W  91-22-019 
296-95-334 NEW-P  91-10-091 
296-95-334 NEW-W  91-22-019 
296-95-336 NEW-P 91-10-091 
296-95-336 NEW-W  91-22-019 
296-95-338 NEW-P  91-10-091 
296-95-338 NEW-W  91-22-019 
296-95-340 NEW-P 91-10-091 
296-95-340 NEW-W  91-22-019 
296-95-342 NEW-P 91-10-091 
296-95-342 NEW-W  91-22-019 
296-95-344 NEW-P  91-10-091 
296-95-344 NEW-W  91-22-019 
296-95-400 NEW-P 91-10-091 
296-95-400 NEW-W 91-22-019 
296-95—405 NEW-P 91-10-091 
296-95-405 NEW-W  91-22-019 
296-95-408 NEW-P 91-10-091 
296-95-408 NEW-W  91-22-019 
296-95-410 NEW-P 91-10-091 
296-95-410 NEW-W  91-22-019 
296-95-412 NEW-P 91-10-091 
296-95-412 NEW-W  91-22-019 
296-95-414 NEW-P 91-10-091 
296-95-414 NEW-W  91-22-019 
296-95-416 NEW-P 91-10-091 
296-95-416 NEW-W  91-22-019 
296-95-418 NEW-P 91-10-091 
296-95-418 NEW-W 91-22-019 
296-95-420 NEW-P 91-10-091 
296-95-420 NEW-W  91-22-019 
296-95-422 NEW-P 91-10-091 
296-95-422 NEW-W  91-22-019 
296-95—424 NEW-P 91-10-091 
296-95—424 NEW-W 91-22-019 
296-95—427 NEW-P 91-10-091 
296-95-427 NEW-W  91-22-019 
296-95-429 NEW-P 91-10-091 
296-95-429 NEW-W  91-22-019 
296-95-431 NEW-P 91-10-091 


Table of WAC Sections Affected 


WAC } WSR # WAC # 
296-95-431 NEW-W 91-22-019 296-116-315 NEW 
296-95-432 NEW-P 91-10-091 296-127 AMD-C 
296-95-432 NEW-W  91-22-019 296-127-010 AMD-W 
296-95-434 NEW-P 91-10-091 296-127-010 AMD-P 
296-95-434 NEW-W 91-22-019 296-127-010 AMD-C 
296-95—436 NEW-P 91-10-091 296-127-010 AMD 
296-95-436 NEW-W 91-22-019 296-127-011 AMD-W 
296-95-438 NEW-P  91-10-091 296-127-011 AMD-P 
296-95-438 NEW-W 91-22-019 296-127-011 AMD-C 
296-95—440 NEW-P 91-10-091 296-127-011 AMD 
296-95-440 NEW-W  91-22-019 296-127-013 AMD-W 
296-95-442 NEW-P 91-10-091 296-127-013 AMD-P 
296-95-442 NEW-W  91-22-019 296-127-013 AMD-C 
296-95-444 NEW-P 91-10-091 296-127-013 AMD 
296-95-444 NEW-W 91-22-019 296-127-014 AMD-W 
296-95-446 NEW-P 91-10-091 296-127-014 AMD-P 
296-95-446 NEW-W  91-22-019 296-127-014 AMD-C 
296-95-448 NEW-P  91-10-091 296-127-014 AMD 
296-95--448 NEW-W 91-22-019 296-127-01410 NEW 
296-95—450 NEW-P  91-10-091 296-127-015 AMD-W 
296-95-450 NEW-W 91-22-019 296-127-015 AMD-P 
296-95-500 NEW-P 91-10-091 296-127-015 AMD-C 
296-95-500 NEW-W  91-22-019 296-127-015 AMD 
296-95-510 NEW-P 91-10-091 296-127-016 REP-W 
296-95-510 NEW-W 91-22-019 296-127-016 REP-P 
296-95-540 NEW-P 91-10-091 296-127-016 REP-C 
296-95—540 NEW-W 91-22-019 296-127-016 REP 
296-95-600 NEW-P 91-10-091 296-127-017 AMD-W 
296-95--600 NEW-W  91-22-019 296-127-017 AMD-P 
296-95-610 NEW-P 91-10-091 296-127-017 AMD-C 
296-95-610 NEW-W  91-22-019 296-127-017 AMD 
296-95-620 NEW-P 91-10-091 296-127-018 NEW-W 
296-95-620 NEW-W  91-22-019 296-127-018 NEW-P 
296-95—630 NEW-P  91-10-091 296-127-018 NEW-C 
296-95—630 NEW-W  91-22-019 296-127-018 NEW 
296-95-700 NEW-P  91-10-091 296-127-019 AMD-W 
296-95—700 NEW-W  91-22-019 296-127-019 AMD-P 
296-95-710 NEW-P  91-10—091 296-127-019 AMD-C 
296-95-710 NEW-W 91-22-019 296-127-019 AMD 
296-95-800 NEW-P  91-10—091 296-127-020 AMD-W 
296-95-800 NEW-W  91-22-019 296-127-020 AMD-P 
296-95-810 NEW-P 91-10-091 296-127-020 AMD-C 
296-95-810 NEW-W 91-22-019 296-127-020 AMD 
296-99--050 AMD-P 91-04-077 2 o 
296-99-050 AMD 91-11-070 2 
296-104-015 AMD-P 91-09-047 2 
296-104-015 AMD 91-11-107 2 
296-104-120 AMD-P  91-09-047 2! 
296-104-120 AMD 91-11-107 2 
296-104-200 AMD-P 91-09-047 2 
296-104—200 AMD 91-11-107 2 
296-104-801 NEW-P  91-09-046 i 
296-104-801 NEW 91-11-106 2 
296-104-805 NEW-P  91-09-046 2 
296-104—805 NEW 91-11-106 2 
296-115 AMD-P 91-17068 2c ar 
296-115 AMD-C 91-20-069 296-127-990 NEW-W 
296-115 AMD 91-24-017 296-127-990 NEW-P 
296-115-005 AMD 91-03-044 296-127-990 NEW-C 
296-115-005 AMD-P 91-17068 296-127-990 NEW 
296-115-005 AMD-C  91-20-069 296-155-100 AMD-P 
296—1 15—005 AMD 91-24-017 296-155-100 AMD-C 
296-115-010 AMD 91-03-044 296-155-100 AMD 
296-115-015 AMD 91-03-044 296-155-20301 — AMD-P 
296-115-015 AMD-P 91-17-068 296-155-20301 — AMD-C 
296-115-015 AMD-C  91-20-069 296-155-20301 AMD 
296-115-015 AMD 91-24-017 296-155-205 AMD-P 
296-115-025 AMD 91-03-044 296-155-205 AMD 
296-115-035 AMD 91-03-044 296-155-225 REP 
296-115-060 AMD 91-03-044 296-155-230 REP 
296-115-070 AMD 91-03-044 296-155-24501 NEW 
296-115-100 AMD 91-03-044 296-155-24500 МЕМ 
296-116-185 AMD-P 91-03-075 296-155-24505 NEW 
296-116-185 AMD-E  91-08-004 296-155-24510 NEW 
296-116-185 AMD 91-08—008 296-155-24510 — AMD-P 
296-116-300 AMD-P 91-08-003 296-155-24510 AMD-C 
296-116-300 AMD 91-11-074 296-155-24510 AMD 


WSR f 


91-06-033 
91-03-113 
91-10-092 
91-14-104 
91-20-068 
92-01-104 
91-10-092 
91-14-104 
91-20-068 
92-01—104 
91--10-092 
91-14-104 
91-20-068 
92-01-104 
91-10-092 
91-14-104 
91-20-068 
92-01-104 
92-01-104 
91-10-092 
91-14-104 
91-20-068 
92-01-104 
91-10-092 
91-14-104 
91—20—068 
92-01-104 
91-10-092 
91-14-104 
91-20-068 
92-01-104 
91-10-092 
91-14-104 
91—20—068 
92-01-104 
91--10-092 
91-14-104 
91—20—068 
92-01-104 
91-10-092 
91-14-104 
91-20—068 
92-01-104 


+, алал 


91-10-092 
91-14-104 
91-20-068 
92-01-104 
91-17-068 
91-20-069 
91-24-017 
91-17-068 
91-20-069 
91-24-017 
91-04-077 
91-11-070 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-03-044 
91-17-068 
91-20-069 
91-24-017 


WAC # 


296—155-24515 
296-155—24515 
296-155-24515 
296-155—24515 
296—155—24520 


296-155-24520 . 


296-155—24520 
296-155—24520 
296-155—24521 
296-155—24525 
296-155-363 
296-155-363 
296-155—36313 
296-155—36313 
296-155-375 
296-155-375 
296-155—475 
296-155-475 
296-155-475 
296-155—47501 
296-155—47501 
296-155—47501 
296-155—476 
296-155-476 
296-155-476 
296-155-477 
296-155-477 
296-155-477 
296-155—480 
296-155—480 
296—155—480 
296-155—480 
296-155—48060 
296-155—48060 
296—155—48060 
296-155—48080 
296—155—48080 
296-155—48080 
296-155—48090 
296-155—48090 
296-155—48090 
296—155—481 
296-155—481 
296-155—481 
296-155—483 
296-155—483 
296-155-483 
296—155—485 
296-155—485 
296-155—485 
296-155—485 
296-155—48529 
296-155—48531 
296—155—48533 
296-155-500 
296-155—500 
296-155—500 
296-155-500 
296-155—505 
296-155-505 
296-155-505 
296-155-505 
296-155—50501 
296-155—50503 
296-155—50505 
296-155-50505 
296-155—50505 
296-155-510 
296-155-510 
296-155-510 
296-155-525 
296-155—530 
296-155-59904 
296-155—59904 
296-155—59904 
296-155—620 
296-155—625 


NEW 
AMD-P 
AMD-C 
AMD 
NEW 
AMD-P 
AMD-C 
AMD 
NEW 
NEW 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD 
AMD-P 
AMD-C 
AMD 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
AMD 
AMD-P 
AMD-C 
AMD 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
AMD-P 
AMD-C 
AMD 
NEW-P 
NEW-C 
NEW 
NEW-P 
NEW-C 
NEW 
AMD 
AMD-P 
AMD-C 
AMD 
AMD 
AMD 
AMD 
AMD 
AMD-P 
AMD-C 
AMD 
AMD 
AMD-P 
AMD-C 
AMD 
REP 
AMD 
AMD-P 
AMD-C 
AMD 
AMD-P 
AMD-C 
AMD 
AMD 
AMD 
AMD-P 
AMD-C 
AMD 
AMD 
AMD 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
91-03-044 296-155—650 AMD 91-03-044 308—14-085 AMD 91-20-002 
91-17-068 296-155-655 AMD 91-03-044 308-1 4-085 AMD 91-20-044 
91-20-069 296-155-65505 REP 91-03-044 308-1 4-090 AMD-P 91-15-065 
91-24-017 296-155-657 NEW 91-03-044 308-1 4-090 AMD 91-20-002 
91-03-044 296-155-660 REP 91-03-044 308-1 4-090 AMD 91-20-044 
91-17-068 296-155-66005 REP 91-03-044 308-14-120 NEW-P 91-15-065 
91-20-069 296-155-66103 NEW 91-03-044 308-14-120 NEW 91-20-002 
91-24-017 296-155-66105 NEW 91-03-044 308-14-120 NEW 91-20-044 
91-03-044 296-155-66109 NEW 91-03-044 308-14-130 AMD-P 91-15-065 
91-03-044 296-155-664 NEW 91-03-044 308-14-130 AMD 91-20-002 
91-04-077 296-155-665 REP 91-03-044 308-14-130 АМО 91-20-044 
91-11-070 296-155-66501 REP 91-03-044 308—14-135 NEW-W 91-03-065 
9104-077 296-155-66502 ВЕР 91-03-044 308-14-135 NEW-P 91-15-065 
91-11-070 296-155-66503 REP 91—03-044 308-14-135 NEW 91-20-002 
91-04-077 296-155-66504 КЕР 91-03-044 308-14-135 NEW 91-20-044 
91-11-070 296-155-66505 КЕР 91-03-044 308-17-010 NEW-P 91-19-085 
91-17-068 296-155-675 AMD-P 91-04-077 308-17-010 NEW 91-22-11 
91-20-069 296-155-675 AMD 91-11-070 308—17-020 NEW-P 91-19-085 
91-24-017 296-155-682 AMD 91—03-044 308-17-020 NEW 91-22-111 
91-17-068 296-155-688 AMD 91-03-044 308-17-030 NEW-P 91-19-085 
91-20-069 296-155-689 АМО 91—03-044 308-17—030 NEW 9122-111 
91-24-017 296-155-694 AMD-P 91-04-077 308-17-100 NEW-P 91-19-085 
91-17-068 296-155-694 AMD 91-11-070 308-17-100 NEW 91-22-111 
91-20-069 296-155-700 AMD 91-03-044 308-17-105 NEW-P 91-19-085 
91-24-017 296-155-705 AMD 91-03-044 308-17-105 NEW 91-22-111 
91—17-068 296-155-720 AMD 91-03-044 308-17-110 NEW-P 91-19-085 
91-20-069 296-155-730 AMD-P 91-04-077 308-17-110 NEW 91-22-111 
91-24-017 296-155-730 AMD 91-11-070 308-17-120 NEW-P 91-19-085 
91-03-044 296-155-950 AMD 91-03-044 308-17-120 NEW 91-22-111 
91-17-068 296-305-025 AMD-P 91-17-068 308-17-130 NEW-P 91-19-085 
91-20-069 296-305-025 AMD-C 91-20-069 308-17-130 NEW 91-22-111 
91-24-017 296-305-025 AMD 91-24-017 308-17-140 NEW-P 91-19-085 
91-17-068 296-305-06000 ^ AMD-P 91-04-077 308-17—140 NEW 91-22-111 
91-20-069 296-305-06009 AMD 91-11-070 308-17-150 NEW-P 91-19-085 
91-24-017 296-305-063 AMD-P 91-17-068 308-17-150 NEW 91-22-111 
91-17-068 296-305-063 AMD-C 91-20-069 308-17-160 NEW-P  91-19-085 
91-20-069 296-305-063 AMD 91-24-017 308-17—160 NEW 91-22-111 
91-24-017 296-305-110 AMD 91-03-044 308-17—165 NEW-P 91-19-085 
91-17-068 296-306—025 AMD-P 91-17-068 308-17-165 NEW 91-22-111 
91-20-069 296-306-025 AMD-C 91-20-069 308-17-170 NEW-P 91-19-085 
91-24-017 296-306-025 AMD 91-24-017 308-17-170 NEW 91-22-111 
91-17-068 296-306-040 AMD-P 91-17-068 308-17-200 NEW-P 91-19-085 
91-20-069 296-306-040 AMD-C 91-20-069 308-17-200 NEW-W  91-22-110 
91-24-017 296-306-040 AMD 91-24-017 308-17—205 NEW-P 91-19-085 
91-17-068 296-306-165 AMD-P 91-17-068 308-1 7-205 NEW 91-22-111 
91-20-069 296-306-165 AMD-C 91-20-069 308-1 7-210 NEW-P 91-19-085 
91-24-017 296-306-165 AMD 91-24-017 308-1 7-210 NEW 91-22-111 
91-03-044 296-306-260 AMD-P 91-04-077 308-17—220 NEW-P 91-19-085 
91-17-068 296-306-260 AMD 91-11-070 308-17—220 NEW 91-22-111 
91-20-069 296-306-265 AMD-P 91-04-077 308-1 7-230 NEW-P 91-19-085 
91-24-017 296-306-265 AMD 91-11-070 308-1 7-230 NEW 91-22-111 
91-03-044 296-306-27095 AMD-P 91-04-077 308-1 7-240 NEW-P 91-19-085 
91-03-044 296-306-27095 AMD 91-11-070 308-1 7-240 NEW 91-22-111 
91-03-044 296-306-310 AMD-P 91-04-077 308-1 7-300 NEW-P 91-19-085 
91-03-044 296-306-310 AMD 91-11-070 308-1 7-300 NEW 91-22-111] 
91-17-068 296-306-320 AMD-P 91-04-077 308-1 7-310 NEW-P 91-19-085 
91-20-069 296-306-320 AMD 91-11-070 308-17-310 NEW 91-22-111 
91-24-017 296-306-400 AMD-P 91-17-068 308-17-320 NEW-P 91-19-085 
91-03-044 296-306-400 AMD-C 91-20-069 308-1 7-320 NEW 91-22-111 
91-17-068 296-306-400 AMD 91-24-017 308-18-010 NEW-P 91-19-084 
91-20-069 296-350-300 REP-P 91-17-068 308—18-010 NEW 91-22-112 
91-24-017 296-350-300 REP-C 91-20-069 308-18-020 NEW-P  91-19-084 
91-03-044 296-350-300 REP 91-24-017 308—18-020 NEW 91-22-112 
91-03-044 296-350-400 AMD-P 91-17-068 308-18-030 NEW-P 91-19-084 
91-17-068 296-350-400 AMD-C 91-20-069 308-18-030 NEW 91-22-112 
91-20-069 296-350—400 AMD 91-24-017 308-18-100 NEW-P 91-19-084 
91-24-017 308-10-067 NEW-P 91-07-028 308-18—100 NEW 91-22-112 
91-17-068 308-10-067 NEW 91-13-057 308-18—105 NEW-P 91-19-084 
91-20-069 308-12-115 AMD-P 91-06-012 308-18-105 NEW 91-22-112 
91-24-017 308-12-115 AMD-P 91-09-041 308-18-110 NEW-P  91-19-084 
91-03-044 308-12-115 AMD 91-12-061 308-18-110 NEW 91-22-112 
91-03-044 308-12-115 AMD-W 91-19-081 308-18-120 NEW-P 91-19-084 
91-17—068 308-12-326 AMD-P 91-09-020 308-18-120 NEW 91-22-112 
91-20-069 308-12-326 AMD 91-13-055 308-18-130 NEW-P 91-19-084 
91-24-017 308-13-150 AMD-P 91-20-139 308-18-130 NEW 91-22-112 
91-03-044 308-13-150 AMD 91-23-021 308-18-140 NEW-P 91-19-084 
91-03-044 308-14-085 AMD-P 91-15-065 308-18-140 NEW 91-22-112 


WAC # WSR 4 
308-18-145 NEW-P 91-19-084 
308-18-145 NEW 91-22-112 
308-18-150 NEW-P 91-19-084 
308-18-150 NEW 91-22-112 
308-18-160 NEW-P 91-19-084 
308-18-160 NEW 91-22-112 
308-18-165 NEW-P 91-19-084 
308-18-165 NEW 91-22-112 
308-18-170 NEW-P 91-19-084 
308-18-170 NEW 91-22-112 
308-18-200 NEW-P 91-19-084 
308-18-200 NEW 91-22-112 
308-18-205 NEW-P 91-19-084 
308-18-205 NEW 91-22-112 
308-18-210 NEW-P 91-19-084 
308—18-210 NEW 91-22-112 
308-18-220 NEW-P 91-19-084 
308-18-220 NEW 91-22-112 
308-18-230 NEW-P 91-19-084 
308-18-230 NEW 91-22-112 
308-18-240 NEW-P 91-19-084 
308-18-240 NEW 91-22-112 
308-18-300 NEW-P 91-19-084 
308-18-300 NEW 91-22-112 
308-18-310 NEW-P 91-19-084 
308-18-310 NEW 91-22-112 
308-18-320 NEW-P  91-19-084 
308-18-320 NEW 91-22-112 
308-20 AMD-P 91-22-094 
308-20 AMD-E 91-22-095 
308-20-010 AMD-P 91-05-080 
308-20-010 AMD 91-11-042 
308-20-010 AMD-P 91-22-094 
308—20-010 AMD-E  91-22-095 
308-20-020 AMD-P 91-05-080 
308-20-020 AMD 91-11-042 
308-20-020 AMD-P 91-22-094 
308-20—020 AMD-E  91-22-095 
308-20-030 AMD-P 91-05-080 
308~20-030 AMD 91-11-042 
308-20-030 AMD-P 91-22-094 
308-20—030 AMD-E  91-22-095 
308-20-040 AMD-P 91-05-080 
308-20-040 AMD 91-11-042 
308-20-040 AMD-P 91-22-094 
308-20-040 AMD-E  91-22-095 
308-20-050 AMD-P 91-05-080 
308-20-050 AMD 91-11-042 
308-20-050 AMD-P 91-22-094 
308-20—050 AMD-E 91-22-095 
308—20—060 AMD-P 91-22-094 
308-20-060 AMD-E 91-22-095 
308-20-070 AMD-P 91-05-080 
308-20-070 AMD 91-11-042 
308-20-070 AMD-P 91-22-094 
308-20-070 AMD-E  91-22-095 
308-20-080 AMD-P 91-05-080 
308—20—080 AMD 91-11-042 
308-20-080 AMD-P 91-22-094 
308-20-080 AMD-E  91-22-095 
308-20-090 AMD-P 91-05-080 
308-20-090 AMD 91-11-042 
308-20-090 AMD-P 91-22-094 
308-20-090 AMD-E  91-22-095 
308-20-095 NEW-P 91-05-080 
308-20—095 NEW 91-11-042 
308-20-100 AMD-P 91-22-094 
308-20-100 AMD-E 91-22-095 
308-20-105 AMD-P 91-05-080 
308—20-105 AMD 91-11-042 
308-20-105 AMD-P 91-22-094 
308-20-105 AMD-E 91-22-095 
308-20-107 AMD-P 91-22-094 
308-20-107 AMD-E  91-22-095 
308-20-109 AMD-P 91-22-094 
308-20-109 AMD-E 91-22-095 
308-20-110 AMD-P 91-05-080 


Table of WAC Sections Affected 


WAC # 


308-20-110 
308-20-110 
308-20-110 
308-20-120 
308-20-120 
308-20-130 
308-20-130 
308-20-140 
308-20-140 
308—20-140 
308-20-140 
308-20-150 
308-20-150 
308-20-155 
308-20-155 
308-20-171 
308-20-171 
308—-20-172 
308-20-172 
308-20-175 
308-20-175 
308—-20-175 
308-20-175 
308-20-180 
308-20-180 
308—20-205 
308-20-205 
308—20-208 
308-20-208 
308-20-210 
308-20-210 
308-31-001 
308-31-010 
308-31-010 
308-31-020 
308—31-020 
308-31-025 
308-31-025 
308-31-030 
308-31-030 
308—31-040 
308-3 1-040 
308-31-050 
308-3 1-050 
308—-31-055 
308—31-057 
308-31-057 
308-31-060 
308-31-060 
308—31--100 
308-31-100 
308-31-110 
308-31-110 
308-31-120 
308-31-120 
308—-31-210 
308—31-210 
308—31-220 
308-31-220 
308—31-230 
308-31-230 
308-31-240 
308-31-240 
308—31-250 
308-31-250 
308—31-260 
308—31-260 
308-31-270 
308-31-270 
308—31—-280 
308-31-280 
308—31-500 
308—31--500 
308-31-510 
308-31-510 
308-31-520 
308-31-520 


WSR # 


91-1 1-042 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91-22-094 
91-22-095 
91—22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91—22-095 
91-22-094 
91-22-095 
91-05-080 
91-11-042 
91—22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-22-094 
91-22-095 
91-03-095 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-05-029 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
9103-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 


WAC # 


308-3 1-530 
308-3 1-530 
308-31-540 
308-3 1-540 
308-3 1-550 
308-3 1-550 
308-3 1-560 
308-3 1-560 
308-3 1-570 
308-31-570 
308-42-075 
308-48—520 
308-48—580 
308-48-590 
308-48-600 
308—48-600 
308-48-600 
308-48-60 I 
308—48-610 
308—48-800 
308-48—800 
308-50-010 
308-50-010 
308-50-020 
308-50-020 
308-50-035 
308-50-035 
308-50-040 
308—50--040 
308-50-090 
308-50-090 
308-50-100 
308-50-100 
308-50-110 
308-50-110 
308-50-120 
308-50-120 
308-50-130 
308-50-130 
308-50-140 
308-50-140 
308-50-150 
308—50-150 
308-50-160 
308—50-160 
308-50-170 
308-50-170 
308-50-180 
308-50-180 
308-50-190 
308-50-190 
308-50-200 
308-50-200 
308—50-210 
308-50-210 
308-50-220 
308-50-220 
308—50-240 
308-50-240 
308-50-250 
308—50-250 
308—50-260 
308—50-260 
308—50-270 
308—50-270 
308-50—280 
308-50-280 
308-50—290 
308—50—290 
308—50-295 
308-50—295 
308—50-295 
308—50-295 
308-50-295 
308-50-310 
308-50-310 
308-50-310 


DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
DECOD-P 
DECOD 
AMD-P 
DECOD-P 
AMD-W 
DECOD 
AMD 
AMD-P 
DECOD-P 
AMD-W 


WSR f 


91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05-089 
91-03-095 
91-05089 
91-03-095 
91-05-089 
91-05-004 
91-09-043 
91-09-043 
91-09-043 
91-09-043 
91-15-048 
91-20-071 
91—09-043 
91-09-043 
91-08-032 
91-11-023 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11—031 
91-07-058 
91-11-031 
91-07-058 
91-11—031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91--11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-057 
91-07-058 
91-07-059 
91-11-03 
91-11-032 
91-07-057 
91-07-058 
91-07-059 


WSR 4 


91-11-031 
91-11-032 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-031 
91-07-058 
91-11-03! 
91-08-078 
91-11-030 
91-07-058 
91-11-031 


DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 
DECOD-W 91-09-044 


WAC # 
308-50-310 DECOD 
308-50-310 AMD 
308—50-320 DECOD-P 
308-50-320 DECOD 
308-50-330 DECOD-P 
308-50-330 DECOD 
308—50-350 DECOD-P 
308-50-350 DECOD 
308-50-380 DECOD-P 
308—-50-380 DECOD 
308—-50-390 DECOD-P 
308-50-390 DECOD 
308-50—400 DECOD-P 
308-50—400 DECOD 
308--50—410 DECOD-P 
308-50—410 DECOD 
308-50-420 DECOD-P 
308-50—420 DECOD 
308—50—430 DECOD-P 
308-50—430 DECOD 
308-50—440 AMD-P 
308-50—440 DECOD 
308—50—500 DECOD-P 
308-50-500 DECOD 
308-51-230 
308-51-240 
308-51—-250 
308—51-260 
308-51-270 
308-51—280 
308—-51—290 
308-51—300 
308-51-310 
308-51—320 
308—52-010 DECOD 
308—52-030 DECOD 
308-52-040 DECOD 
308—52-100 DECOD 
308-52-120 DECOD 
308-52-132 DECOD 
308—52-135 AMD-E 
308-52-135 AMD-P 
308—52—135 DECOD 
308-52-136 DECOD 
308-52—138 DECOD 
308-52-139 DECOD 
308-52-140 DECOD 
308-52—141 DECOD 
308—52-146 DECOD 
308—52-147 DECOD 
308—52—148 DECOD 
308-52-149 DECOD 
308—52-150 DECOD 
308-52-160 DECOD 
308—52-165 DECOD 
308-52-190 DECOD 
308-52-201 DECOD 
308-52-205 DECOD 
308-52-21 1 DECOD 
308—-52-215 DECOD 
308-52-221 DECOD 
308-52~255 DECOD 
308-52—260 DECOD 
308-52-260 AMD 
308—52-265 DECOD 
308-52—270 DECOD 
308—52-320 DECOD 
308-52-400 DECOD 
308-52-405 DECOD 
308-52-406 DECOD 
308-52-410 DECOD 
308-52-415 DECOD 
308—52-420 DECOD 
308-52-425 DECOD 
308-52-500 DECOD 
308-52-502 DECOD 
308—52-504 DECOD 


91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-04-033 
91-04-055 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-038 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 
91-06-030 


Table of WAC Sections Affected 


WAC # WSR # WACH WSR 4 
308-52-510 DECOD 91-06-030 308-54—160 DECOD 91-06-060 
308-52-515 DECOD 91-06-030 308-54-162 DECOD 91-06-060 
308-52-530 DECOD 91-06-030 308-54-170 DECOD 91-06-060 
308-52-540 DECOD 91-06-030 308-54-180 DECOD 91-06-060 
308-52-570 DECOD 91-06-030 308-54-200 DECOD 91-06-060 
308-52-580 DECOD 91-06-030 308-54-205 DECOD 91-06-060 
30852590 REP 91-06-027 308-54-220 DECOD 91-06-060 
308-52-600 DECOD 91-06-030 308-54-225 DECOD 91-06-060 
308-52-610 DECOD 91-06-030 308-54-230 DECOD 91-06-060 
308--52—620 DECOD 91-06-030 308-54-240 DECOD 91-06-060 
308-52-630 DECOD 91-06-030 308-54-250 DECOD 91-06-060 
308-52-640 DECOD 91-06-030 308—54-315 AMD-P 91-05-025 
308-52-650 DECOD 91-06-030 308-54-315 DECOD 91-06-058 
308-52-660 DECOD  91-06-030 308-54-320 DECOD 91-06-060 
308-52-680 DECOD  91-06-030 308-56A-090 NEW 91-03-088 
308-52—690 DECOD 91-06-030 308-56A-120 REP-P 91-11-084 
308-53 DECOD-C 91-03-116 308-56A-120 REP 91-15-006 
308-53-010 DECOD 91-06-025 308-56A-140 AMD-P 91-23-063 
308-53-020 DECOD 91-06-028 308-56A-150 AMD 91-04-024 
308—53-030 DECOD 91-06-025 308-56A-460 AMD 91-04-025 
308-53-070 DECOD 91-06-025 308-56A-470 NEW-P 91-23-063 
308-53-075 DECOD 91-06-025 308—57-005 NEW 91-04-026 
308-53-084 DECOD 91-06-025 308—57-010 NEW 91-04-026 
308-53-085 DECOD  91-06-025 308—57-020 NEW 91-04-026 
308-53-100 DECOD 91-06-025 308-57-030 NEW 91-04-026 
308-53-110 DECOD 91-06-025 308-57-110 NEW 91-04-026 
308-53-120 DECOD 91-06-025 308-57-120 NEW 91-04-026 
308-53-123 DECOD 91-06-025 308-57-130 NEW 91-04-026 
308-53-125 DECOD 91-06-025 308-57-140 NEW 91-04-026 
308-53-135 DECOD 91-06-025 308—57-210 NEW 91-04-026 
308-53-140 DECOD  91-06-025 308-57-220 NEW 91-04-026 
308-53-145 DECOD 91-06-025 308-57-230 NEW 91-04-026 
308-53-146 DECOD 91-06-025 308-57-240 NEW 91-04-026 
308-53-150 DECOD  91-06-025 308-57-310 NEW 91-04-026 
308-53-151 DECOD 91-06-025 308-57-320 NEW 91-04-026 
308-53-155 DECOD 91-06-025 308-57-410 NEW 91-04-026 
308-53-165 DECOD 91-06-025 308-57-420 NEW 91-04-026 
308-53-170 DECOD 91-06-025 308-57-430 NEW 91-04-026 
308-53-175 DECOD 91-06-025 308-57—440 NEW 91-04-026 
308-53-180 DECOD 91-06-025 308-58-010 AMD 91-04-025 
308-53-200 DECOD 91-06-025 308-58-020 AMD 91-04-025 
308-53-205 DECOD  91-06-025 308-61-175 AMD-P 91-13-035 
308-53-210 DECOD 91-06-025 308-61-175 AMD 91-20-121 
308-53-215 DECOD 91-06-025 308-61—185 AMD-P 91-13-035 
308-53-220 DECOD 91-06-025 308-61-185 AMD 91-20-121 
308—53-230 DECOD 91-06-025 308-66 AMD-P 91-14-097 
308-53-235 DECOD 91-06-025 308-66 AMD 91-20-057 
308-53-240 DECOD  91-06-025 308-66-120 AMD-P 91-14-097 
308-53-245 DECOD 91-06-025 308-66-120 AMD 91-20-057 
308-53-250 DECOD 91-06-025 308-66-135 AMD-P 91-14-097 
308-53-260 DECOD 91-06-025 308-66-135 AMD 91-20-057 
308-53-265 DECOD 91-06-025 308-66-140 AMD-P 91-14-097 
308-53-270 DECOD 91-06-025 308—66-140 AMD 91-20-057 
308-53-275 DECOD 91-06-025 308-66-152 AMD 91-03-019 
308-53-280 DECOD 91-06-025 308-66-155 AMD-P 91-14-097 
308-53-320 DECOD 91-06-025 308-66-155 AMD 91-20-057 
308-53-330 DECOD 91-06-025 308-66-156 NEW 91-03-092 
308-53-340 DECOD 91-06-025 308-66-160 AMD-P 91-14-097 
308—53-350 DECOD 91-06-025 308-66-160 AMD 91-20-057 
308-53-400 DECOD 91-06-025 308-66-165 NEW-P 91-14-097 
308—54-010 DECOD 91-06-060 308-66—165 NEW 91-20-057 
308—54-020 DECOD 91-06-060 308-66-170 AMD-P 91-14-097 
308—54-030 DECOD 91-06-060 308-66-170 AMD 91-20-057 
308-54-040 DECOD 91-06-060 308-66-190 AMD-P 91-14-097 
308—54-050 DECOD 91-06-060 308-66—190 AMD 91-20-057 
308-54-060 DECOD 91-06-060 308-66-212 AMD-P  91-14-097 
308—54-070 DECOD 91-06-060 308-66-212 AMD 91-20-057 
30854080 DECOD 91-06-060 308-66-213 REP-P 91-14-097 
308—54-090 DECOD 91-06-060 308-66-213 REP 91-20-057 
308—54-095 DECOD  91-06-060 308-66-214 AMD-P 91-14-097 
308-54—100 DECOD 91-06-060 308-66-214 AMD 91-20-057 
308—54-110 DECOD 91-06-060 308-66-215 AMD-P 91-14-097 
308-54-120 DECOD 91-06-060 308-66-215 AMD 91-20-057 
308—54-125 DECOD 91-06-060 308-66-240 NEW-P 91-14-097 
308—54—130 DECOD 91-06-060 308-66-240 NEW 91-20-057 
308-54-150 DECOD 91-06-060 308-72-710 NEW-P 91-21-135 
308—54-155 DECOD 91-06-060 308-72-710 NEW 92-01-016 


[425] 


WAC # 


308-77-034 
308-77-034 
308—77-040 
308—77-040 
308-77-080 
308-77-100 
308-77-215 
308—77-215 
308-77—250 
308—78—090 
308-78—090 
308—90—150 
308-91-030 
308-91-030 
308-91-030 
308-91-090 
308-91—090 
308-9 1-090 
308-9 1-095 
308-9 1-095 
308-9 1-095 
308-91~150 
308-91-150 
308-91—150 
308-93-050 
308-93-070 
308-93—290 
308-93-295 
308-93-670 
308-94—035 
308-94—035 
308—96A—005 
308-96A-—005 
308-96A—005 
308-96A—040 
308—96A—046 
308-96A-046 
308—96A—056 
308-96A-057 
308-96A-057 
308-96A—065 
. 308-96A—065 
308-96A-070 
308-96A-071 
308-96A—071 
308-96A-073 
308-96A-074 
308-96A-075 
308-96A—100 
308-96A-136 
308-96A-161 
308-96A—161 
308-96A-162 
308-96A-162 
308-96A-201 
308-96A-205 
308-96A—206 
308—96A—207 
308-96A—208 
308-96A-210 
308-96A-220 
308-96A—260 
308-96A-275 
308-96A—300 
308-96A—306 
308—96A—310 
308-96A-315 
308-96A-320 
308-96A-325 
308-96A—-330 
308-96A-335 
308-96A—340 
308-96A—345 
308-96A—350 
308-96A-380 
308-96A—505 
308-96A-510 


WSR 4 


91-21-133 
92-01-014 
91-21-133 
92-01-014 
91-03-018 
91-03-018 
91-21-133 
92-01-014 
91-03-017 
91-21-134 
92-01-015 
91-21-090 
91-02-109 
91-02-110 
91-06-093 
91-02-109 
91-02-110 
91-06-093 
91—02-109 
91-02-110 
91-06-093 
91-02-109 
91-02-110 
91-06-093 
91-23-06! 
91-23-061 
91-23-061 
91-21-090 
91-03-089 
91-03-142 
91-09-001 
91-11-084 
91-15-006 
91-22-088 
91—22-088 
91—04—025 
91—22-088 
91—04—025 
91-11-084 
91-15-006 
91-11-084 
91-15-006 
91-04-025 
91-11-084 
91-15-006 
9104-025 
91-04-025 
91-04-025 
91-23-062 
91-22-088 
91-11—084 
91-15-006 
91-11—084 
91-15—006 
91—22-088 
91-22-088 
91—22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-22-088 
91-23-062 
91-23-062 
91—23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-23-062 
91-04-024 
91-04-024 
91-04-024 
91-03-091 
91-03-091 


Table of WAC Sections Affected 


WAC # WSR # 
308-96A—520 NEW 91-03-091 
308-96A—530 NEW 91-03-091 
308-96A—540 NEW 91-03-091 
308-96A-550 NEW 91-03-091 
308-96A-560 NEW 91-03-091 
308-120-100 DECOD 91-07-049 
308-120-100 AMD 91-07-067 
308-120-161 DECOD 91-07-049 
308-120-162 DECOD  91-07-049 
308-120-163 DECOD 91-07-049 
308-120-164 DECOD  91-07-049 
308-120-165 DECOD  91-07-049 
308-120-166 DECOD  91-07-049 
308-120-168 AMD 91-07-032 
308-120-168 DECOD  91-07-049 
308-120-170 DECOD  91-07-049 
308-120-180 DECOD  91-07-049 
308-120-185 DECOD  91-07-049 
308-120-186 DECOD 91-07-049 
308-120-270 DECOD 91-07-049 
308-120-275 DECOD 91-07-048 
308-120-300 DECOD  91-07-049 
308-120-305 DECOD 91-07-049 
308-120-315 DECOD  91-07-049 
308-120-325 DECOD 91-07-049 
308-120-335 DECOD 91-07-049 
308-120-338 DECOD  91-07-049 
308-120-345 DECOD  91-07-049 
308-120-360 DECOD 91-07-049 
308-120-365 REP 91-07—049 
308-120-400 DECOD  91-07-049 
308-120-410 DECOD 91-07-049 
308-120-420 DECOD 91-07-049 
308-120-430 DECOD 91-07-049 
308-120-440 DECOD  91-07-049 
308-120-450 DECOD  91-07-049 
308-120-505 DECOD  91-07-049 
308-120-506 DECOD  91-07-049 
308-120-525 DECOD 91-07-049 
308-120-530 DECOD 91-07-049 
308-120-535 DECOD 91-07-049 
308-120-540 DECOD 91-07-049 
308-120-545 DECOD 91-07-049 
308-120-550 DECOD 91-07-049 
308-120-555 DECOD 91-07-049 
308-120-560 DECOD 91-07-049 
308-120-565 DECOD 91-07-049 
308-120-565 AMD 91-07-067 
308-120-570 DECOD 91-07-049 
308-120-575 DECOD 91-07-049 
308-120—610 AMD 91-07-032 
308-120-620 DECOD 91-07-049 
308-120-700 DECOD 91-07-049 
308-120-710 DECOD 91-07-049 
308-120-720 DECOD  91-07-049 
308-120-730 DECOD 91-07-049 
308-120-740 DECOD 91-07-049 
308-120-750 DECOD 91-07-049 
308-120-760 DECOD 91-07-049 
308-120-770 DECOD 91-07-049 
308-120-780 DECOD 91-07-049 
308-120-800 DECOD 91-07-049 
308-120-810 DECOD 91-07-049 
308-121-110 DECOD  91-07-049 
308-121-120 DECOD 91-07-049 
308-121-130 DECOD  91-07-049 
308-121-140 DECOD  91-07-049 
308-121-145 DECOD 91-07-049 
308-121-150 DECOD 91-07-049 
308-121-155 DECOD  91-07-049 
308-121-160 DECOD 91-07-049 
308-121-165 DECOD 91-07-049 
308-121-170 DECOD 91-07-049 
308-121-175 DECOD 91-07-049 
308-121-180 DECOD  91-07-049 
308-122-001 DECOD  91-04-020 
308-122-005 DECOD 91-04-020 


WACH WSR # 
308-122-006 DECOD  91-04-020 
308-122-060 DECOD  91-04-020 
308-122-200 DECOD  91-04-020 
308-122-200 AMD 91-04-021 
308-122-211 DECOD 9104020 
308-122-215 DECOD 91-04020 
308-122-220 DECOD 91-04-020 
308-122-225 DECOD 91-04-020 
308-122-230 DECOD 91-04020 
308-122-235 DECOD 91-04-020 
308-122-275 DECOD 91-05-028 
308-122-280 DECOD  91-04-020 
308-122-350 DECOD  91-04-020 
308-122-360 DECOD 91-04-020 
308-122-360 AMD 91—04-021 
308-122-370 DECOD  91-04-020 
308-122-380 REP 91-04-021 
308-122-380 DECOD-W 91-12-035 
308-122-390 REP 91-04-021 
308-122-390 DECOD-W 91-12-035 
308-122-400 REP 91-04-021 
308-122-400 DECOD-W 91-12-035 
308-122-410 REP 91-04-021 
308-122-410 DECOD-W 91-12-035 
308-122-420 REP 91-04-021 
308-122-420 DECOD-W 91-12-035 
308-122-430 DECOD 91-04-020 
308-122-440 DECOD 91-04-020 
308-122-450 DECOD 91-04-020 
308-122-500 REP 91-04-021 
308-122-500 DECOD-W 91-12-035 
308-122-505 DECOD 91-04-020 
308-122-510 DECOD 91-04-020 
308-122-515 DECOD 91-04-020 
308-122-515 AMD 91-04-021 
308-122-520 DECOD  91-04-020 
308-122-520 AMD 91-04-021 
308-122-525 DECOD  91-04-020 
308-122-530 DECOD 91-04-020 
308-122-535 DECOD  91-04-020 
308-122-540 DECOD 91-04-020 
308-122-545 DECOD 91-04-020 
308-122-600 DECOD 91-04-020 
308-122-610 DECOD 91-04-020 
308-122-620 DECOD 91-04-020 
308-122-630 DECOD 91-04-020 
308-122-640 DECOD 91-04-020 
308-122-650 DECOD 91-04-020 
308-122-660 DECOD 91-04-020 
308-122-660 AMD 91-04-021 
308-122-670 DECOD 91-04-020 
308-122-670 AMD 9104-021 
308-122-680 DECOD  91-04-020 
308-122-690 DECOD  91-04-020 
308-122-695 DECOD 91-04020 
308-122-700 DECOD 91-04-020 
308-122-710 DECOD 91-04020 
308-122-720 DECOD 91-04-020 
308-124A-025 AMD-P  91-20-136 
308-124A-025 AMD 91-23-006 ` 
308-124A-110 — AMD-P 91-20-136 
308-124A-110 AMD 91-23-006 
308-124A-120 ^ AMD-P 91-20-136 
308-124A-120 AMD 91-23-006 
308-124A-422 МЕМ-Р 91-20-136 
308-124A-422 МЕМ 91-23-006 
308-124A-425 AMD-P 91-20-136 
308-124A-425 AMD 91-23-006 
308-124A-430 AMD-P 91-03-047 
308-124A-430 AMD 91-07-029 
308-124A-570 — NEW-P 91-20-136 
308-124A-570 NEW 91-23-006 
308-124A-600 | NEW-P 91-20-136 
308-124A-600 NEW 91-23-006 
308-124E-012 — AMD-P  91-09-013 
308-124E-012 AMD 91-12-012 
308-124E-012 — AMD-P 91-20-136 


Table of WAC Sections Affected 


WAC # WSR # WAC jg WSR # 
308-124E-012 АМР 91-23-006 308-171—330 DECOD 91-05-027 
308-124E-013 ^ AMD-P 91-20-136 308-173-210 DECOD 91-07-049 
308-124E-013 AMD 91-23-006 308-173-220 DECOD  91-07-049 
308-124E-014 AMD-P 91-20-136 308-173-230 DECOD 91-07-049 
308-124E-014 AMD 91-23-006 308-173-240 DECOD 91-07-049 
308-124H-010 — AMD-P 91-03-047 308-173-245 DECOD 91-07-049 
308-124H-010 АМР 91-07-029 308-173-250 DECOD 91-07-049 
308-124H-010 — REP-P 91-20-136 308-173-255 DECOD 91-07-049 
308-124H-010 REP 91-23-006 308-173-260 DECOD 91-07-049 
308-124H-025 ^ AMD-P 91-03-047 308-173-265 DECOD 91-07-049 
308-124H-025 AMD 91-07-029 308-173-270 DECOD 91-07-049 
308-124H-025 — AMD-P 91-20-136 308-173-275 DECOD 91-07-049 
308-124H-025 AMD 91-23-006 308-173-280 DECOD 91-07-049 
308-124H-270 | AMD-P 91-20-136 314-12-035 AMD-P 91-16-081 
308-124H-270 AMD 91-23-006 314-12-035 AMD-W 91-19-096 
308-124H-520 — AMD-P 91-09-065 314-12-035 AMD-P 91-19-097 
308-124H-520 AMD 91-12-013 314-12-035 AMD 91-22-114 
308-124H-540 — AMD-P 91-03-047 314-12-140 AMD-P 91-22-099 
308-124H-540 AMD 91-07-029 314-12-141 NEW-P  91-16-082 
308-124H-800 МЕМ-Р 91-09-013 314-12-141 NEW 91-19-071 
308-124H-800 NEW 91-12-012 314-16-125 AMD-P 91-05-085 
308-125-010 NEW 91-04-074 314-16-125 AMD-C 91-09-005 
308-125-020 NEW 91-04-074 314-16-125 AMD-W 91-10-045 
308-125-030 NEW 91-04-074 314-16-125 AMD-P 91-16-083 
308-125-035 NEW-P 91-20-137 314-16-125 AMD 91-19-098 
308-125-035 NEW 91-23-007 314-16-125 AMD 92-01-105 
308-125-040 NEW 91-04-074 314-16-250 AMD-P 91-16-081 
308-125-040 AMD-P 91-20-137 314-16-250 AMD 91-19-070 
308-125-040 AMD 91-23-007 314-18-060 AMD-P 91-22-075 
308-125-045 NEW-P 91-20-137 314-18-060 AMD 92-01-080 
308-125-045 NEW 91-23-007 314-20-020 AMD-P 91-05-086 
308-125-050 NEW 91-04-074 314-20-020 AMD 91-08-022 
308-125-060 NEW 91-04-074 31420020 AMD-P 91-24-087 
308-125-070 NEW 91-04-074 314-24-040 AMD-P 91-24-086 
308-125-080 NEW 91-04-074 314-24-230 NEW-P 91-19-014 
308-125-090 NEW 91-04-074 314-24-230 NEW 91-21-132 
308-125-100 NEW 91-04-074 314-24-240 NEW-P 91-19-014 
308-125-110 NEW 91-04-074 314-24-240 NEW 91-21-132 
308-125-120 NEW 91-04-074 314-24-250 NEW-P 91-19-014 
308-125-130 NEW 91-04-074 314-24-250 NEW 91-21-132 
308-125-140 NEW 91-04-074 314-26-010 AMD-P 91-16-081 
308-125-150 NEW 91-04-074 314-26-010 AMD 91-19-070 
308-125-160 NEW 91-04-074 314-38-040 NEW-P 91-22-074 
308-125-170 NEW 91-04-074 314-38-040 NEW 92-01-079 
308-125-180 NEW 91-04-074 314-52-015 AMD-C 91-03-007 
308-125-190 NEW 91-04-074 314-52-015 AMD-W 91-04-085 
308-125-200 NEW 91-04-074 314-64-030 REP-P 91-16081 
308-125-210 NEW 91-04-074 314-64-030 REP 91-19-070 
308-128B-080 ^ AMD-P 91-08-049 314-64-050 AMD-P 91-16-081 
308-128B-080 AMD 91-11-066 314-64-050 AMD 91-19-070 
308-138-055 REP-P 91-03-117 315-04-190 AMD-P 91-16-084 
308-171-001 DECOD 91-05-027 315-04-190 AMD 91-20-062 
308-171-001 AMD-P 91-05-088 315-04-205 NEW-P 91-07-070 
308-171-002 DECOD 91-05-027 315-04-205 NEW 91-11-033 
308-171-003 DECOD 91-05-027 315-06-095 NEW-P 91-16-084 
308-171-010 DECOD 91-05-027 315-06-095 NEW 91-20-062 
308-171-010 AMD-P 91-05-088 315-06-120 AMD 91-03-036 
308-171-020 DECOD 91-05-027 315-06-125 AMD-P 91-16-084 
308-171-020 AMD-P 91-05-088 315-06-125 AMD 91-20-062 
308-171-040 DECOD 91-05-027 315-10-080 NEW-P 91-16-084 
308-171-041 DECOD 91-05-027 315-10-080 NEW 91-20-062 
308-171-041 AMD-P 91-05-088 315-11-200 REP 91-03-034 
308-171-045 DECOD 91-05-027 315-11-201 REP 91-03-034 
308-171-100 DECOD 91-05-027 315-11-202 REP 91-03-034 
308-171-101 DECOD 91-05-027 315-11-210 REP 91-03-034 
308-171-102 DECOD 91-05-027 315-11-211 REP 91-03-034 
308-171-103 DECOD 91-05-027 315-11-212 REP 91-03-034 
308-171-103 AMD-P 91-05-088 315-11-220 REP 91-03-034 
308-171-104 DECOD 91-05-027 315-11-221 REP 91-03-034 
308-171-200 DECOD 91-05-027 315-11-222 REP 91-03-034 
308-171-201 DECOD 91-05-027 315-11-230 REP 91-03-034 
308-171-202 DECOD 91-05-027 315-11-231 REP 91-03-034 
308-171-300 DECOD 91-05-027 315-11-232 REP 91-03-034 
308-171-301 DECOD 91-05-027 315-1 1-240 REP 91-03-034 
308-171-302 DECOD 91-05-027 315-11-241 REP 91-03-034 
308-171-310 DECOD 91-05-030 315-11-242 REP 91-03-034 
308-171-320 DECOD 91-05-027 315-11-250 REP 91-03-034 


[427] 


WAC # WSR # 
315-11—251 REP 91-03-034 
315-1 1-252 REP 91-03-034 
315-1 1-260 REP 91-03-034 
315-1 1-261 REP 91-03-034 
315-1 1-262 REP 91-03-034 
315-1 1-270 REP 91-03-034 
315-1 1-271 REP 91-03-034 
315-1 1-272 REP 91-03-034 
315-1 1-280 REP 91-03-034 
315-1 1-281 REP 91-03-034 
315-1 1-282 REP 91-03-034 
315-11-290 REP 91-03-034 
315-11-291 REP 91-03-034 
315-11-292 REP 91-03-034 
315-11—300 REP 91-03-034 
315-11-301 REP 91-03-034 
315-11-302 REP 91-03-034 
315-11-310 REP 91-03-034 
315-11-311 REP 91-03-034 
315-11-312 REP 91-03-034 
315-11-320 REP 91-03-034 
315-11-321 REP 91-03-034 
315-11-322 REP 91-03-034 
315-11-330 REP 91-03-034 
315-11-331 REP 91-03-034 
315-11-332 REP 91-03-034 
315-11—340 REP 91-03-034 
315-11—341 REP 91-03-034 
315-11-342 REP 91-03-034 
315-11—350 REP 91-03-034 
315-11-351 REP 91-03-034 
315-1 1-352 REP 91-03-034 
315-1 1-360 REP 91-03-034 
315-11—361 REP 91-03-034 
315—11-362 REP 91-03-034 
315-11-370 REP 91-03-034 
315-11—371 REP 91-03-034 
315-11-372 REP 91-03-034 
315-11—380 REP 91-03-034 
315-11—381 REP 91-03-034 
315-11-382 REP 91-03-034 
315-11—390 REP 91-03-034 
315-11-391 REP 91-03-034 
315-11-392 REP 91-03-034 
315-11-590 AMD 91-03-036 
315-11-591 AMD 91-03-036 
315-11-610 NEW 91-03-036 
315-11-611 NEW 91-03-036 
315-11-611 AMD-P 91-03-112 
315-11-611 AMD 91-06-074 
315-11-612 NEW 91-03-036 
315-11-620 NEW-P 91-03-112 
315-11-620 NEW 91-06-074 
315-11-621 NEW-P 91-03-112 
315-11-621 NEW 91-06-074 
315-11—622 NEW-P 91-03-112 
315-11-622 NEW 91-06-074 
315-11-630 NEW-P 91-03-112 
315-11-630 NEW 91-06-074 
315-11-630 AMD-P 91-12-069 
315-11-630 AMD 91-15-037 
315-11-631 NEW-P 91-03-112 
315-11-631 NEW 91-06-074 
315-11-632 NEW-P 91-03-112 
315-11-632 NEW 91-06-074 
315-11-632 AMD-P 91-12-069 
315-11-632 AMD 91-15-037 
315-11-640 NEW-P 91-07-070 
315-11—640 NEW 91-11-033 
315-11—641 NEW-P 91-07-070 
315-11—641 NEW 91-11-033 
315-11-642 NEW-P 91-07-070 
315-11-642 NEW 91-11-033 
315-11-650 NEW-P 91-07-070 
315-11—650 NEW 91-11-033 
315-11—651 NEW-P 91-07-070 
315-11—651 NEW 91-11-033 


Table of WAC Sections Affected 


WACH WSR 4 WAC # WSR # 
315-11-652 NEW-P 91-07-070 315-33-060 AMD 91-20-062 
315-11-652 NEW 91-11-033 315-33A-010 NEW-P  91-16-084 
315-11-660 NEW-P 91-07-070 315-33A-010 NEW 91-20-062 
315-11-660 NEW 91-11-033 315-33A-020 NEW-P 91-16-084 
315-11—660 AMD-P 91-16-084 315-33A-020 NEW 91-20-062 
315-11—660 AMD 91-20-062 315-33A-030 NEW-P  91-16-084 
315-11-661 NEW-P 91-07-070 315-33A-030 NEW 91-20-062 
315-11—661 NEW 91-11-033 315-33A-040 NEW-P 91-16-084 
315-11-661 AMD-P 91-16-084 315-33A-040 NEW 91-20-062 
315-11-661 AMD 91-20-062 315-33A-050 NEW-P  91-16-084 
315-11-662 NEW-P 91-07-070 315-33A-050 NEW 91-20-062 
315-11-662 NEW 91-11-033 315-33A-060 NEW-P 91-16-084 
315-11-662 AMD-P 91-16-084 315-33A-060 NEW 91-20-062 
315-1 1-662 AMD 91-20-062 315-33A-070 NEW-P 91-16-084 
315-11-670 NEW-P 91-12-069 315-33A-070 NEW 91-20-062 
315-11—670 NEW 91-15-037 315-40-010 NEW-P  91-24-100 
315-11-671 NEW-P 91-12-069 315-40-020 NEW-P  91-24-100 
315-11-671 NEW 91-15-037 315-40-030 NEW-P 91-24-100 
315-11-672 NEW-P  91-12-069 315-40-040 NEW-P 91-24-100 
315-11-672 NEW 91-15-037 315-40-050 NEW-P 91-24-100 
315-11-680 NEW-P 91-12-069 315-40-060 NEW-P 91-24-100 
315-11—680 NEW 91-15-037 315-40-070 NEW-P  91-24-100 
315-11—680 AMD-P 91-19-108 315-40-080 NEW-P 91-24-100 
315-11-680 AMD 91-22-113 315-41-50100 МЕМ-Р 91-24-100 
315-11-681 NEW-P  91-12-069 315-41-50110 — NEW-P 91-24-100 
315-11—681 NEW 91-15-037 315-41-50120 — NEW-P 91-24-100 
315-11-682 NEW-P 91-12-069 315-41-50200 МЕМ-Р 91-24-100 
315-11-682 NEW 91-15-037 315-41-50210 МЕМ-Р 91-24-100 
315-11-690 NEW-P  91-16-084 315-41-50220 МЕМ-Р 91-24-100 
315-11-690 NEW 91-20-062 315-41-50300 — NEW-P 91-24-100 
315-11-691 NEW-P 91-16-084 315-41-50310 — NEW-P 91-24-100 
315-11-691 NEW 91-20-062 315-41-50320 МЕМ-Р 91-24-100 
315-11-691 AMD-P 91-24-100 317-10-010 NEW-P 91-14-111 
315-11-692 NEW-P 91-16-084 317-10-010 NEW 91-22-086 
315-11—692 NEW 91-20-062 317-10-020 NEW-P 91-14-111 
315-11—700 NEW-P 91-16-084 317-10-020 NEW 91-22-086 
315-11-700 NEW 91-20-062 317-10-030 NEW-P  91-14-111 
315-11-700 REP-P 91-20-155 317-10-030 NEW 91-22-086 
315-11-700 REP 91-23-027 317-10-035 NEW-P  91-14-111 
315-11-701 NEW-P 91-16-084 317-10-035 NEW 91-22-086 
315-11-701 NEW 91-20-062 317-10-040 NEW-P 91-14-11] 
315-11-701 REP-P 91-20-155 317-10-040 NEW 91-22-086 
315-11-701 REP 91-23-027 317-10-045 NEW-P 91-14-11 
315-11—702 NEW-P 91-16-084 317-10-045 NEW 91-22-086 
315-11-702 NEW 91-20-062 317-10-050 NEW-P 91-14-111 
315-11-702 REP-P 91-20-155 317-10-050 NEW 91-22-086 
315-11-702 REP 91-23-027 317-10-060 NEW-P 91-14-111 
315-11-703 NEW-P 91-20-156 317-10-060 NEW 91-22-086 
315-11-703 NEW 91-23-028 317-10-065 NEW-P 91-14-11 
315-11-704 NEW-P 91-20-156 317-10-065 NEW 91-22-086 
315-1 1-704 NEW 91-23-028 317-10-070 NEW-P 91-14-111 
315-11-705 NEW-P 91-20-156 317-10-070 NEW 91-22-086 
315-11-705 NEW 91-23-028 317-10-075 NEW-P  91-14-111 
315-11-710 NEW-P 91-19-108 317-10-075 NEW 91-22-086 
315-11-710 NEW-W 91-22-036 317-10-080 NEW-P 91-14-111 
315-11-710 NEW-P  91-24-100 317-10-080 NEW 91-22-086 
315-11-711 NEW-P 91-19-108 317-10-085 NEW-P 91-14-11 
315-11-711 NEW-W  91-22-036 317-10-085 NEW 91-22-086 
315-11-711 NEW-P 91-24-100 317-10-090 NEW 91-22-086 
315-11-712 NEW-P 91-19-108 317-10-092 NEW 91-22-086 
315-11-712 NEW-W 91-22-036 317-10-094 NEW 91-22-086 
315-11-712 NEW-P 91-24-100 317-10-096 NEW 91-22-086 
315-11-720 NEW-P 91-19-108 317-10-098 NEW-P  91-14-111 
315-11-720 NEW 91-22-113 317-10-098 NEW 91-22-086 
315-11-721 NEW-P 91-19-108 318-04-020 AMD-P 91-16-086 
315-11-721 NEW 91-22-113 318-04-020 AMD 91—19-073 
315-11-722 NEW-P 91-19-108 318-04-030 AMD-P 91-16-086 
315-11-722 NEW 91-22-113 318-04-030 AMD 91-19-073 
315-11-730 NEW-P 91-24-100 318-05-010 NEW-P  91-16-086 
315-11-731 NEW-P 91-24-100 318-05-010 NEW-W  91-21-020 
315-11-732 NEW-P 91-24-100 318-05-020 NEW-P 91-16-086 
315-11-740 NEW-P 91-24-100 318-05-020 NEW-W  91-21-020 
315-11-741 NEW-P 91-24-100 318-05-030 NEW-P 91-16-086 
315-11-742 NEW-P 91-24-100 318-05-030 NEW-W  91-21-020 
315-12-140 REP 91-03-035 318-05-040 NEW-P 91-16-086 
315-12-145 NEW 91-03-036 318-05-040 NEW-W  91-21-020 
315-33-060 AMD-P 91-16-084 318-05-050 NEW-P 91-16-086 


WAC j 


326-30-03904 
326-30-03904 
326-30-03904 
332-08-005 
332-08-005 
332-08-010 
332-08-010 
332-08-015 
332-08-015 
332-08-020 
332-08-020 
332-08-025 
332-08-025 
332-08-040 
332-08-040 
332-08-050 
332-08-050 
332-08-060 
332-08—060 
332-08-070 
332-08-070 
332-08-080 
332-08—080 
332-08—090 
332-08-090 
332-08-100 
332-08-100 
332-08-105 
332-08-105 
332-08-110 
332-08-110 
332-08-115 
332-08-115 
332-08-120 
332-08-120 
332-08-125 
332-08-125 
332-08-125 
332-08-125 
332-08-130 
332-08-130 
332-08-140 
332-08-140 
332-08-150 
332-08-150 
332-08-160 
332-08-160 
332-08-170 
332-08-170 
332-08-180 
332-08-180 
332-08-190 
332-08-190 
332-08-200 
332-08-200 
332-08-210 
332-08-210 
332-08-220 
332-08-220 
332-08-230 
332-08-230 
332-08-240 
332-08—240 
332-08-250 
332-08-250 
332-08-260 
332-08-260 
332-08-270 
332-08-270 
332-08-280 
332-08-280 
332-08—290 
332-08-290 
332-08-300 
332-08-300 
332—08-305 
332-08-305 


WSR 4 


91-12-051 
91-14-105 
91-18-041 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91—08—066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91--13-059 
91-08-066 
91-13-059 
91—08—066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-21—138А 
92-01-027 
91—08—066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91--13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91--13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08—066 
91-13—059 


WAC # 


332-08-310 
332-08-310 
332-08-315 
332-08-315 
332-08-315 
332-08-315 
332-08-320 
332-08-320 
332-08-330 
332-08—330 
332-08-340 
332-08-340 
332-08—350 
332-08-350 
332-08-360 
332-08-360 
332-08-370 
332-08-370 
332-08-380 
332-08-380 
332—08--390 
332-08-390 
332-08-400 
332-08-400 
332-08-405 
332-08-405 
332-08-410 
332-08-410 
332-08-420 
332-08-420 
332-08-430 
332-08-430 
332-08-440 
332-08-440 
332-08-450 
332-08-450 
332-08-460 
332-08-460 
332-08-470 
332-08-470 
332-08-480 
332-08-480 
332-08-500 
332-08-500 
332-08—505 
332-08-505 
332-08-510 
332-08-510 
332-08-515 
332-08-515 
332-08—-515 
332-08-515 
332-08-520 
332-08-520 
332-08-525 
332-08-525 
332-08-530 
332-08-530 
332-08—535 
332-08-535 
332-08—540 
332-08-540 
332-08—545 
332-08-545 
332-08-550 
332-08—550 
332-08-560 
332-08-560 
332-08-570 
332-08-570 
332-08—580 
332-08-580 
332-08—590 
332-08—590 
332-10-020 
332-10-020 
332-10-030 


REP-P 
REP 
NEW-P 
NEW 
AMD-P 
AMD 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
AMD-P 
AMD 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
NEW-P 
NEW 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
REP-P 
REP 
AMD-P 
AMD 
AMD-P 


WSR 4 


91—08—066 
91-13-059 
91—08—066 
91-13-059 
91-21-138A 
92-01-027 
9108-066 
91-13-059 
91—08-066 
91-13-059 
91—08—066 
91-13-059 
91-08—066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08—066 
91-13-059 
91—08-066 
91-13-059 
91-08-066 
91-13-059 
91—08-066 
91-13-059 
9108-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91--13-059 
91—08-066 
91-13-059 
91—08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08—066 
91-13-059 
91-08-066 
91-13-059 
91-21-138A 
92-01-027 
91—08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91—08—-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08—066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91-08-066 
91-13-059 
91—09—060 
91-14-014 
91-09-060 


Table of WAC Sections Affected 


WAC # 


332-10-030 
332-10-035 
332-10-035 
332-10-040 
332-10-040 
332-10-045 
332-10-045 
332-10-050 
332-10-050 
332-10-060 
332-10—060 
332-10-070 
332-10-070 
332-10-080 
332-10-080 
332-10-100 
332-10-100 
332-10-120 
332-10-120 
332-10-130 
332-10-130 
332-10-135 
332-10-135 
332-10-140 
332-10-140 
332-10-145 
332-10-145 
332-18-010 
332-18-130 
332-22-020 
332-22-020 
332-22-050 
332-22-070 
332-22-100 
332-22-105 
332-22-160 
332-22-160 
332-22-170 
332-22-170 
332-22-180 
332-22-180 
332-22-190 
332-22-190 
332-22-200 
332-22-200 
332-22-210 
332-22-210 
332-22-220 
332-22-220 
332-22-230 
332-22-230 
332-22-240 
332-22-240 
332-24-005 
332-24-005 
332-24-201 
332-24-201 
332-24-211 
332-24-211 
332-24-225 
332-24-225 
332-24-225 
332-24-231 
332-24-231 
332-24-234 
332-24-234 
332-24-238 
332-24-238 
332-24-301 
332-24-301 
332-24-405 
332-24-405 
332-24-409 
332-24-409 
332-24-600 
332-24-600 
332-26-010 


WSR 4 WAC # WSR # 
AMD 91-14-014 332-26-015 NEW-E 91-20-059 
REP-P 91-09-060 332-26-015 REP-E 91-21-008 
REP 91-14-014 332-26-020 NEW-E 91-15-001 
AMD-P 91-09-060 332-26-030 NEW-E  91-21-066 
AMD 91-14-014 332-26-031 NEW-E 91-21-105 
REP-P 91-09-060 332-26-031 REP-E 91-22-001 
REP 91-14-014 332-26-040 NEW-E 91-15-001 
AMD-P 91-09-060 332-26-050 NEW-E 91-15-001 
AMD 91-14-014 332-26-060 NEW-E 91-15-001 
AMD-P 91-09-060 332-26-080 NEW-E 91-09-029 
AMD 91-14-014 332-26-081 NEW-E 91-10-067 
AMD-P 91-09-060 332-26-082 NEW-E  91-14-083 
AMD 91-14-014 332-26-082 REP-E 91-21-008 
AMD-P 91-09-060 332-26-083 NEW-E  91-14-083 
AMD 91-14-014 332-26-084 NEW-E 91-21-008 
AMD-P 91-09-060 332-26-084 REP-E 91-21127 
AMD 91-14-014 332-26-085 NEW-E 91-21-056 
AMD-P 91-09-060 332-26-085 REP-E 91-22-007 
AMD 91-14-014 332-26-086 NEW-E  91-21-127 
AMD-P 91-09-060 332-26-086 REP-E 91-22-016 
AMD 91-14-014 332-26-087 NEW-E 91-22-001 
REP-P 91-09-060 332-30-106 AMD-P 91-18-059 
REP 91-14-014 332-30-106 AMD-W 91-18-072 
AMD-P 91-09-060 332-30-106 AMD-P 91-19-099 
AMD 91-14-014 332-30-106 AMD 91-22-079 
NEW-P 91-09-060 332-30-122 AMD-P 91-18-059 
NEW 91-14-014 332-30-122 AMD-W 91-18-072 
AMD-P 91-21-140 332-30-122 AMD-P 91-19-099 
NEW-P 91-21-140 332-30-122 AMD 91-22-079 
AMD-P 91-23-053 332-48-010 REP-P 91-15107 
AMD-E 91-23-054 332-48-010 REP 91-20-060 
AMD-P 91-23-055 332-48-020 REP-P 91-15-107 
REP-P 91-23-055 332-48-020 REP 91-20-060 
AMD-P 91-23-055 332-52-065 AMD-P 91-13-090 
AMD-P 91-23-055 332-52-065 AMD-C 91-17-031 
NEW-P 91-23-053 332-100-030 AMD-P 91-18-059 
NEW-E 91-23-054 332-100-030 AMD-W 91-18-072 
NEW-P 91-23-053 332-100-030 AMD-P 91-19-099 
NEW-E 91-23-054 332-100-030 AMD 91-22-079 
NEW-P 91-23-053 332-100-050 AMD-P 91-18-059 
NEW-E 91-23-054 332-100-050 AMD-W  91-18-072 
NEW-P 91-23-053 332-100-050 AMD-P 91-19-099 
NEW-E 91-23-054 332-100-050 AMD 91-22-079 
NEW-P 91-23-053 332-130-010 AMD-P 91-23-065 
NEW-E 91-23-054 332-130-020 AMD-P 91-15-060 
NEW-P 91-23-053 332-130-020 AMD 91-19-013 
NEW-E 91-23-054 332-130-020 AMD-P  91-23-065 
NEW-P 91-23-053 332-130-025 NEW-P 91-23-065 
NEW-E  91-23-054 332-130-060 AMD-P 91-15-060 
NEW-P 91-23-053 332-130-060 AMD 91-19-013 
NEW-E 91-23-054 352-12-010 AMD-P 91-03-142 
NEW-P 91-23-053 352-12-010 AMD-W 91-16-078 
NEW-E  91-23-054 352-12-020 AMD-P 91-03-142 
AMD-P 91-15-107 352-12-020 AMD 91-09-001 
AMD 91-20-060 352-12-030 AMD-P 91-03-142 
AMD-P 91-15-107 352-12-030 AMD 91—09-001 
AMD 91-20-060 352-32-010 AMD-P 91-03-142 
AMD-P 91-15-107 352-32-010 AMD 91-09-001 
AMD 91-20-060 352-32-01 1 AMD-P 92-01-106 
REP-E 91-14-083 352-32-035 AMD-P 91-03-142 
REP-P 91-15-107 352-32-035 AMD 91-09-001 
REP 91-20-060 352-32-045 AMD-P 91-03-142 
AMD-P 91-15-107 352-32-045 AMD 91-09-001 
AMD 91-20-060 352-32-200 AMD-P 91-03-140 
AMD-P 91-15-107 352-32-200 AMD 91-07-014 
AMD 91-20-060 352-32-210 AMD-P 91-03-140 
AMD-P 91-15-107 352-32-210 AMD 91-07-014 
AMD 91-20-060 352-32-250 AMD-P 91-03-142 
AMD-P 91-15-107 352-32-250 AMD 91-09-001 
AMD 91-20-060 352-32-2500 AMD-P 91-19-095 
AMD-P 91-15-107 352-32-25001 AMD 91-22-063 
AMD 91-20-060 352-32-25000 AMD-P 91-19-095 
NEW-P 91-15-107 352-32-25002 AMD-W 91-20-161 
NEW 91-20-060 352-32-25002 AMD-P 92-01-038 
AMD-P 91-15-107 352-32-252 AMD-P 91-03-142 
AMD 91-20-060 352-32-252 AMD 91-09-001 
NEW-E 91-15-001 352-32--270 AMD-P 91-03-142 


WACĄ 


352-32-270 
352-44-010 
352-44—010 
352-44-060 
352-44—060 
352-44-070 
352-44-070 
352-44—080 
352-44-080 
352-44—090 
352-44-090 
352-15 

352-15 

352-75-010 
352-15-010 
352-75-020 
352-75-020 
352-75-030 
352-75-030 
352-75-040 
352-75-040 
352-75-050 
352-75-050 
352-75-060 
352-75-060 
352-75-070 
352-75-070 
352-75-080 
352--75-080 
352-75-090 
352-75-090 
356-05-173 
356-05-173 
356-05-214 
356-05-260 
356-05—-260 
356-05-260 
356-05-260 
356-05—327 
356-05-327 
356-05-493 
356-05-493 
356-06-040 
356-06-040 
356-06-055 
356-06-055 
356-06-055 
356-06-110 
356-06-110 
356-06-110 
356-06-1 10 
356-06-110 
356-09-020 
356-09-020 
356-09-050 
356-09-050 
356-10—050 
356-15-020 
356-15-020 
356-15-020 
356-15-061 
356-15—061 
356-15-061 
356-15—063 
356-15—063 
356-15—063 
356-15—080 
356-15-080 
356-15-080 
356-1 5-080 
356—1 5-130 
356-15-130 
356-1 5-130 
356-15-130 
356-18—060 
356-18—110 
356-18-110 


WSR 4 
AMD 91-09-001 
AMD-P 91-16-096 
AMD 91-19-068 
AMD-P 91-16-096 
AMD 91-19—068 
AMD-P 91-16-096 
AMD 91-19-068 
AMD-P 91-16-096 
AMD 91-19-068 
AMD-P 91-16-096 
AMD 91-19-068 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
AMD-P 91-11-058 
AMD 91-15-103 
NEW-P 91-16-045 
NEW 91-20-030 
NEW-P 91-24-059 
AMD-P 91-16-046 
AMD-C 91-20-021 
AMD-C 91-21-079 
AMD 91-23-107 
AMD-P 91-16-044 
AMD 91-20-031 
NEW-P 91-16-043 
NEW 91-20-032 
AMD-C 91-03-068 
AMD-W 91-05-081 
AMD-P 91-15-077 
AMD-C 91-20-023 
AMD 91-21-081 
NEW-P 91-10-062 
NEW-C 91-13-040 
NEW-C 91-15-074 
NEW-C 91-20-025 
NEW-W 91-23-041 
AMD-P 91-16-051 
AMD 91-20-033 
AMD-P 91-16-047 
AMD 91-20-034 
AMD 91-03-070 
AMD-P 91-04-046 
AMD-C 91-07-054 
AMD-W 91-09-037 
AMD-E 91-15-079 
AMD-P 91-16-089 
AMD 91-20-028 
AMD-E 91-15-079 
AMD-P 91-16-089 
AMD 91-20-028 
AMD 91-03-069 
AMD-E  91-15-027 
AMD-P 91-15-075 
AMD 91-20-027 
AMD 91-05-083 
AMD-P 91-10-063 
AMD 91-13-034 
AMD 91-15-021 
AMD-P 91-24-082 
AMD-P 91-16-050 
AMD 91-20-035 


Table of WAC Sections Affected 


WAC # WSR 4 WAC # 
356-18-112 AMD-C 91-05-082 360-08-340 
356-18-112 AMD 91-07-055 360-08-340 
356-18-116 AMD-P 91-16-042 360-08-350 
356-18-116 AMD-C 91-20-022 360-08-350 
356-18-116 AMD-C 91-21-077 360-08-360 
356-18-116 AMD-C 91-23-104 360-08-360 
356-18-230 NEW-P 91-10-066 360-08-370 
356-18-230 NEW-E  91-11-043 360-08-370 
356-18-230 NEW-E 91-13-043 360-08-380 
356-18-230 NEW 91-14-044 360-08-380 
356-22-090 AMD-P  91-16-049 360-08-390 
356-22-090 AMD 91-20-036 360-08-390 
356-22-120 AMD-P 91-12-034 360-08-400 
356-22-120 AMD 91-15-078 360-08-400 
356-22-130 AMD 91-03-071 360-08-420 
356-22-230 AMD-C 91-03-068 360-08-420 
356-22-230 AMD-W 91-05-081 360-08-520 
356-26-040 AMD-P 91-10-064 360-08-520 
356-26-040 AMD 91-13-041 360-08-530 
356-26-120 AMD-P 91-21-089 360-08-530 
356-30-067 AMD-P 91-15-076 360-08--540 
356-30-067 AMD 91-20-029 360-08-540 
356-30-120 AMD-P 91-18-083 360-08-550 
356-30-120 AMD-C 91-21-078 360-08-550 
356-30-120 AMD-C 91-23-105 360-08-560 
356-30-260 AMD-C 91-05-082 360-08—560 
356-30-260 AMD 91-07-055 360-08-570 
356-30-260 AMD-P 91-15-076 360-08-570 
356-30-260 AMD 91-20-029 360—08--580 
356-30-290 AMD-P 91-15-076 360-08-580 
356-30-290 AMD 91-20-029 360-08—590 
356-30-300 AMD-P 91-16-048 360-08-590 
356-30-300 AMD 91-20-037 360-10 
356-30-305 AMD-C 91-05-082 360-10-010 
356-30-305 AMD 91-07-055 360-10-010 
356-30-305 AMD-P 91-15-076 360-10-020 
356-30-305 AMD 91-20-029 360-10-020 
356-30-320 AMD-P 91-10-065 360-10-030 
356-30-320 AMD 91-13-042 360-10-030 
356-30-320 AMD 91-21-080 360- 10-030 
356-30-330 AMD-P 91-20-026 360-10-030 
356-30-330 AMD-E  91-21-082 360-10-040 
356-30-330 AMD 91-23-106 360-10-040 
356-417-040 AMD-P 91-24-058 360-10-050 
360-08 DECOD-W 91-06-037 360-10-050 
360-08-005 DECOD-P 91-14-033 360-10-050 
360-08-005 DECOD 91-18-057 360-10-050 
360-08-010 DECOD-P 91-14-033 360-10-060 
360-08-010 DECOD 91-18-057 360-10-060 
360-08-040 DECOD-P 91-14-033 360-10-060 
360-08-040 DECOD 91-18-057 360-10-060 
360—08—050 DECOD-P 91-14-033 360-10-080 
360-08-050 DECOD 91-18-057 360-10-080 
360-08-060 DECOD-P 91-14-033 360-11 
360-08-060 DECOD 91-18-057 360-11-005 
360-08-230 DECOD-P 91-14-033 360-11-010 
360-08-230 DECOD 91-18-057 360-11-010 
360-08—240 DECOD-P 91-14-033 360-11-010 
360-08-240 DECOD 91-18-057 360-11-020 
360-08-250 DECOD-P 91-14-033 360-11-020 
360-08-250 DECOD 91-18-057 360-11-020 
360-08-260 DECOD-P 91-14-033 360-11-023 
360-08-260 DECOD 91-18-057 360-11-023 
360-08-270 DECOD-P 91-14-033 360-11-023 
360-08-270 DECOD 91-18-057 360-11-027 
360-08--280 DECOD-P 91-14-033 360-11-027 
360-08-280 DECOD 91-18-057 360-11--027 
360-08-290 DECOD-P 91-14-033 360-11-030 
360-08-290 DECOD 91-18-057 360-11-030 
360-08—300 DECOD-P 91-14-033 360-11-030 
360-08—300 DECOD 91-18-057 360-11-033 
360-08-310 DECOD-P 91-14-033 360-11-033 
360-08-310 DECOD 91-18-057 360-11-033 
360-08-320 DECOD-P 91-14-033 360-11-037 
360-08-320 DECOD  91-18-057 360-11-037 
360-08-330 DECOD-P 91-14-033 360-11-037 
360-08--330 DECOD 91-18-057 360-1 1-040 


[430] 


WSR 4 

DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-05-091 
AMD 91-11-041 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-05-091 
AMD 91-11-041 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-05-091 
AMD 91-11-041 
DECOD-P 91-14-033 
DECOD 91-18-057 ` 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
NEW-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
REP-P 91-19-026 
DECOD-P 91-14-033 
DECOD 91-18-057 
REP-P 91-19-026 
DECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WACH WSR 4 
360-11-040 DECOD 91-18-057 360-16-040 DECOD 91-18-057 360-17-070 DECOD 91-18-057 
360-11-040 AMD-P 91-19-026 360-16-050 DECOD-P 91-14-033 360-17-075 NEW-W 91-05-049 
360-11-045 DECOD-P 91-14-033 360-16-050 DECOD 91-18-057 360-17-080 DECOD-P 91-14-033 
360-11-045 DECOD 91-18-057 360-16-070 DECOD-P 91-14-033 360-17-080 DECOD 91-18-057 
360-11-045 REP-P 91-19-026 360-16-070 DECOD  91-18-057 360-17-090 DECOD-P 91-14-033 
360-11-060 DECOD-P 91-14-033 360-16-094 DECOD-P 91-14-033 360-17-090 DECOD 91-18-057 
360-11-060 DECOD  91-18-057 360-16-094 DECOD 91-18-057 360-17-095 NEW-W  91-05-049 
360-11-060 REP-P 91-19-026 360-16-096 DECOD-P 91-14-033 360-17-100 AMD-W 91-05-049 
360-11-065 NEW-P  91-19-026 360-16-096 DECOD 91-18-057 360-17-100 DECOD-P 91-14-033 
360-11-070 DECOD-P 91-14-033 360-16-098 DECOD-P 91-14-033 360-17-100 DECOD 91-18-057 
360-11-070 DECOD 91-18-05? 360-16-098 DECOD 91-18-057 360-18 DECOD-W 91-06-037 
360-11-070 AMD-P 91-19-026 360-16-120 DECOD-P 91-14-033 360-18-010 DECOD-P 91-15-003 
360-12 DECOD-W 91-06-037 360-16-120 DECOD 91-18-057 360-18-010 DECOD 91-19-028 
360-12-015 DECOD-P 91-14-033 360-16-150 DECOD-P 91-14-033 360-18-020 AMD-P 91-08-078 
360-12-015 DECOD 91-18-057 360-16-150 DECOD 91-18-057 360-18-020 AMD 91-13-002 
360-12-050 DECOD-P 91-14-033 360-16-180 DECOD-P 91-14-033 360-18-020 DECOD-P 91-15-003 
360-12-050 DECOD 91-18-057 360-16-180 DECOD 91-18-05? 360-1 8-020 DECOD 91-19-028 
360-12-065 DECOD-P 91-14-033 360-16-200 DECOD-P 91-14-033 360-18-025 DECOD-P 91-15-003 
360-12-065 DECOD 91-18-05? 360-16-200 DECOD 91-18-057 360-18-025 DECOD 91-19-028 
360-12-110 DECOD-P 91-14-033 360-16-210 DECOD-P 91-14-033 360-19 DECOD-W 91-06-037 
360-12-110 DECOD 91-18-057 360-16-210 DECOD 91-18-057 360-19-010 DECOD-P 91-14-033 
360-12-120 DECOD-P 91-14-033 360-16-220 DECOD-P 91-14-033 360-19-010 DECOD 91-18-057 
360-12-120 DECOD 91-18-057 360-16-220 DECOD 91-18-057 360-19-020 DECOD-P 91-14-033 
360-12-125 DECOD-P 91-14-033 360-16-230 DECOD-P 91-14-033 360-19-020 DECOD 91-18-057 
360-12-125 DECOD  91-18-057 360-16-230 DECOD 91-18-057 360-19-030 DECOD-P 91-14-033 
360-12-128 AMD-P 91-08-078 360-16-235 DECOD-P 91-14-033 360-19-030 DECOD  91-18-057 
360-12—128 AMD 91-13-002 360-16-235 DECOD 91-18-057 360-19-040 DECOD-P 91-14-033 
360-12-128 DECOD-P 91-15-003 360-16-245 DECOD-P 91-14-033 360-19—040 DECOD 91-18-057 
360-12-128 DECOD  91-19-028 360-16-245 DECOD 91-18-057 360-19-050 DECOD-P 91-14-033 
360-12-130 DECOD-P 91-14-033 360-16-255 DECOD-P 91-14-033 360-19-050 DECOD 91-18-057 
360-12-130 DECOD 91-18-057 360-16-255 DECOD 91-18-057 360-19-060 DECOD-P 91-14-033 
360-12-140 DECOD-P 91-14-033 360-16-265 DECOD-P 91-14-033 360-19-060 DECOD 91-18-057 
360-12-140 DECOD 91-18-057 360-16-265 DECOD 91-18-057 360-19-070 DECOD-P 91-14-033 
360-12-150 DECOD-P 91-14-033 360-16-270 DECOD-P 91-14-033 360-19-070 DECOD 91-18-057 
360-12-150 DECOD 91-18-057 360-16-270 DECOD 91-18-05? 360-19-080 DECOD-P 91-14-033 
360-12-160 DECOD-P 91-14-033 360-16-290 DECOD-P 91-14-033 360-19-080 DECOD 91-18-057 
360-12-160 DECOD 91-18-057 360-16-290 DECOD 91-18-057 360—19--090 DECOD-P 91-14-033 
360-13 DECOD-W 91-06-037 360-16-300 DECOD-P 91-14-033 360—19--090 DECOD 91-18-057 
360-13-010 DECOD-P 91-14-033 360-16-300 DECOD 91-18-057 360—19—100 DECOD-P 91-14-033 
360-13-010 DECOD  91-18-057 360-16A DECOD-W 91-06-037 360-19-100 DECOD 91-18-057 
360-13-020 DECOD-P 91-14-033 360-16A-010 DECOD-P 91-14-033 360-20 DECOD-W 91-06-037 
360-13-020 DECOD 91-18-057 360-16A-010 DECOD 91-18-057 360-20-100 DECOD-P 91-14-033 
360-13-030 DECOD-P 91-14-033 360-16A-020 DECOD-P 91-14-033 360-20-100 DECOD 91-18-057 
360-13-030 DECOD 91-18-057 360-16A-020 DECOD 91-18-057 360-20-210 DECOD-P 91-14-033 
360-13-045 DECOD-P 91-14-033 360-16A-030 DECOD-P 91-14-033 360-20-210 DECOD  91-18-057 
360-13-045 DECOD  91-18-057 360-16A-030 DECOD 91-18-057 360-20-220 NEW-P 91-07-056 
360-13-055 DECOD-P 91-14-033 360-16A-040 DECOD-P 91-14-033 360-20-220 NEW-W  91-20-134 
360-13-055 DECOD  91-18-057 360-16A-040 DECOD 91-18-057 360-21 DECOD-W 91-06-037 
360-13-066 DECOD-P 91-14-033 360-16A-060 DECOD-P 91-14-033 360-21-010 DECOD-P 91-14-033 
360-13-066 DECOD  91-18-057 360-16A-060 DECOD 91-18-057 360-21-010 DECOD 91-18-057 
360-13-100 DECOD-P 91-14-033 360-16A-070 DECOD-P 91-14-033 360-21-020 DECOD-P 91-14-033 
360-13-100 DECOD 91-18-057 360-16A-070 DECOD 91-18-057 360-21-020 DECOD 91-18-057 
360-15 DECOD-W 91-06-037 360-16A-080 DECOD-P 91-14-033 360-21-030 DECOD-P 91-14-033 
360-15-010 DECOD-P 91-14-033 360-16A-080 DECOD 91-18-057 360-21 -030 DECOD 91-18-057 
360-15-010 DECOD 91-18-057 360-16A-090 DECOD-P 91-14-033 360-21-040 DECOD-P 91-14-033 
360-15-020 DECOD-P 91-14-033 360-16A-090 DECOD 91-18-057 360-21-040 DECOD 91-18-057 
360-15-020 DECOD 91-18-057 360-16A-100 DECOD-P 91-14-033 360-21-050 DECOD-P 91-14-033 
360-15-030 DECOD-P 91-14-033 360-16A-100 DECOD  91-18-057 360-21-050 DECOD 91-18-057 
360-15-030 DECOD 91-18-057 360-17 DECOD-W 91-06-037 360-21-060 DECOD-P 91-14-033 
360-15-040 DECOD-P 91-14-033 360-17-010 AMD-W 91-05-049 360-21-060 DECOD 91-18-057 
360-15-040 DECOD 91-18-057 360-17-010 DECOD-P 91-14-033 360-21-070 DECOD-P 91-14-033 
360-15-050 DECOD-P 91-14-033 360-17-010 DECOD  9i-18-057 360-21-070 DECOD 91-18-057 
360-15-050 DECOD 91-18-057 360-17-020 DECOD-P 91-14-033 360-21-080 DECOD-P 91-14-033 
360-15-060 DECOD-P 91-14-033 360-17-020 DECOD 91-18-057 360-21-080 DECOD 91-18-057 
360-15-060 DECOD 91-18-057 360-17-030 DECOD-P 91-14-033 360-21-090 DECOD-P 91-14-033 
360-15-070 DECOD-P 91-14-033 360-17-030 DECOD 91-18-057 360-21-090 DECOD 91-18-057 
360-15-070 DECOD 91-18-057 360-17-040 AMD-W 91-05-049 360-23 DECOD-W 91-06-037 
360-16 DECOD-W 91-06-037 360-17-040 DECOD-P 91-14-033 360-23-010 DECOD-P 91-14-033 
360-16-005 DECOD-P 91-14-033 360-17-040 DECOD 91-18-057 360-23-010 DECOD 91-18-057 
360-16-005 DECOD 91-18-057 360-17-050 DECOD-P 91-14-033 360-21-020 DECOD-P 91-14-033 
360-16-011 DECOD-P 91-14-033 360-17-050 DECOD 91-18-057 360-23-020 DECOD 91-18-057 
360-16-011 DECOD 91-18-057 360-17-055 DECOD-P 91-14-033 360-23-030 DECOD-P 91-14-033 
360-16-020 DECOD-P 91-14-033 360-17-055 DECOD 91-18-057 360-23-030 DECOD 91-18-057 
360-16-020 DECOD 91-18-057 360-17-060 DECOD-P 91-14-033 360-23-050 DECOD-P 91-14-033 
360-16-025 DECOD-P 91-14-033 360-17-060 DECOD 91-18-057 360—23-050 DECOD 91-18-057 
360-16-025 DECOD 91-18-057 360-17-070 AMD-W 91-05-049 360-28-010 DECOD-P 91-14-033 
360-16-040 DECOD-P 91-14-033 360-17-070 DECOD-P 91-14-033 360-28-010 DECOD 91-18-057 


[431] 


WACH WSR 4 
360-32 DECOD-W 91-06-037 
360-32-050 DECOD-P 91-14-033 
360-32-050 DECOD 91-18-057 
360-32-055 DECOD-P 91-14-033 
360-32-055 DECOD 91-18-057 
360—32-060 DECOD-P 91-14-033 
360-32-060 DECOD 91-18-057 
360-33 DECOD-W 91-06-037 
360-33-050 DECOD-P 91-14-033 
360-33-050 DECOD 91-18-057 
360-35-010 NEW 91-04-056 
360-35-010 DECOD-P 91-14-033 
360-35-010 DECOD 91-18-057 
360-35-020 NEW 91-04-056 
360—35-020 DECOD-P 91-14-033 
360-35-020 DECOD 91-18-057 
360-35-030 NEW 91-04-056 
360-35-030 DECOD-P 91-14-033 
360-35-030 DECOD 91-18-057 
360-35-040 NEW 91-04-056 
360—35-040 DECOD-P 91-14-033 
360-35-040 DECOD 91-18-057 
360-35-050 NEW 91-04-056 
360-35-050 DECOD-P 91-14-033 
360-35-050 DECOD 91-18-057 
360—35-060 NEW 91-04-056 
360-35-060 DECOD-P 91-14-033 
360-35-060 DECOD 91-18-057 
360-35-070 NEW 91-04-056 
360-35-070 DECOD-P 91-14-033 
360-35-070 DECOD 91-18-057 
360—35-080 NEW 91-04-056 
360-35-080 DECOD-P 91-14-033 
360-35-080 DECOD 91-18-057 
360—-35-090 NEW 91-04-056 
360-35-090 DECOD-P 91-14-033 
360-35-090 DECOD 91-18-057 
360-35—100 NEW 91-04-056 
360—35—100 DECOD-P 91-14-033 
360-35-100 DECOD 91-18-057 
360—35—110 NEW 91-04-056 
360-35-110 DECOD-P 91-14-033 
360-35-110 DECOD 91-18-057 
360-36 DECOD-W 91-06-037 
360-36-010 DECOD-P 91-14-033 
360-36-010 DECOD 91-18-057 
360-36-010 AMD-P 91-19-027 
360-36-020 DECOD-P 91-14-033 
360—36-020 DECOD 91-18-057 
360-36-115 DECOD-P 91-14-033 
360-36-115 DECOD 91-18-057 
360—36—115 AMD-P 91-19-027 
360-36-210 DECOD-P 91-14-033 
360-36-210 DECOD 91-18-057 
360-36~250 DECOD-P 91-14-033 
360—36-250 DECOD 91-18-057 
360-36—260 DECOD-P 91-14-033 
360-36-260 DECOD 91-18-057 
360-36-270 DECOD-P 91-14-033 
360-36-270 DECOD 91-18-057 
360-36-400 DECOD-P 91-14-033 
360—36-400 DECOD 91-18-057 
360-36—410 DECOD-P 91-14-033 
360-36-410 DECOD 91-18-057 
360-36-410 AMD-P 91-19-027 
360-36-41 1I DECOD-P 91-14-033 
360-36-41 1 DECOD 91-18-057 
360-36-41 2 : DECOD-P 91-14-033 
360-36-412 DECOD 91-18-057 
360—36—413 DECOD-P 91-14-033 
360-36-413 DECOD 91-18-057 
360-36-420 DECOD-P 91-14-033 
360-36-420 DECOD 91-18-057 
360-36-420 AMD-P 91-19-027 
360—36-425 DECOD-P 91-14-033 
360-36-425 DECOD 91-18-057 
360-36-430 DECOD-P 91-14-033 


Table of WAC Sections Affected 


WAC 4 


360—36-430 
360—36-430 
360-36-440 
360—36-440 
360-36-440 
360-36-450 
360-36-450 
360—36-451 
360—36-451 
360—36-500 
360-36-500 
360—38 

360-38-010 
360—38-010 
360-38-020 
360-38-020 
360—38-030 
360-38-030 
360-40 

360-40-010 
360-40-010 
360-40-040 
360-40-040 
360—40-070 
360-40-070 
360-44 

360—44-010 
360-44-010 
360—44-020 
360-44-020 
360—44-030 
360—44-030 
360—44-040 
360—44-040 
360—44-050 
360-44-050 
360—44-060 
360—44-060 
360-44-070 
360-44-070 
360—44-080 
360—44-080 
360-44-090 
360—44-090 
360—44-100 
360—44-100 
360-44-110 
360-44-110 
360—44-120 
360-44-120 
360-44-130 
360-44-130 
360-44-140 
360—-44-140 
360-44-150 
360-44-150 
360—44-990 
360—44-990 
360-45-010 
360-45-010 
360-46 

360-46-010 
360-46-010 
360-46-020 
360—46-020 
360-46-030 
360-46-030 
360—46-040 
360-46-040 
360—46-050 
360—46-050 
360—46-060 
360-46-060 
360—46-070 
360—46-070 
360—46-081 
360-46-08 | 


WSR 4 WACH 
DECOD 91-18-057 360-46-082 
AMD-P 91-19-027 360—46-082 
DECOD-P 91-14-033 360—46-090 
DECOD 91-18-057 360-46-090 
AMD-P 91-19-027 360-46-100 
DECOD-P 91-14-033 360-46-100 
DECOD 91-18-057 360-46-110 
DECOD-P 91-14-033 360-46-110 
DECOD 91-18-057 360-46-120 
DECOD-P 91-14-033 360-46-120 
DECOD 91-18-057 360-46-130 
DECOD-W 91-06-037 360-46-130 
DECOD-P 91-14-033 360-46-140 
DECOD 91-18-057 360-46-140 
DECOD-P 91-14-033 360-46-150 
DECOD 91-18-057 360-46-150 
DECOD-P 91-14-033 360-46-160 
DECOD 91-18-057 360-46-160 
DECOD-W 91-06-037 360-47 

DECOD-P 91-14-033 360-47-010 
DECOD  91-18-057 360-47-010 
DECOD-P 91-14-033 360-47-020 
DECOD 91-18-057 360-47-020 
DECOD-P 91-14-033 360-47-030 
DECOD 91-18-057 360-47-030 
DECOD-W 91-06-037 360-47-040 
DECOD-P 91-14-033 360-47-040 
DECOD 91-18-057 360-47-050 
DECOD-P 91-14-033 360-47-050 
DECOD 91-18-057 360-48 

DECOD-P 91-14-033 360-48-010 
DECOD 91-18-057 360-48-010 
DECOD-P 91-14-033 360-48-020 
DECOD 91-18-057 360-48-020 
DECOD-P 91-14-033 360-48-030 
DECOD 91-18-057 360-48-030 
DECOD-P 91-14-033 360-48-040 
DECOD  91-18-057 360-48-040 
DECOD-P 91-14-033 360-48-050 
DECOD 91-18-057 360-48-050 
DECOD-P 91-14-033 360-48-060 
DECOD 91-18-057 360-48-060 
DECOD-P 91-14-033 360-48-070 
DECOD 91-18-057 360-48-070 
DECOD-P 91-14-033 360--48-080 
DECOD 91-18-057 360-48-080 
DECOD-P 91-14-033 360-49 

DECOD 91-18-057 360-49-010 
DECOD-P 91-14-033 360-49-010 
DECOD 91-18-057 360-49-020 
DECOD-P 91-14-033 360-49-020 
DECOD 91-18-057 360-49-040 
DECOD-P 91-14-033 360—49-040 
DECOD  91-18-057 360-49-050 
DECOD-P 91-14-033 360-49-050 
DECOD 91-18-057 360-49-050 
DECOD-P 91-14-033 360-49-050 
DECOD 91-18-057 360-52 

DECOD-P 91-14-033 360-52-010 
DECOD  91-18-057 360-52-010 
DECOD-W 91-06-037 360-52-020 
DECOD-P 91-14-033 360-52-020 
DECOD 91-18-057 360-52-030 
DECOD-P 91-14-033 360-52-030 
DECOD 91-18-057 360-52-040 
DECOD-P 91-14-033 360-52-040 
DECOD 91-18-057 360-52—050 
DECOD-P 91-14-033 360-52-050 
DECOD 91-18-057 360-52-060 
DECOD-P 91-14-033 360-52-060 
DECOD 91-18-057 360-52-070 
DECOD-P 91-14-033 360-52-070 
DECOD 91-18-057 360—52-080 
DECOD-P 91-14-033 360—52-080 
DECOD 91-18-057 360-52-090 
DECOD-P 91-14-033 360-52-090 
DECOD 91-18-057 360-52-100 


[432 ] 


WSR # 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 


DECOD-W 91-06-037 
DECOD-P 91-14-033 


DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
NEW-P 91-05-090 
NEW 91-13-004 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91~18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 


WAC # 


360-52-100 
360-52-110 
360-52-110 
360-52-120 
360-52-120 
360-52-120 
360-52-120 
360—54 
360-54-010 
360-54-010 
360-54-020 
360-54—020 
360-54-030 
360—54-030 
360-54—040 
360-54—040 
360-54-050 
360—54-050 
360—60 
360—60-010 
360—60—010 
360—60—020 
360—60-020 
360—60—030 
360—60—030 
360—60—040 
360—60—040 
365-90-010 
365-90-020 
365-90—030 
365-90-040 
365-90-050 
365-90-070 
365-90-080 
365-90-090 
365-180-030 
365-180-060 
365-180-090 
365-190-010 
365-190-020 
365-190-030 
365-190-040 
365-190-050 
365-190-060 
365-190-070 
365-190-080 
365-200-010 
365-200-020 
365-200-030 
365-200-040 
365-200-050 
371-08 
371-08-001 
371-08-002 
371-08-005 
371-08-010 
371-08-015 
371-08-020 
371-08-030 
371-08-031 
371-08-032 
371-08-033 
371-08-035 
371-08-040 
371—08-045 
371—-08-065 
371-08-071 
371-08-075 
371-08-080 
371-08-085 
371-08-095 
371-08-100 
371-08-102 
371-08-104 
371-08-105 
371-08-106 
371-08-110 


WSR 4 

DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
NEW-P  91-05-092 
NEW 91-11-040 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-W 91-06-037 
DECOD-P 91-14-033 
DECOD  91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
DECOD-P 91-14-033 
DECOD 91-18-057 
AMD 91-04-017 
AMD 91-04-017 
REP 91-04-017 
AMD 91-04-017 
REP 91-04-017 
AMD 91-04-017 
AMD 91-04-017 
AMD 91-04-017 
AMD-P 91-21-139 
AMD-P 91-21-139 
AMD-P 91-21-139 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW 91-07-041 
NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
NEW-P 91-24-081 
AMD-C 91-03-027 
NEW 91-03-028 
NEW 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
REP 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
REP 91-03-028 
AMD 91-03-028 
NEW 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
REP 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
AMD 91-03-028 
REP 91-03-028 
AMD 91-03-028 
REP 91-03-028 
AMD 91-03-028 
REP 91-03-028 
NEW 91-03-028 
REP 91-03-028 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
371-08-115 REP 91-03-028 374 60-040 NEW 
371-08-120 REP 91-03-028 374-60-050 NEW-P 
371-08-125 AMD 91-03-028 374-60-050 NEW 
371-08-130 AMD 91-03-028 374-60-060 NEW-P 
371-08-131 REP 91-03-028 374-60-060 NEW 
371-08-132 REP 91-03-028 374-60-070 NEW-P 
371-08-135 REP 91-03-028 374-60-070 NEW 
371-08-140 AMD 91-03-028 374-60-080 NEW-P 
371-08-144 AMD 91-03-028 374-60-080 NEW 
371-08—146 NEW 91-03-028 374-60-090 NEW-P 
371-08-147 NEW 91-03-028 374-60-090 NEW 
371-08-148 NEW 91-03-028 374-60-100 NEW-P 
371-08-155 AMD 91-03-028 374-60-100 NEW 
371-08-156 AMD 91-03-028 374-60-110 NEW-P 
371-08-160 REP 91-03-028 374-60-110 NEW 
371-08-162 NEW 91-03-028 374-60-120 NEW-P 
371-08-163 REP 91-03-028 374-60-120 NEW 
371-08-165 AMD 91-03-028 381-10-010 NEW-P 
371-08-175 REP 91-03-028 381-10-010 NEW 
371-08-180 AMD 91-03-028 381-10-020 NEW-P 
371-08-183 AMD 91-03-028 381-10-020 NEW 
371-08-184 NEW 91-03-028 381-10-030 NEW-P 
371-08-186 AMD 91-03-028 381-10-030 NEW 
371-08-187 AMD 91-03-028 381—10—040 NEW-P 
371-08-188 AMD 91-03-028 381-10—040 NEW 
371-08-189 AMD 91-03-028 381-10-050 NEW-P 
371-08-190 REP 91-03-028 381-10-050 NEW 
371-08-195 AMD 91-03-028 381-10-060 NEW-P 
371-08-196 AMD 91-03-028 381-10—060 NEW 
371-08-200 AMD 91-03-028 381-10-070 NEW-P 
371-08-201 REP 91-03-028 381-10-070 NEW 
371-08-205 REP 91-03-028 381~10-080 NEW-P 
371-08-210 REP 91-03-028 381-10-080 NEW 
371-08-215 AMD 91-03-028 381—10-090 NEW-P 
371-08-220 AMD 91-03-028 381—10-090 NEW 
371-08-230 AMD 91-03-028 381~10-100 NEW-P 
371-08-240 AMD 91-03-028 381-10-100 NEW 
371-08-245 REP 91-03-028 381-10-110 NEW-P 
371-12 REP-C  91-03-027 381-10-110 NEW 
371-12-010 REP 91-03-028 381-10-120 NEW-P 
371-12-020 REP 91-03-028 381-10-120 NEW 
371-12-030 REP 91-03-028 381-10-130 NEW-P 
371-12-040 REP 91-03-028 381-10-130 NEW 
371-12-050 REP 91-03-028 381-10-140 NEW-P 
371-12-060 REP 91-03-028 381-10-140 NEW 
371--12-070 REP 91-03-028 381-10-150 NEW-P 
371-12-080 REP 91-03-028 381-10-150 NEW 
371-12-090 REP 91-03-028 381-10-160 NEW-P 
371-12-100 REP 91-03-028 381-10-160 NEW 
371-12-110 REP 91-03-028 381-10-170 NEW-P 
371-12-120 REP 91-03-028 381-10-170 NEW 
371-12-130 REP 91-03-028 381-20-010 NEW-P 
374-50-010 NEW-P 91-08-033 381—20-010 NEW 
374-50-010 NEW-W  91-21-055 381-20-020 NEW-P 
374-50-020 NEW-P 91-08-033 381-20-020 NEW 
374—50-020 NEW-W 91-21-055 38120030 NEW-P 
374—50-030 NEW-P 91-08-033 381-20-030 NEW 
374—50-030 NEW-W 91-21-055 381-20-040 NEW-P 
374—50-040 NEW-P 91-08-033 381-20-040 NEW 
374-50-040 NEW-W  91-21-055 381-20-050 NEW-P 
374-50-050 NEW-P 91-08-033 381-20-050 NEW 
374-50-050 NEW-W  91-21-055 381-20-060 NEW-P 
374—50-060 NEW-P 91-08-033 381-20-060 NEW 
374—50-060 NEW-W  91-21-055 381-20-070 NEW-P 
374~50-070 NEW-P 91-08-033 381-20-070 NEW 
374-50-070 NEW-W  91-21-055 381-20-080 NEW-P 
374-50-080 NEW-P 91-08-033 381—20-080 NEW 
374—50-080 NEW-W  91-21-055 381—20-090 NEW-P 
374-50-090 NEW-P 91-08-033 381-20-090 NEW 
374-50-090 NEW-W  91-21-055 381—20-100 NEW-P 
374-60-010 NEW-P 91-21-072 381-20-100 NEW 
374-60-010 NEW 91-24-048 381-20-110 NEW-P 
374-60-020 NEW-P 91-21-072 381-20-110 NEW 
374-60-020 NEW 91-24-048 381-20-120 NEW-P 
374-60-030 NEW-P 91-21-072 381-20-120 NEW 
374-60-030 NEW 91-24-048 381-20-130 NEW-P 
374-60-040 NEW-P 91-21-072 381-20-130 NEW 


[ 433] 


WSR 4 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-21-072 
91-24-048 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 

91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 
91-10-009 
91-14-028 


WAC # WSR # 
381-20-140 NEW-P 91-10-009 
381-20-140 NEW 91-14-028 
381-30-010 NEW 91-14-029 
381-30-020 NEW 91-14-029 
381-30-030 NEW 91-14-029 
381-30-040 NEW 91-14-029 
381-30-050 NEW 91-14-029 
381-30-060 NEW 91-14-029 
381-30-070 NEW 91-14-029 
381-30-080 NEW 91-14-029 
381-30-090 NEW 91-14-029 
381-30-100 NEW 91-14-029 
381-30-110 NEW 91-14-029 
381-30-120 NEW 91-14-029 
381-30-130 NEW 91-14-029 
381-30-140 NEW 91-14-029 
381-30-150 NEW 91-14-029 
381-30-160 NEW 91-14-029 
381-30-170 NEW 91-14-029 
381-30-180 NEW 91-14-029 
381-40-010 NEW 91-14-029 
381-40-020 NEW 91-14-029 
381-40-030 NEW 91-14-029 
381-40-040 NEW 91-14-029 
381-40-050 NEW 91-14-029 
381-40-060 NEW 91-14-029 
381-40-070 NEW 91-14-029 
381-40-080 NEW 91-14-029 
381-40-090 NEW 91-14-029 
381-40-100 NEW 91-14-029 
381-40-110 NEW 91-14-029 
381-40-120 NEW 91—14-029 
381-40-130 NEW 91-14-029 
381-40-140 NEW 91-14-029 
381-40-150 NEW 91-14-029 
381-40-160 NEW 91-14-029 
381-40-170 NEW 91-14-029 
381-50-010 NEW 91-14-029 
381—50-020 NEW 91—14-029 
381-50-030 NEW 91-14-029 
381-50-040 NEW 91-14-029 
381-50-050 NEW 91-14-029 
381-50-060 NEW 91-14-029 
381—50-070 NEW 91-14-029 
381-50-080 NEW 91-14-029 
381—50-090 NEW 91-14-029 
381—50-100 NEW 91-14-029 
381-50-110 NEW 91-14-029 
381-50-120 NEW 91-14-029 
381-50-130 NEW 91-14-029 
381-50-140 NEW 91-14-029 
381-50-150 NEW 91—14-029 
381—50-160 NEW 91-14-029 
381—50-170 NEW 91-14-029 
381-50-180 NEW 91-14-029 
381-60-010 NEW 91-14-029 
381-60-020 NEW 91-14-029 
381—60-030 NEW 91-14-029 
381-60-040 NEW 91-14-029 
381-60-050 NEW 91-14-029 
381-60-060 NEW 91—14-029 
381—60-070 NEW 91-14-029 
381-60-080 NEW 91-14-029 
381-60-090 NEW 91-14-029 
381-60-100 NEW 91—14-029 
381-60-110 NEW 91-14-029 
381-60-120 NEW 91-14-029 
381-60-130 NEW 91-14-029 
381-60-140 NEW 91-14-029 
381-60-150 NEW 91-14-029 
381-60-160 NEW 91-14-029 
381-60-170 NEW 91-14-029 
381—60-180 NEW 91-14-029 
381-70-010 NEW 91-14-029 
381-70-020 NEW 91-14-029 
381-70-030 NEW 91-14-029 
381-70-040 NEW 91-14-029 


Table of WAC Sections Affected 


WACĄ 


381-70-050 
381-70—060 
381-70-070 
381-70-080 
381-70—090 
381-70-100 
381-70-110 
381-70-120 
381-70-130 
381--70-140 
381-70-150 
381-70-160 
381-70-170 
381-70-180 
381-70-190 
381-70-200 
381-70-210 
381-70-220 
381-70-230 
381--70-240 
381-70-250 
381-70-260 
381—70-270 
381—70-280 
381-70-290 
381—70-300 
381—70-310 
381-70-320 
381-70-330 
381-70-340 
381-70-350 
381-70-360 
381-70-370 
381—70-380 
381-70-390 
381-70-400 
381-70-410 
381—70-420 
381—70-430 
381—70-440 
381-80-010 
381-80-020 
381-80-030 
381-80-040 
38 1-80-050 
381—80—060 
388—11—055 
388—11—055 
388—11—055 
388-11-140 
388-11-140 
388-11-140 
388-11-200 
388-11-200 
388-11-200 
388-1 1-205 
388-1 1-205 
388-1 1-205 
388-11-210 
388-11-210 
388-11-210 
388-11-220 
388-11-220 
388-11-220 
388-14-030 
388—14—030 
38814030 
388-14-275 
388—14-275 
388-14-385 
388-14-385 
388-14-385 
388-14-415 
388-14-415 
388-14-415 
388—14-435 
388—14-435 


WSR 4 

NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
NEW 91-14-029 
AMD-P 91-18-049 
AMD-E 91-18-053 
AMD-W 91-19-001 
AMD-P 91-18-049 
AMD-E 91-18-053 
AMD-W 91-19-001 
AMD-P 91-18-049 
AMD-E 91-18-053 
AMD-W 91-19-001 
AMD-P 91-18-049 
AMD-E 91-18-053 
AMD-W 91-19-001 
AMD-P 91-18-049 
AMD-E 91-18-053 
AMD-W 91-19-001 
AMD-P 91-06-040 
AMD-E 91-06-048 
AMD 91-10-027 
AMD-P 91-14-121 
AMD-E 91-14-123 
AMD 91-17-063 
AMD-P 91-06-097 
AMD 91-10-026 
AMD-P 91-04-002 
AMD-E 91-04-003 
AMD 91-09-018 
AMD-P  91-04-002 
AMD-E  91-04-003 
AMD 91-09-018 
NEW-P 91-04-002 
NEW-E  91-04-003 


WAC # 


388-1 4-435 
388—14-440 
388-14-440 
388-14-440 
388-14-445 
388-14-445 
388-14-445 
388—14—450 
38814450 
388-14-450 
388—15-208 
388-15-208 
388-1 5-209 
388-1 5-209 
388—1 5-212 
388-15-212 
388-15-215 
388-15-215 
388-15-216 
388-1 5-216 
388-1 5-820 
388-1 5-820 
388-1 5-820 
388-1 5-820 
388-1 5-840 
388-1 5-840 
388-1 5-840 
388-1 5-840 
388-1 5-850 
388-1 5-850 
388-1 5-850 
388-1 5-850 
388-1 5-860 
388-1 5-860 
388-1 5-860 
388-15-860 
388-15-870 
388-15-870 
388-15-870 
388-15-870 
388-1 5-880 
388-1 5-880 
388-1 5-880 
388-1 5-880 
388-24-050 
388—24-050 
388—24-050 
388-24-050 
388-24-050 
388—24-050 
388-24-050 
388-24-070 
388-24-070 
388-24-074 
388—24-074 
388-24-090 
388-24-090 
388-28-435 
388-28-435 
388-28-435 
388-28-482 
388-28-482 
388-28-482 
388—28-535 
388-28-570 
388-28-570 
388-28-570 
388-28-575 
388—28—575 
388-28-575 
388-28-575 
388-29-100 
388—29-100 
388—29-100 
388-29-125 
388-29-125 
388—29-125 


WSR 4 


91-09-018 
91—04—002 
91—04—003 
91-09-018 
91-04—002 
91—04—003 
91-09-018 
91—04—002 
91-04—003 
91-09-018 
91—04—039 
91-08-011 
91-04-039 
91-08-01) 
9104-039 
91-08-01) 
91-04-039 
91-08-0111 
91-04-039 
91-08-01] 
91—16-056 
91-16-066 
91-20-049 


: 91-21-026 


91-16-056 
91-16-066 
91-20—049 
91-21—026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20-049 
91-21-026 
91-16-056 
91-16-066 
91-20—049 
91-21-026 
91-16-056 
91-16—-066 
91-20-049 
91-21-026 
91-04—042 
91—04—043 
91-08-010 
91—08—063 
91-09-068 
91—09—069 
91-12-044 
91-13-101 
91-16-062 
91-13-099 
91-16—058 
91-23-099 
91-24-018 
91-10-074 
91-10-078 
91-13-082 
91-10-075 
91-10—076 
91-13-083 
91-21—067 
91-20-094 
91-20-113 
92-01-136 
91—06—007 
91-10-072 
91-10-077 
91-13-080 
91-14-122 
91-14-124 
91-17-065 
9106-041 
91-06-045 
91—10—028 


WAC # 


388-29-150 
388-29-150 
388-29-180 
388-29-180 
388-33-135 
388-33-135 
388-33-135 
388-33-376 
388-33-376 
388—33-460 
388-33-480 
388-33-480 
388-37-029 
388-37-029 
388—37-029 
388—37-029 
388-37-029 
388-37-029 
388-37-030 
388-37-030 
388-37-030 
388—37-030 
388-37-030 
388-37-030 
388-37-030 
388—37-030 
388-37-030 
388-37-030 
388-37-030 
388—37-038 
388—37-038 
388-37-038 
388—37-038 
388-37-038 
388-37-038 
388—37-038 
388-37-038 
388-37-038 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-115 
388-37-135 
388-42-150 
388—44—145 
388-44—145 
388-44—145 
388-44—145 
388-49-020 
388—49-020 
388-49-020 
388-49-020 
388-49-030 
388—49-030 
388-49-040 
388-49-040 
388-49-080 
388-49-080 
388—49-080 
388-49-120 
388-49-120 
388-49—190 
388-49-190 
388-49—270 
388-49—270 
388-49-310 
388-49-310 
388-49—330 
388-49—330 
388-49-410 
388-49-410 
388-49-410 


WSR 4 

91-20-093 
91-23-085 
91-20-092 
91-23-086 
91-16-014 
91-16-021 
91-20-052 
91-07-068 
91-11-020 
91-21-068 
91-22-049 
91-22-042 
91-16-015 
91-16-019 
91-18-015 
91-18-016 
91-18-017 
91—21-124 
91-15-002 
91--15-063 
91-16-016 
91-16-020 
91-16-036 
91-16-037 
91-16-039 
91-16-073 
91-16-074 
91~16-075 
91-20-051 
91-15-002 
91-15-063 
91-16-036 
91-16-037 
91-16-039 
91-16-073 
91-16-074 
91-16-075 
91-20-051 
91--15-002 
91-15-063 
91-16-036 
91-16-037 
91-16-039 
91-16-073 
91-16-074 
91-16-075 
91-20-051 
91-23-100 
91-06-005 
91-03-039 
91-04-047 
91-06-055 
91-09-070 
91-05-074 
91-10-096 
91-13-104 
91-16-065 
91-11-109 
91-14-081 
91-11-110 
91-14-082 
91-09-031 
91-09-032 
91-12—043 
91-11-110 
91-14-082 
91-05-073 
91-10-098 
91-13-098 
91-16-063 
91-07-069 
91-11-019 
91-05-075 
91-10-099 
91-05-071 
91-10-097 
91-20-097 


Table of WAC Sections Affected 


WAC # WSR 4 
388—49—410 AMD-E  91-20-110 
388-49-410 AMD 91-23-087 
388-49—420 AMD-P 91-05-071 
388-49-420 AMD 91-10-097 
388-49—420 AMD-P 91-17-087 
388-49-420 AMD-C 91-20-024 
388-49-420 AMD 91-22-046 
388-49-430 AMD-P 91-13-100 
388-49-430 AMD 91-16-064 
388-49-470 AMD 91-06-004 
388-49-470 AMD-P 91-24-038 
388-49-470 AMD-E 91-24-041 
388-49-480 AMD-P 91-05-072 
388-49-480 AMD-W 91-10-034 
388-49—480 AMD-P 91-12-023 
388-49-480 AMD-E 91-12-027 
388-49-480 AMD 91-15-088 
388-49—500 AMD-P 91-14-120 
388-49-500 AMD-W 91-17-059 
388—49-500 AMD-P 91-20-090 
388-49—500 AMD-E  91-20-114 
388—49—500 AMD 91-23-090 
388-49—505 AMD-P 91-04-035 
388-49-505 AMD-E 91-04-036 
388-49-505 AMD 91-08-013 
388-49-510 AMD-P 91-20-090 
388-49-510 AMD-E 91-20-114 
388-49-510 AMD 91-23-090 
388-49-520 AMD-P 91-09-067 
388-49—520 AMD 91-12-025 
388-49-520 AMD-P 91-21-12] 
388—49-520 AMD-E 91-24-042 
388-49—530 AMD-P 91-09-067 
388-49-530 AMD 91-12-025 
388—49—535 AMD-P 91-09-067 
388-49-535 AMD 91-12-025 
388-49-550 AMD-P 91-20-095 
388-49-550 AMD-E  91-20-112 
388-49-550 AMD 91-23-088 
388-49-580 AMD-P 92-01-139 
388-49-600 AMD-P 91-08-064 
388-49-600 AMD 91-11-087 
388-49-630 AMD-P 91-19-103 
388-49-630 AMD 91-22-045 
388-49-630 AMD 91-24-039 
388-49-640 AMD-P 91-19-105 
388-49-640 AMD 91-22-047 
388-51-010 AMD-P 91-20-094 
388-51-010 AMD-E  91-20-113 
388-51-010 AMD-W 92-01-136 
388-51-020 AMD-P 91-20-094 
388-51-020 AMD-E  91-20-113 
388-5 1-020 AMD-W 92-01-136 
388-51-100 AMD-P 91-20-094 
388-51-100 AMD-E  91-20-113 
388-51-100 AMD-W 92-01-136 
388-51-110 NEW-P 91-20-094 
388-51-110 NEW-E  91-20-113 
388-51-110 NEW-W 92-01-136 
388-51-115 NEW-P 91-20-094 
388-51-115 NEW-E  91-20-113 
388-51-115 NEW-W 92-01-136 
388-51-120 NEW-P 91-20-094 
388-51-120 NEW-E  91-20-113 
388-51-120 NEW-W 92-01-136 
388-51-130 NEW-P 91-20-094 
388—51-130 NEW-E  91-20-113 
388-51-130 NEW-W 92-01-136 
388-51-135 NEW-P 91-20-094 
388-51-135 NEW-E  91-20-113 
388-51-135 NEW-W 92-01-136 
388-51-140 NEW-P 91-20-094 
388-51-140 NEW-E 91-20-113 
388-51-140 NEW-W 92-01-136 
388-51-145 NEW-P 91-20-094 
388-51-145 NEW-E 91-20-113 
388—51—145 NEW-W 92-01-136 


WACH 


388—53 
388—53-010 
388-53-050 
388-53A-010 
388-53A-010 
388—53A-020 
388—53A-020 
388-53A-030 
388-53A-030 
388—53A-040 
388—53A-040 
388-53A-050 
388-53A-050 
388—53A -060 
388-53A -060 
388-53A-070 
388—53A-070 
388—53A-080 
388—53A-080 
388-53A-090 
388-53A—090 
388-53A-100 
388-53A-100 
388-53A-110 
388-53A-110 
388-53A-120 
388-53A-120 
388-53A-130 
388-53A-130 
388-53A-140 
388-53A-140 
388—55-010 
388--55-010 
388-55-010 
388-55-020 
388-55-020 
388-55-040 
388-55-040 
388-55-040 
388-62-020 
388-62-020 
388-62-025 
388-62-025 
388-62-035 
388-62-035 
388-62-050 
388-62-050 
388-62-070 
388-62-070 
388--62-075 
388-62-075 
388-62-080 
388—62-080 
388-62—095 
388—62-095 
388-62—100 
388-62-100 
388-62-115 
388-62-115 
388-62-130 
388-62-130 
388-62-135 
388-62-135 
388-62-155 
388-62-155 
388—62-160 
388-62-160 
388-62-165 
388-62-165 
388-62-170 
388-62-170 
388-62-190 
388—62-190 
388-62-200 
388-62-200 
388-70-031 
388-70-031 


WSR # 
AMD 91-06006 
AMD 91-06-006 
AMD 91-06-006 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
КЕР-Р 91—12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91—12-066 
КЕР 91-15-087 
REP-P 91-12-066 
REP 91—15-087 
REP-P 91-12-066 
REP 91—15-087 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
КЕР-Р 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
REP-P 91-12-066 
REP 91-15-087 
AMD-P 91-20-100 
AMD-E 91-20-104 
AMD 91-24-046 
AMD-P 91-23-099 
AMD-W 91-24-018 
AMD-P 91-20-100 
AMD-E 91-20-104 
AMD 91-24-046 
AMD-P 91-14-119 
AMD 91-17-060 
NEW-P 91-14-119 
NEW 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
КЕР-Р 91-14-119 
REP 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
AM D-P 91-14-119 
AMD 91-17-060 
AM D-P 91--14-119 
AMD 91-17-060 
REP-P 91--14-119 
REP 91-17-060 
REP-P 91-14-119 
REP 91-17-060 
REP-P 91-14-119 
REP 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
КЕР-Р 91-14-119 
REP 91-17-060 
REP-P 91-14-119 
REP 91-17-060 
REP-P 91-14-119 
REP 91-17-060 
REP-P 91-14-119 
REP 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
AMD-P 91-14-119 
AMD 91-17-060 
NEW-P 91-19-104 
NEW-E 91-19-106 


МАС # 


388—70-031 
388—70-032 
388-70-032 
388-70-032 
388-70-033 
388-70-033 
388-70-033 
388—70-034 
388—70-034 
388-70-034 
388-70-035 
388-70-035 
388—70-035 
388-70-036 
388-70-036 
388-70-036 
388-70-037 
388-70-037 
388—70-037 
388-73-012 
388-73-014 
388-73-016 
388-73-018 
388-73-024 
388-73-026 
388—73-028 
388-73-030 
388-73-034 
388—73-036 
388-73-038 
388-73-042 
388—73-052 
388-73-054 
388-73-056 
388-73-057 
388—73-060 
388-73-062 
388-73-064 
388-73-070 
388-73-077 
388-73-078 
388-73-080 
388-73-100 
388—73-102 
388-73-103 
388—73--104 
388-73-106 
388-73-108 
388-73-110 
388-73-112 
388-73-116 
388—73-118 
388-73-120 
388-73-126 
388-73-128 
388—73-130 
388-73-132 
388-73-134 
388-73-136 
388-73-138 
388-73-140 
388—73-142 
388—73-143 
388—73-144 
388-73-146 
388—73-202 
388—73-208 
388-73-210 
388-73-212 
388—73-213 
388—73-214 
388—73-216 
388—73-302 
388-73-304 
388-73—306 
388—73-308 
388-73-310 


WSR # 


91-24-044 
91-19-104 
91-19-106 
91-24—044 
91-19-104 
91-19-106 
91-24-044 
91-19-104 
91-19-106 
91-24-044 
91-19-104 
91-19-106 
91-24-044 
91-19-104 
91-19-106 
91-24-044 
91-19-104 
91-19-106 
91-24-044 
91-21-069 
91-21-069 
91-21-069 
91—21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91-21-069 
91—21-069 
91—21-069 
91-21-069 


Table of WAC Sections Affected 


WAC # 


388-73-312 
388-73-409 
388-73-414 
388-73-504 
388—73-506 
388-73-512 
388-73-602 
388-73-604 
388-73-606 
388—73-608 
388-73-610 
388-73-702 
388-73-704 
388-73-706 
388-73-708 
388-73-710 
388-73-712 
388-73-714 
388-73-716 
388-73-720 
388-73-722 
388-73-804 
388-73-815 
388-73-820 
388-73-901 
388-73-902 
388-76-030 
388-76-030 
388-76—040 
388-76-040 
388-76-087 
388-76-087 
388-77-010 
388—77-010 
388-77-010 
388-77-010 
388-77-230 
388-77-230 
388-77-230 
388-77-230 
388-77-240 
388-77-240 
388-71-256 
388-77-256 
388-77-320 
388-77-320 
388-77-320 
388—77-320 
388-77—500 
388-77-500 
388—77--500 
388—77-500 
388-77-515 
388-77-515 
388-77-515 
388-77-515 
388-77-520 
388-77-520 
388-77-520 
388-77-520 
388-77-530 
388—77-530 
388—77--530 
388-77-530 
388-77-531 
388-77-531 
388-77-53] 
388-77-555 
388-77-555 
388—77-555 
388-77-555 
388-77—600 
388-77-600 
388-77—600 
388-77—600 
388-77-610 
388-77-610 


[ 436] 


WSR 4 WACH 
91-21-069 388-77-610 
91-21-069 388-77-610 
91-21-069 388-77-610 
91-21-069 388-77-610 
91-21-069 388-77-610 

:91-21-069 388-77-615 
91-21-069 388-77-615 
91-21-069 388-77-615 
91-21-069 388-77-615 
91-21-069 388-80-005 
91-21-069 388-80—005 
91-21-069 388-81-017 
91-21-069 388-81-017 
91-21-069 388-81-030 
91-21-069 388-81-038 
91-21-069 388-81-038 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-81-070 
91-21-069 388-82-010 
91-21-069 388-82-010 
91-21-069 388-82-010 
91-05-070 388-82-010 
91-09-016 388-82-115 
91-05-070 388-82-115 
91-09-016 388-82-140 
91-05-070 388-82-160 
91-09-016 388-82-160 
91-04-041 388-82-160 
91-05-010 388-83-013 
91-05-058 388-83-013 
91-08-050 388-83-013 
91-04-041 388-83-013 
91-05-010 388-83-013 
91-05-058 388-83-032 
91-08-050 388-83-032 
91-15-062 388-83-032 
91-19-024 388-83-033 
91-24-092 388-83-033 
91-24-093 388-83-033 
91-04-041 388-83-033 
91-05-010 388-83-033 
91-05-058 388-83-033 
91-08-050 388-83-041 
91-04-041 388-83-041 
91-05-010 388-83-041 
91-05-058 388-83-130 
91-08-050 388-83-130 
91-04-041 388-83-130 
91-05-010 388-83-200 
91-05-058 388-83-200 
91-08-050 388-84-105 
91-04-041 388-84—105 
91-05-010 388-84—105 
91-05-058 388-84-105 
91-08-050 388-85-115 
91-04-041 388-85-115 
91-05-010 388-85-115 
91-05-058 388-86-005 
91-08-050 388-86—005 
91-12-065 388-86-00901 
91-12-068 388-86-00901 
91-15-086 388-86-00901 
91-04-041 388-86-019 
91-05-010 388-86-019 
91-05-058 388-86-021 
91-08-050 388-86-021 
91-04-041 388-86-021 
91-05-010 388-86-071 
91-05-058 388-86-071 
91-08-050 388-86-071 
91-04-041 388-86-073 
91-05-010 388-86-073 


AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 
AMD-P 
AMD-E 
RESCIND 
AMD-P 
AMD-E 
AMD 
AMD-P 
AMD-E 


WSR f 


91-05-058 
91-08-050 
91-10-073 
91-10-079 
91-13-081 
91-04-041 
91-05-010 
91-05-058 
91-08-050 
91-19-059 
91-19-060 
91-24-037 
91-24-043 
91-07-011 
91-22-040 
91-22-048 
91-14-066 
91-14-070 
91-17-058 
91-20-088 
91-20-098 
91-20-105 
91-23-080 
91-06-003 
91-11-016 
91-11-017 
91-15-014 
91-21-050 
91-21-051 
91-07-011 
91-08-035 
91-08-036 
91-11-086 
91-06-042 
91-06-046 
91-10-101 
91-22-039 
91-22-052 
91-06-043 
91-06-047 
91-10-100 
91-08-034 
91-08-037 
91-10-036 
91-11-085 
91-22-043 
91-22-051 
91-05-008 
91-05-009 
91-09-017 
91-06-043 
91-06-047 
91-10-100 
91-12-067 
91-16-059 
91-05-011 
91-20-099 
91-20-109 
91-23-083 
91-11-016 
91-11-017 
91-16-024 
91-22-040 
91-22-048 
91-04-040 
91-04-044 
91-08-012 
91-24-036 
91-24-040 
91-24-036 
91-24-040 
92-01-137 
91-20-103 
91-20-107 
91-23-079 
91-24-036 
91-24-040 


WAC # 
388-86-073 RESCIND 
388-86-085 AMD-P 
388-86-085 AMD-E 
388-86-085 AMD 
388-86-090 AMD-P 
388-86-090 AMD-E 
388-86-090 RESCIND 
388-86-09601 _ AMD-P 
388-86-09601 _ AMD-E 
388—86-098 AMD-P 
388-86-098 AMD-E 
388—86-098 RESCIND 
388-86-100 AMD-P 
388-86-100 AMD-E 
388-86-100 RESCIND 
388-86-120 AMD-P 
388-86-120 AMD-E 
388-86-120 RESCIND 
388-87-007 AMD-P 
388-87-007 AMD-E 
388-87-007 AMD 
388-87-010 AMD 
388-87-010 AMD-P 
388-87-010 AMD-E 
388-87-010 AMD 
388-87-015 AMD-P 
388-87-015 AMD-E 
388-87-015 AMD 
388-87-025 AMD-P 
388-87-025 AMD-E 
388-87-025 AMD 
388-87-070 AMD-P 
388-87-070 AMD-E 
388-87-070 RESCIND 
388-87-070 AMD 
388-87-070 AMD-P 
388-87-070 AMD-E 
388-87-070 AMD 
388-87-072 AMD-P 
388-87-072 AMD-E 
388-87-072 RESCIND 
388-87-072 AMD 
388-87-072 AMD-P 
388-87-072 AMD-E 
388-87-072 AMD 
388-87-105 AMD-P 
388-87-105 AMD-E 
388-87-105 AMD 
388-91-005 NEW-P 
388-91-005 NEW-E 
388-91-005 NEW 
388-91-010 AMD-P 
388-91-010 AMD-E 
388-91-010 AMD 
388-91-013 AMD-P 
388-91-013 AMD-E 
388-91-013 AMD 
388-91-015 NEW-P 
388-91-015 NEW-E 
388-91-015 NEW 
388-91-016 AMD-P 
388-91-016 AMD-E 
388-91-016 AMD 
388-91-020 AMD-P 
388-91-020 AMD-E 
388-91-020 AMD 
388-91-030- AMD-P 
388-91-030 AMD-E 
388-91-030 AMD 
388-91-035 AMD-P 
388-91-035 AMD-E 
388-91-035 AMD 
388-91-040 AMD-P 
388-91-040 AMD-E 
388-91-040 AMD 
388-91-050 AMD-P 
388-91-050 AMD-E 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
92-01-137 388-91-050 AMD 91—23-084 388-100-030 AMD 91-17-062 
91-20-101 388-92-045 AMD-P 91-05-008 388-100-035 AMD-P 91-14-067 
91-20-106 388-92-045 AMD-E 91-05-009 388-100-035 AMD-E 91-14-072 
91-23-082 388-92-045 AMD 91-09-017 388-100-035 AMD 91-17-062 
91-24-036 388-95-320 AMD-P 91-05-034 388-100-035 AMD-P 91-24-036 
91-24-040 388-95-320 AMD-E 91-05-035 388-100-035 AMD-E 91-24-040 
92-01-137 388-95-320 AMD 91-09-019 388-100-035 RESCIND 92-01-137 
91-24-036 388-95-337 AMD 91-07-011 388-150-005 AMD-P 91-03-127 
91-24-040 388-95-337 AMD-P 91-22-041 388-1 50-005 AMD-E 91-03-128 
91-24-036 388-95-337 AMD-E  91-22-050 388-150-005 AMD 91-07-013 
91-24-040 388-95-360 AMD 91--07-011 388-150-020 AMD-P 91-12-024 
92-01-137 388-95-360 AMD-P 91-14-068 388-150-020 AMD-E 91-12-028 
91-24-036 388-95-360 AMD-E  91-14-071 388-150-020 AMD 91-15-084 
91-24-040 388-95-360 AMD 91-17-061 388-150-020 AMD 91-21-070 
92-01-137 388-95-380 AMD-P 91-05-008 388-150-100 AMD-P 91-03-127 
91—24-036 388-95-380 AMD-E 91-05-009 388-150-100 AMD-E 91-03-128 
91-24-040 388-95-380 AMD 91-09-017 388-150-100 AMD 91-07-013 
92-01-137 388-95-395 AMD-P 91-12-022 388-150-180 AMD-P 91-03-127 
91-16-038 388-95-395 AMD-E 91-12-029 388-150-180 AMD-E 91-03-128 
91-16-040 388-95-395 AMD 91-15-085 388-150-180 AMD 91-07-013 
91-20-053 388-96-010 AMD-P 91-17-088 388-150-210 AMD-P 91-03-127 
91-07-011 388-96-010 AMD-E 91-17-089 388-150-210 AMD-E 91-03-128 
91-14-067 388-96-010 AMD 91-22-025 388-150-210 AMD 91-07-013 
91-14-072 388-96-023 AMD-P 91-17-088 388-150-280 AMD-P 91-03-127 
91-17-062 388-96-023 AMD-E  91-17-089 388-150-280 AMD-E 91-03-128 
91-16-017 388-96-023 AMD 91-22-025 388-150-280 AMD 91-07-013 
91-16-022 388-96-221 AMD-P 91-09-066 388-150-390 AMD-P 91-03-127 
91-20-054 388-96-507 AMD-P 91-17-088 388-150-390 AMD-E 91-03-128 
91-20-102 388-96-507 AMD-E 91-17-089 388-150-390 AMD 91-07-013 
91-20-108 388-96-507 AMD 91-22-025 388-150-450 AMD-P 91-03-127 
91-23-081 388-96-559 AMD-P 91-17-088 388-150-450 AMD-E 91-03-128 
91-06-044 388-96-559 AMD-E 91-17-089 388-150-450 AMD 91-07-013 
91-06-049 388-96-559 AMD 91-22-025 388-155 NEW-C 91-03-038 
91-06-056 388-96-569 AMD-P 91-17-088 388-155-005 NEW 91-04-048 
91-10-025 388-96-569 AMD-E 91-17-089 388-155-010 NEW 91-04-048 
91-18-050 388-96-569 AMD 91-22-025 388-155-020 NEW 91-04-048 
91-18-052 388-96-585 AMD-P 91-17-088 388-1 55-020 AMD-P 91-12-024 
91-21-123 388-96-585 AMD-E 91-17-089 388-155-020 AMD-E 91-12-028 
91-06-044 388-96-585 AMD 91-22-025 388-155-020 AMD 91-15-084 
91-06-049 388-96-722 AMD-P 91-09-066 388-155-040 NEW 91-04-048 
91-06-056 388-96-722 AMD 91-12-026 388-155-050 NEW 91-04-048 
91-10-025 388-96-722 AMD-P 91-17-088 388-155-060 NEW 91-04-048 
91-18-050 388-96-722 AMD-E 91-17-089 388-155-070 NEW 91-04-048 
91-18-052 388-96—722 AMD 91-22-025 388-155-080 NEW 91-04-048 
91-21-123 388-96-754 AMD-P 91-17-088 388-155-090 NEW 91-04-048 
91-16-018 388-96-754 AMD-E 91-17-089 388-155-100 NEW 91-04-048 
91-16-023 388-96-754 AMD 91-22-025 388-155-110 NEW 91-04-048 
91-20-050 388-96-760 AMD-P 91-09-066 388-155-120 NEW 91-04-048 
91-19-002 388-96-760 AMD 91-12-026 388-155-130 NEW 91-04-048 
91-19-003 388-96-901 AMD-P 91-09-066 388-155-140 NEW 91-04-048 
91-23-084 388-96-901 AMD 91-12-026 388-155-150 NEW 91-04-048 
91-19-002 388-96-904 AMD-P 91-09-066 388-155-160 NEW 91—04-048 
91-19-003 388-96-904 AMD 91-12-026 388-155-165 NEW 91-04-048 
91-23-084 388-99-020 AMD 91-07-011 388-155-170 NEW 91-04-048 
91-19-002 388-99-040 AMD-P 91-05-008 388-155-180 NEW 91-04-048 
91-19-003 388-99-040 AMD-E 91-05-009 388-155-190 NEW 91-04-048 
91-23-084 388-99-040 AMD 91-09-017 388-155-200 NEW 91-04-048 
91-19-002 388-99-060 AMD-P 91-24-036 388-155-210 NEW 91-04-048 
91-19-003 388-99-060 AMD-E 91-24-040 388-155-220 NEW 91-04-048 
91-23-084 388-99-060 RESCIND 92-01-137 388-155-230 NEW 91-04-048 
91-19-002 388-100-005 AMD-P 91-14-067 388-155-240 NEW 91-04-048 
91-19-003 388-100-005 AMD-E 91-14-072 388-155-250 NEW 91-04-048 
91-23-084 388-100-005 AMD 91-17-062 388-155-260 NEW 91-04-048 
91-19-002 388-100-010 AMD-P 91-14-067 388-155-270 NEW 91-04-048 
91-19-003 388-100-010 AMD-E  91-14-072 388-155-280 МЕМ 91-04-048 
91-23-084 388-100-010 AMD 91-17-062 388-155-285 NEW-W  91-11-026 
91-19-002 388-100-015 AMD-P 91-14-067 388-155-290 NEW 91-04-048 
91-19-003 388-100-015 AMD-E 91-14-072 388-155-295 NEW 91-04-048 
91-23-084 388-100-015 AMD ` 91-17-062 388-155-310 NEW 91-04-048 
91-19-002 388-100-020 AMD-P 91-14-067 388-155-320 NEW 91-04-048 
91-19-003 388-100-020 AMD-E 91-14-072 388-155-330 NEW 91-04-048 
91-23-084 388-100-020 AMD 91-17-062 388-155-340 NEW 91-04-048 
91-19-002 388-100-025 AMD-P 91-14-067 388-155-350 NEW 91-04-048 
91-19-003 388-100-025 AMD-E 91-14-072 388-155-360 NEW 91-04-048 
91-23-084 388-100-025 AMD 91-17-062 388-155-370 NEW 91-04-048 
91-19-002 388-100-030 AMD-P 91-14-067 388-155-380 NEW 91-04-048 
91-19-003 388-100-030 AMD-E 91-14-072 388-155-390 NEW 91-04-048 


WAC # WSR # 
388-155-400 NEW 91-04-048 
388-155-410 NEW 91-04-048 
388-155-420 NEW 91-04-048 
388-155-430 NEW 91-04-048 
388-155-440 NEW 91-04-048 
388-155-450 NEW 91-04-048 
388-155-460 NEW 91-04-048 
388-155-470 NEW 91-04-048 
388-155-480 NEW 91-04-048 
388-155-490 NEW 91-04-048 
388-155-500 NEW 91-04-048 
388-320-010 AMD-P 91-20-091 
388-320-010 AMD 91-24-047 
388-320-020 REP-P 91-20-091 
388-320-020 REP 91-24-047 
388-320-030 AMD-P 91-20-091 
388-320-030 AMD 91-24-047 
388-320-035 REP-P 91-20-091 
388-320-035 REP 91-24-047 
388-320-040 REP-P 91-20-091 
388-320-040 REP 91-24-047 
388-320-045 REP-P  91-20-091 
388-320-045 REP 91-24-047 
388-320-050 REP-P 91-20-091 
388-320-050 REP 91-24-047 
388-320-080 REP-P 91-20-091 
388-320-080 REP 91-24-047 
388-320-090 REP-P 91-20-091 
388-320-090 REP 91-24-047 
388-320-092 REP-P 91-20-091 
388-320-092 КЕР 91--24-047 
388-320-100 AMD-P 91-20-091 
388-320-100 AMD 91-24-047 
388-320-110 REP-P 91-20-091 
388-320-130 AMD-P 91-20-091 
388-320-130 АМРр 91-24-047 
388-320-133 NEW 91-24-047 
388-320-135 REP-P 91-20-091 
388-320-140 AMD-P 91-20-091 
388-320-140 AMD 91-24-047 
388-320-180 REP-P 91-20-091 
388-320-180 REP 91-24-047 
388-320-184 REP-P 91-20-091 
388-320-184 REP 91-24-047 
388-320-185 REP-P 91-20-091 
388-320-185 REP 91-24-047 
388-320-220 AMD-P 91-20-091 
388-320-220 AMD 91-24-047 
388-320-230 REP-P 91-20-091 
388-320-230 REP 91-24-047 
388-320-450 NEW-P 91-20-091 
388-320-450 NEW 91-24-047 
388-320-460 NEW-P 91-20-091 
388-320-460 NEW 91-24-047 
388-320-470 NEW-P 91-20-091 
388-320-470 NEW 91-24-047 
390-05-210 AMD-W 91-11-104 
390-05-210 AMD-P 91-11-105 
390-05-210 AMD 91-14-041 
390-05-215 NEW-P 91-24-010 
390-05-300 AMD-P 92-01-131 
390-05-305 AMD-P 92-01-131 
390-12-040 AMD-P 91-20-154 
390-12-040 AMD-P 91-22-082 
390-12-040 AMD 91-24-011 
390-14-045 AMD-P 91-13-089 
390-14-045 AMD 91-16-072 
390-16-011 AMD-P 91-19-038 
390-16-011 AMD 91-22-033 
390-16-041 AMD-P 91-19-038 
390-16-041 AMD 91-22-033 
390-16-041 AMD-P 92-01-131 
390-16-125 AMD-P 91-22-082 
390-16-240 NEW-P 91-10-056 
390-16-240 NEW 91-14-041 
390-16-308 AMD-W 91-11-104 
390-16-308 AMD-P 91-11-105 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 
390—16-308 AMD 91-14-041 392-115-020 NEW-P 91-03-001 
390-16-310 AMD-P 91-22-081 392-115-020 NEW 91-07-007 
390-16-312 NEW-W 91-11-104 392-115-025 NEW-P 91-03-00! 
390-16-312 NEW-P 91-11-105 392-115-025 NEW 91-07-007 
390-16-312 NEW 91-14-041 392-1 15-030 NEW-P 91-03-001 
390-20-020 AMD-E  91-20-153 392-115-030 NEW 91-07-007 
390—20-020 AMD-P 91-20-154 392-115-035 NEW-P 91-03-001 
390-20-020 AMD 91-24-011 392-115-035 NEW 91-07-007 
390-20-0101 AMD-C 91-06-034 392-115-040 NEW-P 91-03-001 
390-20-0101 AMD 91-09-021 392-115-040 NEW 91-07-007 
390-20-052 AMD-P 91-13-089 392-115-045 NEW-P 91-03-00) 
390-20-052 AMD 91-16-072 392-115-045 NEW 91-07-007 
390—24-010 AMD-E 91-20-153 392-115-050 NEW-P 91-03-001 
390-24-010 AMD-P 91-20-154 392-115-050 NEW 91-07-007 
390-24-010 AMD 91-24-011 392-115-055 NEW-P 91-03-001 
390-24-020 AMD-E 91-20-153 392-115-055 NEW 91-07-007 
390-24-020 AMD-P 91-20-154 392-115-060 NEW-P 91-03-001 
390—24-020 AMD 91-24-011 392-115-060 NEW 91-07-007 
390-24-031 NEW-P 91-07-027 392-115-065 NEW-P 91-03-001 
390-24-031 NEW 91-10-057 392-115-065 NEW 91-07-007 
390-24-202 NEW-P 91-24-010 392-115-070 NEW-P 91-03-001 
390-28-020 AMD-P 91-19-039 392-115-070 NEW 91-07-007 
390-28-020 AMD 91-22-083 392-115-075 NEW-P 91-03-001 
390-28-025 AMD-P 91-19-039 392-115-075 NEW 91-07-007 
390—28-025 AMD 91-22-083 392-115-080 NEW-P 91-03-001 
390-28-025 AMD-P 92-01-131 392-115-080 NEW 91-07-007 
390—28-040 AMD-P 91-19-039 392-115-085 NEW-P 91-03-001 
390-28-040 AMD 91-22-083 392-115-085 NEW 91-07-007 
390-28-050 REP-P 91-16-071 392-115-090 NEW-P 91-03-001 
390—28-050 REP 91-21-030 392-115-090 NEW 91-07-007 
390-28-060 AMD-P 91-19-039 392-115-095 NEW-P 91-03-001 
390-28—060 AMD 91-22-083 392-115-095 NEW 91-07-007 
390—28-080 AMD-P 91-19-039 392-115-100 NEW-P 91-03-001 
390-28-080 AMD 91-22-083 392-115-100 NEW 91-07-007 
390-37-060 AMD-P 91-13-089 392-115-105 NEW-P 91-03-001 
390-37-060 AMD 91-16-072 392-115-105 NEW 91-07-007 
390-37-085 NEW-P  91-15-025 392-115-110 NEW-P 91-03-001 
390-37-085 NEW-W  91-15-051 392-115-110 NEW 91-07-007 
390-37-090 AMD-P 91-13-089 392-115-115 NEW-P 91-03-001 
390—37-090 AMD 91-16-072 392-115-115 NEW 91-07-007 
390-37-100 AMD-P 91-13-089 392-115-120 NEW-P 91-03-001 
390-37-100 AMD 91-16-072 392-115-120 NEW 91-07-007 
390-37-105 NEW-P  91-13-089 392-115-125 NEW-P 91-03-001 
390-37-105 NEW 91-16-072 392-115-125 NEW 91-07-007 
390-37-120 NEW-P 91-13-089 392-115-130 NEW-P 91-03-001 
390-37-120 NEW 91-16-072 392-115-130 NEW 91-07-007 
390—37—130 NEW-P 91-13-089 392-115-135 NEW-P 91-03-001 
390-37-130 NEW 91-16-072 392-115-135 NEW 91-07-007 
390-37-132 NEW-P  91-13-089 392-115-140 NEW-P 91-03-001 
390-37-132 NEW 91-16-072 392-115-140 NEW 91-07-007 
390-37-134 NEW-P 91-13-089 392-115-145 NEW-P 91-03-001 
390-37-134 NEW 91-16-072 392-115-145 NEW 91-07-007 
390-37-136 NEW-P 91-13-089 392-115-150 NEW-P 91-03-001 
390-37-136 NEW 91-16-072 392-115-150 NEW 91-07-007 
390-37-140 NEW-P 91-13-089 392-115-155 NEW-P 91-03-001 
390-37-140 NEW 91-16-072 392-115-155 NEW 91-07-007 
390-37-142 NEW-P 91-13-089 392-117-005 NEW-P 91-09-025 
390-37-142 NEW 91-16-072 392-117-005 NEW 91-13-054 
390-37-144 NEW-P 91-13-089 392-117-010 NEW-P 91-09-025 
390-37-144 NEW 91-16-072 392-117-010 NEW 91-13-054 
390-37-150 AMD-P 91-13-089 392-117-015 NEW-P 91-09-025 
390-37-150 AMD 91-16-072 392-117-015 NEW 91-13-054 
390-37-210 REP-P  91-13-089 392-117-020 NEW-P 91-09-025 
390-37-210 REP 91-16-072 392-117-020 NEW: 91-13-054 
392-100 NEW-P 91-24-071 392-117-025 NEW-P 91-09-025 
392-100-100 NEW-P 91-24-071 392-117-025 NEW 91-13-054 
392-100-101 NEW-P 9124-071 392-117-030 NEW-P 91-09-025 
392-100-102 NEW-P 91-24-07 392-117-030 NEW 91-13-054 
392-101-010 AMD-P 91-13-053 392-117-035 NEW-P 91-09-025 
392-101-010 AMD 91-18-007 392-117-035 NEW 91-13-054 
392-101-015 NEW 91-02-095 392-117-040 NEW-P 91-09-025 
392-115-005 NEW-P 91-03-001 392-117-040 NEW 91-13-054 
392-115-005 NEW 91-07-007 392-117-045 NEW-P 91-09-025 
392-115-010 NEW-P 91-03-001 392-117-045 NEW 91-13-054 
392-115-010 NEW 91-07-007 392-117-050 NEW-P 91-09-025 
392-115-015 NEW-P 91-03-001 392-117-050 NEW 91-13-054 
392-115-015 NEW 91-07-007 392-121-108 AMD 91-02-096 


[ 438] 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # WAC # WSR # 
392-121-133 AMD 91-02-096 392-122-322 NEW-P 91-24-071 392-140—078 REP-P 91-21-097 
392-121-136 AMD 91-02-096 392-122-600 AMD 91-03-118 392-140-079 REP-P 91-21-097 
392-121-182 AMD 91-02-096 392-122-605 AMD 91-03-118 392-1 40-080 REP-P 91-21-097 
392-121-184 NEW-P 91-04088 392-122-610 AMD 91-03-118 392-140-081 REP-P 91-21-097 
392-121-184 NEW 91-08—038 392-122-700 AMD 91-03-118 392-140—082 REP-P 91-21-097 
392-121-265 AMD 91-02-097 392-122-800 AMD 91-03-118 392-140-083 REP-P 91-21-097 
392-121-268 AMD 91-02-097 392-122-805 AMD 91-03-118 392-140-160 REP-P 91-21-097 
392-121-269 NEW 91-02-097 392-122-910 NEW 91-03-118 392-140-161 REP-P 91-21-097 
392-121-270 AMD 91-02-097 392-123-054 AMD-P 91-22-071 392-140-162 REP-P 91-21-097 
392-121-272 AMD 91-02-097 392-123-071 AMD-P 91-22-071 392-140-163 REP-P 91-21-097 
392-121-280 AMD 91-02-097 392-123-072 AMD-P 91-22-071 392-140-165 REP-P 91-21-097 
392-121-295 . AMD 91-02-097 392-123-074 AMD-P 91-22-071 392-140—166 REP-P 91-21-097 
392-121-297 REP 91-02-097 392-123-078 AMD-P 91-22-071 392-140-167 REP-P 91-21-097 
392-121-299 AMD 91-02-097 392-123-079 AMD-P 91-22-071 392-140-168 REP-P 91-21-097 
392-121-500 NEW 91-07-006 392-123-115 AMD-P 91-22-071 392-140-169 REP-P 91-21-097 
392-121-500 AMD-P 91-10-105 392-123-120 AMD-P 91-22-071 392-140-170 REP-P 91-21-097 
392-121-500 AMD 91-14-038 392-123-180 AMD-P 91-19-076 392-140-171 REP-P 91-21—097 
392-121-505 NEW 91-07-006 392-123-180 AMD 91-23-043 392-140-172 REP-P 91-21-097 
392-121-505 AMD-P 91-10-105 392-125-014 NEW-P 91-03-050 392-140-173 REP-P 91-21-097 
392-121-505 AMD 91-14-038 392-125-014 NEW 91-07-063 392-140-174 REP-P 91-21-097 
392-121-510 NEW 91-07-006 392-125-015 AMD-P 91-03-050 392-140-197 AMD-P 91-21-097 
392-121-510 AMD-P 91-10-105 392-125-015 AMD 91-07-063 392-140-198 AMD-P 91—21-097 
392-121-510 AMD 91-14-038 392-125-020 AMD-P 91-03-050 392-140-199 AMD-P 91-21-097 
392-121-515 NEW 91-07-006 392-125-020 AMD 91-07-063 392-140-201 AMD-P 91-21-097 
392-121-520 NEW 91-07-006 392-125-025 AMD-P 91-03-050 392-140-224 AMD-P 91-09-026 
392-121-525 NEW 91-07-006 392-125-025 AMD 91-07—063 392-140-224 AMD 91-12-021 
392-121-530 NEW 91-07-006 392-125-026 NEW-P 91-03-050 392-140—250 AMD-P 91-21-037 
392-121-535 NEW 91-07-006 392-125-026 NEW 91-07—063 392-140-251 REP-P 91-21-037 
392-121-540 NEW 91-07-006 392-125-027 NEW-P 91-03-050 392-140-252 AMD-P 91-21-037 
392-121-545 NEW 91-07-006 392-125-027 NEW 91-07-063 392-140-253 AMD-P 91-21-037 
392-122-010 AMD 91-03-118 392-125-030 AMD-P 91-03-050 392-140-254 AMD-P 91-21-037 
392-122-100 AMD 91-03-18 392-125-030 AMD 91-07-063 392-140-255 AMD-P 91—21—037 
392-122-106 AMD 91-03-118 392-125-085 AMD-P 91-03-050 392-140-256 AMD-P 91-21-037 
392-122-107 AMD 91-03-118 392-125-085 AMD 91-07-063 392-140-257 AMD-P 91-04-089 
392-122-110 AMD 91-03-118 392-127-004 AMD-P 91—12-006 392-140-257 AMD 91-08-039 
392-122-115 REP 91-03-118 392-127-004 AMD 91-16-011 392-140-257 AMD-P 91-21-037 
392-122-120 AMD 91-03-118 392-127-006 AMD-P 91-12-006 392-140-258 AMD-P 91-21-037 
392-122-125 REP 91-03-118 392-127-006 AMD 91-16-011 392-140-259 AMD-P 91-21-037 
392-122-145 AMD 91-03-118 392-127-011 AMD-P 91-12-006 392-140-265 AMD-P 91-21-037 
392-122-165 NEW 91-03-118 392-127-011 AMD 91-16-011 392-140-266 AMD-P 91--21-037 
392-122-200 AMD 91-03-118 392-127-700 МЕМ 91-03-129 392-140-267 AMD-P 91-21-037 
392-122-201 NEW-P 91-21-007 392-127-703 NEW 91-03-129 392-140-336 AMD-P 91-12-006 
392-122-202 NEW-P 91-21-007 392-127-705 NEW 91~03-129 392-140-336 AMD 91-16-01) 
392-122-205 AMD-P 91-21-007 392-127-710 NEW 91-03-129 392-140-337 AMD-P 91-12-006 
392-122-206 NEW 91-03-118 392-127-715 NEW 91-03-129 392-140-337 AMD 91-16-011 
392-122-206 AMD-P 91-21-007 392-127-720 NEW 91-03-129 392-1 40-340 NEW 91-02-094 
392-122-207 NEW-P 91-21-007 392-127-725 NEW 91-03-129 392-140-341 NEW 91-02-094 
392-122-210 AMD 91-03-118 392-127-730 NEW 91-03-129 392-1 40-342 NEW 91-02-094 
392-122-210 AMD-P 91-21-007 392-127-735 NEW 91--03-129 392-1 40-343 NEW 91-02-094 
392-122-211 NEW-P 91-21-007 392-127-740 NEW 91-03-129 392-140-345 NEW 91-02-094 
392-122-212 NEW-P 91-21-007 392-127-745 NEW 91-03-129 392-1 40-346 NEW 91-02-094 
392-122-213 NEW-P 91-21-007 392-127-750 NEW 91-03-129 392-140-347 NEW 91-02-094 
392-122-214 NEW-P 91-21-007 392-127-755 NEW 91-03-129 392-140—348 NEW 91-02-094 
392-122-215 REP 91-03-118 392-127-760 NEW 91-03-129 392-1 40-349 NEW 91--02-094 
392-122-220 NEW-P 91-21-007 392-127-765 NEW 91-03-129 392-140-350 NEW 91-02-094 
392-122-221 NEW-P 91-21-007 392-127-770 NEW 91-03-129 392-140-351 NEW 91-02-094 
392-122-225 NEW-P 91-21-007 392-127-775 NEW 91-03-129 392-140-352 NEW 91-02-094 
392-122-230 AMD 91-03-118 392-127-780 NEW 91-03-129 392-140-353 NEW 91-02-094 
392-122-230 AMD-P 91-21-007 392-127-785 NEW 91-03-129 392-140-354 NEW 91-02-094 
392-122-235 AMD 91-03-118 392-127-790 NEW 91-03-129 392-140-355 NEW 91-02-094 
392-122-240 REP 91-03-118 392-127-795 NEW 91-03-129 392-140-356 NEW 91-02-094 
392-122-245 REP 91-03-118 392-127-800 NEW 91-03-129 392-140-357 NEW 91-02-094 
392-122-250 REP 91-03-118 392-127-805 NEW 91-03-129 392-140-358 NEW 91-02-094 
392-122-255 AMD-P 91-21007 392-127-810 NEW 91-03-129 392-140-359 NEW 91-02-094 
392-122—260 AMD-P 91--21-007 392-127-815 NEW 91-03-129 392-140-360 NEW 91-02-094 
392-122-265 REP-W 91-13-071 392-127-820 NEW 91-03-129 392-140-361 NEW 91-02-094 
392-122-265 AMD-P 91~24-071 392-127-825 NEW 91-03-129 392-140-362 NEW 91-02-094 
392-122-270 AMD 91-03-118 392-127-830 NEW 91--03--129 392-140-363 NEW 91-02-094 
392-122-270 AMD-P 91-21-007 392-140-067 NEW-P 91-21-097 392-140-364 NEW 91-02-094 
392-122-275 AMD-P 91-21-007 392-140-068 NEW-P 91-21-097 392-140-365 NEW 91-02-094 
392-122-300 NEW-P 91-24-071 392-140-069 NEW-P 91-21-097 392-140-366 NEW 9t-02-094 
392-122-301 NEW-P 91-24-071 392-140-070 NEW-P 91-21-097 392-140-367 NEW 91-02-094 
392-122-302 NEW-P 91-24-071 392-140-071 NEW-P 91-21-097 392-140-368 NEW 91-02--094 
392-122-303 NEW-P 91-24-071 392-140-072 NEW-P 91-21-097 392-140-369 NEW 91-02-094 
392-122-304 NEW-P 91-24-071 392-140-075 REP-P 91-21-097 392-140-370 NEW 91-02-094 
392-122-320 NEW-P 91-24-071 392-140-076 КЕР-Р 91-21-097 392-140-371 NEW 91-02-094 
392-122-321 NEW-P 91-24-071 392-140-077 REP-P 91-21-097 392-140-372 NEW 91-02-094 


WAC # WSR # 
392-140-373 NEW 91-02-094 
392-140-374 NEW 91-02-094 
392-140-375 NEW 91-02-094 
392-140-376 NEW 91-02-094 
392-140-377 NEW 91-02-094 
392-140-378 NEW 91-02-094 
392-140-379 NEW 91-02-094 
392-140-380 NEW 91-02-094 
392-140-381 NEW 91-02-094 
392-140-390 NEW 91-02-094 
392-140-391 NEW 91-02-094 
392-140-392 NEW 91-02-094 
392-140-393 NEW 91-02-094 
392-140-400 REP-P 91-19-094 
392-140-400 REP 91-23-023 
392-140-401 REP-P 91-19-094 
392-140-401 REP 91-23-023 
392-140-402 REP-P 91-19-094 
392-140—402 REP 91-23-023 
392-140-403 REP-P 91-19-094 
392-140-403 REP 91-23-023 
392-140-404 REP-P  91-19-094 
392-140-404 REP 91-23-023 
392-140-405 REP-P 91-19-094 
392-140-405 REP 91-23-023 
392-140-406 REP-P 91-19-094 
392-140-406 REP 91-23-023 
392-140-407 REP-P 91-19-094 
392-140—407 REP 91-23-023 
392-140—408 REP-P 91-19-094 
392-140-408 REP 91-23-023 
392-140-409 REP-P 91-19-094 
392-140-409 REP 91-23-023 
392-140-410 REP-P 91-19-094 
392-140-410 REP 91-23-023 
392-140-411 .REP-P 91-19-094 
392-140-411 REP 91-23-023 
392-140-412 REP-P 91-19094 
392-140-412 REP 91-23-023 
392-140-413 REP-P 91-19-094 
392-140-413 REP 91-23-023 
392-140-414 REP-P 91-19-094 
392-140-414 REP 91-23-023 
392-140-415 REP-P 91-19-094 
392-140-415 REP 91-23-023 
392-140-416 REP-P 91-19-094 
392-140-416 REP 91-23-023 
392-140-417 REP-P 91-19-094 
392-140-417 REP 91-23-023 
392-140-418 REP-P 91-19-094 
392-140-418 REP 91-23-023 
392-140-419 REP-P 91-19-094 
392-140-419 REP 91-23-023 
392-140-420 REP-P 91-19-094 
392-140-420 REP 91-23-023 
392-140-421 REP-P 91-19-094 
392-140-421 REP 91-23-023 
392-140-422 REP-P 91-19-094 
392-140-422 REP 91-23-023 
392-140-423 REP-P 91-19-094 
392-140-423 REP 91-23-023 
392-140-431 NEW-P 91-21-097 
392-140-432 NEW-P 91-21-097 
392-140-433 NEW-P 91-21-097 
392-140-434 NEW-P 91-21-097 
392-140-435 NEW-P 91-21-097 
392-140-436 NEW-P 91-21-097 
392-140-437 NEW-P 91-21-097 
392-140—438 NEW-P 91-21-097 
392-140—439 NEW-P 91-21-097 
392-140-441 NEW-P 91-21-097 
392-140—442 NEW-P 91-21-097 
392-140-443 NEW-P 91-21-097 
392-140—444 NEW-P 91-21-097 
392-140-445 NEW-P 91-21-097 
392-140-446 NEW-P 91-21-097 
392-140-447 NEW-P 91-21-097 


Table of WAC Sections Affected 


WAC # WSR # 
392-140-450 NEW-P 91-21-097 
392-140-451 NEW-P  91-21-097 
392-140-452 NEW-P  91-21-097 
392-140-460 NEW-P  91-21-097 
392-140-461 NEW-P 91-21-097 
392-140-462 NEW-P  91-21-097 
392-140-463 NEW-P 91-21-097 
392-140-464 NEW-P 91-21-097 
392-140-465 NEW-P 91-21-097 
392-140-466 NEW-P 91-21-097 
392-140-470 NEW-P  91-21-097 
392-140-471 NEW-P 91-21-097 
392-140-472 NEW-P 91-21-097 
392-140-473 NEW-P 91-21-097 
392-140-474 NEW-P  91-21-097 
392-140-475 NEW-P  91-21-097 
392-140-476 NEW-P 91-21-097 
392-140-477 NEW-P 91-21-097 
392-140-478 NEW-P  91-21-097 
392-140-480 NEW-P 91-21-097 
392-140-481 NEW-P 91-21-097 
392-140-482 NEW-P 91-21-097 
392-140-483 NEW-P 91-21-097 
392-140-485 NEW-P 91-21-097 
392-140-486 NEW-P 91-21-097 
392-140-490 NEW-P  91-21-097 
392-140-491 NEW-P 91-21-097 
392-140-492 NEW-P 91-21-097 
392-140-493 NEW-P  91-21-097 
392—140-494 NEW-P 91-21-097 
392-140-495 NEW-P 91-21-097 
392-140-496 NEW-P 91-21-097 
392-140-497 NEW-P 91-21-097 
392-142-005 AMD-P 91-12-006 
392-142-005 AMD 91-16-011 
392-142-095 AMD-P 91-12-006 
392-142-095 AMD 91-16-011 
392-142-155 AMD-P 91-19-077 
392-142-155 AMD 91-23-071 
392-142-165 AMD-P 91-19-077 
392-142-165 AMD 91-23-071 
392-142-215 REP-P 91-19-077 
392-142-215 REP 91-23-071 
392-142-220 REP-P 91-19-077 
392-142-220 REP 91-23-071 
392-142-235 AMD-P 91-12-006 
392-142-235 AMD 91-16-011 
392-142-250 AMD-P 91-12-006 
392-142-250 AMD 91-16-011 
392-142-260 AMD-P 91-19-075 
392-142-260 AMD-P 91-19-077 
392-142-260 AMD 91-23-042 
392-142-260 AMD 91-23-071 
392-143-030 AMD-P 91-19-078 
392-143-030 AMD 91-23-069 
392-143-031 NEW-P 91-19-078 
392-143-031 NEW 91-23-069 
392-143-032 NEW-P  91-19-078 
392-143-032 NEW 91-23-069 
392-143-080 NEW-P 91-19-078 
392-143-080 NEW 91-23-069 
392-145-015 AMD-P 91-03-074 
392-145-015 AMD 91—06-032 
392-145-015 AMD-W 91-16-032 
392-145-020 AMD-P 91-19-079 
392-145-020 AMD 91-23-070 
392-145-030 AMD-P 91-03-074 
392-145-030 AMD 91-06-032 
392-145-030 AMD-W 91-16-032 
392-151-003 NEW-P 91-10-085 
392-151-003 NEW 91-15-016 
392-151-005 AMD-P 91-10-085 
392-151-005 AMD 91-15-016 
392-151-010 AMD-P 91-10-085 
392-151-010 AMD 91-15-016 
392-151-015 AMD-P 91-10-085 
392-151-015 AMD 91-15-016 


[ 440 ] 


WAC f 

392-151-017 NEW-P 
392-151-017 NEW 
392-151-020 AMD-P 
392-151-020 AMD 
392-151-035 AMD-P 
392-151-035 AMD 
392-151-040 AMD-P 
392-151-040 AMD 
392-151-045 AMD-P 
392-151-045 AMD 
392-151-050 AMD-P 
392-151-050 AMD 
392-151-055 AMD-P 
392-151-055 AMD 
392-151-060 AMD-P 
392-151-060 AMD 
392-151-095 AMD-P 
392-151-095 AMD 
392-151-105 AMD-P 
392-151-105 AMD 
392-151-120 AMD-P 
392-151-120 AMD 
392-151-125 AMD-P 
392-151-125 AMD 
392-151-130 AMD-P 
392-151-130 AMD 
392-151-135 AMD-P 
392-151-135 AMD 
392-151-140 AMD-P 
392-151-140 AMD 
392-151-145 REP-P 
392-151-145 REP 
392-151-150 REP-P 
392-151-150 REP 
392-153-005 AMD-P 
392-153-014 NEW-P 
392-153-015 AMD-P 
392-153-032 AMD-P 
392-160 AMD-C 
392-160-015 AMD-P 
392-160-015 AMD 
392-160-020 AMD-P 
392-160-020 AMD 
392-160-040 AMD-P 
392-160-040 AMD 
392-162-095 AMD-P 
392-162-095 AMD 
392-163-340 AMD-P 
392-163-340 AMD 
392-163-345 AMD-P 
392-163-345 AMD 
392-163-355 AMD-P 
392-163-355 AMD 
392-163-435 AMD-P 
392-163-435 AMD 
392-171-321 NEW-P 
392-171-321 NEW 
392-171-461 AMD-P 
392-171-461 AMD 
392-191-001 AMD-P 
392-191-001 AMD 
392-191-007 AMD-P 
392-191-007 AMD 
392-191-030 AMD-P 
392-191-030 AMD 
392-191-035 AMD-P 
392-191-035 AMD 
392-191-040 AMD-P 
392-191-040 AMD 
392-191-060 REP-P 
392-191-060 REP 
392-191-065 REP-P 
392-191-065 REP 
392-191-070 REP-P 
392-191-070 REP 
392-191-075 REP-P 
392-191-075 AMD-P 


WSR 4 

91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-10-085 
91-15-016 
91-24-071 
91-24-071 
91-24-071 
91-24-071 
91-11-028 
91-07-062 
91-17-008 
91-07-062 
91-17-008 
91-07-062 
91-17-008 
91-13-052 
91-18-005 
91-14-037 
91-18-040 
91-14-037 
91-18-040 
91-14-037 
91-18-040 
91-14-037 
91-18-040 
91-14-002 
91-18-004 
91-14-002 
91-18-004 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-12-006 
91-16-011 
91-10-104 
91-16-026 
91-10-104 
91-16-026 
91-10-104 
91-16-026 
91-10-104 
91-12-006 


WAC # 
392-191-075 AMD 
392-191-075 REP 
392-191-080 REP-P 
392-191-080 REP 
392-191-085 REP-P 
392-191-085 AMD-P 
392-191-085 AMD 
392-191-085 REP 
392-191-090 REP-P 
392-191-090 REP 
392-191-095 REP-P 
392-191-095 REP 
392-192-005 AMD-P 
392-192-005 AMD 
392-192-040 AMD-P 
392-192-040 AMD 
392-196-005 AMD-E 
392-196-005 AMD-P 
392-196-045 AMD-E 
392-196-045 AMD-P 
392-196-080 AMD-E 
392-196-080 AMD-P 
392-196-085 AMD-E 
392-196-085 AMD-P 
392-196-090 REP-E 
392-196-090 REP-P 
392-196-100 AMD-E 
392-196-100 AMD-P 
392-198-005 NEW-P 
392-198-005 NEW 
392-198-010 NEW-P 
392-198-010 NEW 
392-198-015 NEW-P 
392-198-015 NEW 
392-198-020 NEW-P 
392-198-020 NEW 
392-198-025 NEW-P 
392-198-025 NEW 
392-198-030 NEW-P 
392-198-030 NEW 
392-202-003 AMD 
392-202-080 AMD-P 
392-202-080 AMD-W 
392-202-110 AMD-P 
392-202-115 AMD-P 
392-202-120 AMD-P 
399-30-030 AMD-P 
399-30-040 AMD-P 
399-30-042 AMD-P 
399—30-045 AMD-P 
399-30-050 AMD-P 
399-30-060 AMD-P 
399-30-065 AMD-P 
399—40-020 AMD-P 
400-06—070 AMD-P 
400-06-070 AMD 
400-06-170 AMD-P 
400-06-170 AMD 
400-12 PREP 
400-12-110 AMD-P 
400-12-110 AMD 
400-12-120 AMD-P 
400-12-120 AMD 
400-12-200 AMD-P 
400-12-200 AMD 
400-12-210 AMD-P 
400-12-210 AMD 
400-12-220 AMD-P 
400-12-220 AMD 
400-12—300 REP-P 
400-12-300 REP 
400-12-305 NEW-P 
400-12-305 NEW 
400-12-310 REP-P 
400-12-310 REP 
400-12-320 AMD-P 
400-12—320 AMD 


Table of WAC Sections Affected 


WSR 4 WAC # 
91-16-011 400—12—400 
91-16-026 400-12-400 
91-10-104 400-12-410 
91-16-026 400-12-410 
91-10-104 400-12-415 
91-12-006 400-12-415 
91-16-011 400-12-420 
91-16-026 400-12-420 
91-10-104 400-12—500 
91-16-026 400—12—500 
91-10-104 400-12-510 
91-16-026 400-12-510 
91-12-006 400-12-515 
91-16-011 400-12-515 
91-12-006 400-12-520 
91-16-011 400-12-520 
91-18-020 400-12-525 
92-01-082 400-12-525 
91-18-020 400-12-530 
92-01-082 400-12-530 
91-18-020 400-12-535 
92-01-082 400-12-535 
91-18-020 400-12-540 
92-01-082 400-12-540 
91-18-020 400-12-545 
92-01-082 400-12-545 
91-18-020 400-12-550 
92-01-082 400-12-550 
91-14-035 400-12-555 
91-18-006 400-12-555 
91-14-035 400-12-560 
91-18-006 400-12-560 
91-14-035 400-12-565 
91-18-006 400-12-565 
91-14-035 400-12-570 
91-18-006 400-12-570 
91-14-035 400-1 2-600 
91-18-006 40012-600 
91-14-035 400-12-605 
91-18-006 400-12-605 
91-03-119 400-12-610 
91-14-036 400-12-610 
91-17-036 400-12-615 
91-14-036 400-12-615 
91-14-036 400-12-620 
91-14-036 400-12-620 
91-14-093 400-12-625 
91-14-093 400-12-625 
91-14-093 400-12-630 
91-14-093 400-12-630 
91-14-093 400-12-635 
91-14-093 400-12-635 
91-14-093 400-12-640 
91-14-092 400-12-640 
91-15-089 400-12-650 
91-20-076 400-12-650 
91-15-089 400-12-660 
91-20-076 400-12-660 
91-05-066 400-12-700 
91-15-090 400-12—700 
91-22-096 402-70-010 
91-15-090 402-70-020 
91-22-096 402-70-030 
91-15-090 402-70-040 
91-22-096 402-70-045 
91-15-090 402-70-050 
91-22-096 402-70-055 
91-15-090 402-70-060 
91-22-096 402-70-062 
91-15-090 402-70-064 
91-22-096 402-70-066 
91-15-090 402-70-068 
91-22-096 402~70-070 
91-15-090 402-70-077 
91-22-096 402-70-080 
91-15-090 402-70-085 
91-22-096 402-70-090 


WSR 4 WAC # WSR # 

AMD-P 91-15-090 414-04-010 REP-P  91-21-046 
AMD 91-22-096 414-04-010 REP 91-24-061 
AMD-P 91-15-090 414-08-010 REP-P  91-21-046 
AMD 91-22-096 414-08-010 REP 91-24-06 1 
NEW-P 91-15-090 414-08-020 REP-P 91-21-046 
NEW 91-22-096 414-08-020 REP 91-24-061 
AMD-P  91-15-090 414-08-030 REP-P  91-21-046 
AMD 91-22-096 414-08-030 REP 91-24-06 
AMD-P 91-15-090 414-08-040 REP-P 91-21-046 
AMD 91-22-096 414—08-040 REP 91-24-061 
REP-P 91-15-090 414-08-050 REP-P 91-21-046 
REP 91-22-096 414-08-050 REP 91-24-06 1 
NEW-P 91-15-090 414-08-060 REP-P 91-21-046 
NEW 91-22-096 414-08-060 REP 91-24-06! 
REP-P 91-15-090 414-08-070 REP-P 91-21-046 
REP 91-22-096 414-08-070 REP 91-24-061 
NEW-P 91-15-090 414-08-080 REP-P 91-21-046 
NEW 91-22-096 414-08-080 REP 91-24-06 1 
REP-P 91-15-090 414-08-090 REP-P  91-21-046 
REP 91-22-096 414-08-090 REP 91-24-061 
NEW-P 91-15-090 414-08-100 REP-P 91-21-046 
NEW 91-22-096 414-08-100 REP 91-24-061 
REP-P 91-15-090 414-12-010 REP-P 91-21-046 
REP 91-22-096 414-12-010 REP 91-24-061 
NEW-P 91-15-090 414-12-020 REP-P 91-21-046 
NEW 91-22-096 414-12-020 REP 91-24-061] 
REP-P 91-15-090 414-12-030 REP-P 91-21-046 
REP 91-22-096 414-12-030 REP 91-24-061 
NEW-P 91-15-090 414-20-010 REP-P 91-21-046 
NEW 91-22-096 414-20-010 REP 91-24-061 
REP-P 91-15-090 414-20-020 REP-P  91-21-046 
REP 91-22-096 414-20-020 REP 91-24-061 
NEW-P 91-15-090 414-20-030 REP-P 91-21-046 
NEW 91-22-096 414-20-030 REP 91-24-061 
REP-P 91-15-090 414-20-040 REP-P 91-21-046 
REP 91-22-096 414-20-040 REP 91-24-061 
REP-P 91-15-090 414-20—050 REP-P 91-21-046 
REP 91-22-096 414-20—050 REP 91-24-061 
NEW-P  91-15-090 414-20-060 REP-P 91-21-046 
NEW 91-22-096 414-20-060 REP 91-24-061 
REP-P 91-15-090 414-24-010 REP-P 91-21-046 
REP 91-22-096 414-24-010 REP 91-24-061 
NEW-P 91-15-090 414-24-020 REP-P 91-21-046 
NEW 91-22-096 414-24-020 REP 91-24-061 
REP-P 91-15-090 414-24-030 REP-P 91-21-046 
REP 91-22-096 414-24-030 REP 91-24-061 
NEW-P 91-15-090 414-24-040 REP-P 91-21-046 
NEW 91-22-096 414-24-040 REP 91-24-061 
REP-P 91-15-090 414-24-050 REP-P 91-21-046 
REP 91-22-096 414-24-050 REP 91-24-061 
NEW-P 91-15-090 414-24-060 REP-P 91-21-046 
NEW 91-22-096 414-24-060 REP 91-24-061 
REP-P 91-15-090 414-24-070 REP-P  91-21-046 
REP 91-22-096 414-24-070 REP 91-24-061 
REP-P 91-15-090 414-24-080 REP-P  91-21-046 
REP 91-22-096 414-24-080 REP 91-24-061 
REP-P 91-15-090 414-24-090 REP-P 91-21-046 
REP 91-22-096 414-24-090 REP 91-24-061 
AMD-P 91-15-090 415-04-020 AMD-P 91-16-092 
AMD 91-22-096 415-04-020 AMD 91-19-064 
AMD-W 91-08-059 415-06-090 AMD-P 91-16-093 
AMD-W 91-08-059 415-06-090 AMD 91-19-061 
AMD-W 91-08-059 415-100-041 NEW 91-03-013 
NEW-W 91-08-059 415-100-045 NEW 91-03-013 
NEW-W 91-08-059 415-100-051 NEW 91-03-013 
- AMD-W 91-08-059 415-100-055 NEW 91-03-013 
NEW-W 91-08-059 415-104-108 AMD-P 91-16-094 
NEW-W 91-08-059 415-104-108 AMD 91-19-063 
NEW-W 91-08-059 415-104-201 NEW 91-03-014 
NEW-W 91-08-059 415-104-205 NEW 91-03-014 
NEW-W 91-08-059 415-104-211 NEW 91-03-014 
NEW-W 91-08-059 415-104-215 NEW 91-03-014 
AMD-W 91-08-059 415-108-320 NEW 91-03-015 
NEW-W 91-08-059 415-108-322 NEW 91-03-015 
AMD-W 91-08-059 415-108-324 NEW 91-03-015 
NEW-W 91-08-059 415-108-326 NEW 91-03-015 
AMD-W 91-08-059 415-108-520 NEW-P 91-18-069 


[441] 


WAC # 
415-108-520 
415-112-040 
415-112-040 
415-112-330 
415-112-330 
415-112-515 
415-112-515 
415-112-535 
415-112-535 
415-112-540 
415-112-540 
415-112-720 
415-112-722 
415-112-725 
415-112-727 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-010 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-020 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-030 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-040 
415-114-050 
415-114-050 
415-114-050 
415-114-050 
415-114-050 
415-114-050 
415-114-055 
415-114-055 
415-114-055 
415-114-055 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-060 
415-114-070 
415-114-070 
415-114-070 
415-114-070 
415-114-100 
415-114-100 
415-114-200 
415-114-200 
415-114-300 
415-114-300 
415-114-400 
415-114-400 
415-114-500 
415-114-500 
415-114-550 
415-114-550 
415~114-600 
415-114—600 
415-114—700 
415-114—700 
415-115-010 
415-115-010 


WSR 4 
91-21-083 
91-16-095 
91-19-065 
91-18-070 
91-21-084 
91-18-070 
91-21-084 
91-18-070 
91-21-084 
91-18-070 
91-21-084 
91-03-016 
91-03-016 
91-03-016 
91-03-016 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-10-108 
91-13-049 
91-16-091 
91-19-062 
91-06-089 
91-10-108 
91-11-061 
91-13-049 
91-16-091 
91-19-062 
91-10-108 
91-13-049 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-16-09] 
91-19-062 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-16-091 
91-19-062 
91-10-109 
91-13-030 


Table of WAC Sections Affected 


WACH WSR 4 WACH 
415-115-020 NEW-P 91-10-109 417-02-110 
415-115-020 NEW 91-13-030 417-02-110 
415-115-030 NEW-P  91-10-109 417-02-110 
415-115-030 NEW 91-13-030 417-02-115 
415-115-040 NEW-P 91-10-109 417-02-115 
415-115-040 NEW 91-13-030 417-02-115 
415-115-050 NEW-P 91-10-109 417-02-115 
415-115-050 NEW 91-13-030 417-02-120 
415-115-060 NEW-P 91-10-109 417-02-120 
415-115-060 NEW 91-13-030 417-02-120 
415-115-070 NEW-P 91-10-109 417-02-120 
415-115-070 NEW 91-13-030 417-02-125 
415-115-080 NEW-P 91-10-109 417-02-125 
415-115-080 NEW 91-13-030 417-02-125 
415-115-090 NEW-P 91-10-109 417-02-125 
415-115-090 NEW 91-13-030 417-02-130 
415-115-100 NEW-P 91-10-109 417-02-130 
415-115-100 NEW 91-13-030 417-02-130 
415-115-110 NEW-P 91-10-109 417-02-130 
415-115-110 NEW 91-13-030 417-02-135 
415-115-120 NEW-P 91-10-109 417-02-135 
415-115-120 NEW 91-13-030 417-02-135 
415-116-010 NEW-P 91-10-107 417-02-135 
415-116-010 NEW 91-13-029 417-02-140 
415-116-020 NEW-P 91-10-107 417-02-140 
415-116-020 NEW 91-13-029 417-02-140 
415-116-030 NEW-P  91-10-107 417-02-140 
415-116-030 NEW 91-13-029 417-02-145 
415-116-040 NEW-P 91-10-107 417-02-145 
415-116-040 NEW 91-13-029 417-02-145 
415-116-050 NEW-P  91-10-107 417-02-145 
415-116-050 NEW 91-13-029 417-02-150 
417-01-100 NEW-E  91-09-052 417-02-150 
417-01-100 NEW-P 91-15-028 417-02-150 
417-01-100 NEW 91-20-006 417-02-150 
417-01-105 NEW-E  91-09-052 417-02-155 
417-01-105 NEW-P 91-15-028 417-02-155 
417-01-105 NEW 91-20-006 417-02-155 
417-01-110 NEW-E  91-09-052 417-02-155 
417-01-110 NEW-P 91-15-028 417-06-100 
417-01-110 NEW 91-20-006 417-06-100 
417-01-115 NEW-E  91-09-052 417-06-100 
417-01-115 NEW-P 91-15-028 417-06-110 
417-01-115 NEW 91-20-006 417-06-110 
417-01-120 NEW-E  91-09-052 417-06-110 
417-01-120 NEW-P 91-15-028 417-06-120 
417-01-120 NEW 91-20-006 417-06-120 
417-01-125 NEW-E  91-09-052 417-06-120 
417-01-125 NEW-P 91-15-028 417-06-130 
417-01-125 NEW 91-20-006 417-06-130 
417-01-130 NEW-E 91-09-052 417-06-130 
417-01-130 NEW-P  91-15-028 417-06-140 
417-01-130 NEW 91-20-006 417-06-140 
417-01-135 NEW-E 91-09-052 417-06-140 
417-01-135 NEW-P 91-15-028 417-06-150 
417-01-135 NEW 91-20-006 417-06-150 
417-01-140 NEW-E 91-09-052 417-06-150 
417-01-140 NEW-P 91-15-028 417-06-160 
417-01-140 NEW 91-20-006 417-06-160 
417-01-145 NEW-E  91-09-052 417-06-160 
417-01-145 NEW-P 91-15-028 417-06-170 
417-01-145 NEW 91-20-006 417-06-170 
417-01-150 NEW-E  91-09-052 417-06-170 
417-01-150 NEW-P 91-15-028 419-14-030 
417-01-150 NEW 91-20-006 419-14-030 
417-01-155 NEW-E 91-09-052 419-14-040 
417-01-155 NEW-P 91-15-028 419-14-040 
417-01-155 NEW 91-20-006 419-14-090 
417-02-100 NEW-E  91-13-020 419-14-090 
417-02-100 NEW-P 91-15-028 419-14-100 
417-02-100 NEW-W 91-20-004 419-14-100 
417-02-100 NEW-E  91-20-005 419-14-110 
417-02-105 NEW-E  91-13-020 419-14-110 
417-02-105 NEW-P 91-15-028 419-18-030 
417-02-105 NEW-W  91-20-004 419-18-030 
417-02-105 NEW-E 91-20-005 419-18-040 
417-02-110 NEW-E 91-13-020 419-18-040 


WSR 4 


91-15-028 
91-20-004 
91-20-005 
91-13-020 
91-15-028 
91—20—004 
91-20—005 
91—13—020 
91-15-028 
91—20—004 
91-20-005 
91-13-020 
91-15-028 
91-20-004 
91-20005 
91-13-020 
91-15-028 
91-20-004 
91-20-005 
91-13-020 
91-15-028 
91-20-004 
91—20—005 
91-13-020 
91-15-028 
91-20-004 
91-20-005 
91-13-020 
91-15-028 
91-20-004 
91-20-005 
91-13-020 
91-15-028 
91-20-004 
91-20-005 
91-13-020 
91-15-028 
91--20-004 
91--20—005 
91-13-021 
91-15-028 
91-20-006 
91-13-021 
91-15-028 
91-20—006 
91-13-021 
91-15-028 
91-20—006 
91-13-021 
91-15-028 
91-20—006 
91-13-021 
91-15-028 
91-20—006 
91-13-021 
91-15-028 
91-20-006 
91-13-02! 
91-15-028 
91-20—006 
91-13-021 
91-15-028 
91-20—006 
91-03-107 
91-06-063 
91-03-107 
91-06-063 
91-03-107 
91-06-063 
91-03-107 
91-06-063 
91-03-107 
91—06—063 
91-03-106 
91—06—062 
91—03-106 
91-06-062 


WAC # 


419-18-050 
419-18-050 
419-18-060 
419-18-060 
419—18-070 
419-18-070 
434-15-010 
434-15-010 
434-15-020 
434-15-020 
434-15-030 
434—15-030 
434—15-040 
434-1 5--040 
434-1 5-050 
434-15-050 
434-15-060 
434-15-060 
434-15-070 
434-15-070 
434-15-080 
434-15-080 
434-15-090 
434-15-090 
434-15-100 
434-15-100 
434-15-110 
434-15-110 
434-15-120 
434-15-120 
434-15-130 
434-15-130 
434-15-140 
434-15-140 
434-15-150 
434-15-150 
434-15-990 
434-15-990 
434~-15-99001 
434—15-99001 
434-26-005 
434—26-005 
434-26-010 
434—26-010 
434-26-015 
434—26-015 
434-26-020 
434-26-020 
434-26-025 
434-26-025 
434-26-030 
434—26-030 
434—26-035 
434-26-035 
434-26-040 
434-26-040 
434-26-045 
434—26-045 
434—26-050 
434-26-050 
434-26-055 
434-26-055 
434-26-060 
434-26-060 
434-26-065 
434-26-065 
434-26-900 
434—26-900 
434-28-012 
434-28-020 
434—28-050 
434—28-060 
434-30-010 
434-30—020 
434-30-030 
434-30—040 
434-30—050 


Table of WAC Sections Affected 


WSR 4 WAC # WSR 4 WAC # WSR 4 
AMD-P 91-03-106 434-30-060 NEW-P 91-23-097 434-42-925 NEW-P 91-03-125 
AMD 91-06-062 434-30-070 NEW-P 91-23-097 434-42-925 NEW-E 91-03-126 
AMD-P 91-03-106 434-30-080 NEW-P  91-23-097 434-42-925 REP-E  91-07-002 
AMD 91-06-062 434-30-090 NEW-P 91-23-097 434-42-925 NEW-W 91-07-003 
AMD-P 91-03-106 434-30-100 NEW-P 91-23-097 434-42-930 NEW-P  91-03-125 
AMD 91-06-062 434-30-110 NEW-P 91-23-097 434-42-930 NEW-E  91-03-126 
REP-P 91-17-054 434-30-120 NEW-P 91-23-097 434-42-930 REP-E 91-07-002 
REP 91-21-045 434-30-130 NEW-P 91-23-097 434-42-930 NEW-W 91-07-003 
REP-P  91-17-054 434-30-140 NEW-P 91-23-097 434-42-935 NEW-P 91-03-125 
REP 91-21-045 434-30-150 NEW-P 91-23-097 434-42-935 NEW-E  91-03-126 
REP-P 91-17-054 434-30-160 NEW-P 91-23-097 434-42-935 REP-E 91-07-002 
REP 91-21-045 434-30-170 NEW-P 91-23-097 434-42-935 NEW-W 91-07-003 
REP-P 91-17-054 434-30-180 NEW-P 91-23-097 434-42-940 NEW-P 91-03-125 
REP 91-21-045 434-30-190 NEW-P 91-23-097 434-42-940 NEW-E  91-03-126 
REP-P  91-17-054 434-30-200 NEW-P 91-23-097 434-42-940 REP-E 91-07-002 
REP 91-21-045 434-30-210 NEW-P 91-23-097 434-42-940 NEW-W 91-07-003 
REP-P  91-17-054 434-30-220 NEW-P 91-23-097 434-42-945 NEW-P 91-03-125 
REP 91-21-045 434-34-010 NEW-P 91-23-097 434-42-945 NEW-E  91-03-126 
REP-P 91-17-054 434-34-015 NEW-P 91-23-097 434-42-945 REP-E 91-07-002 
REP 91-21-045 434-34-020 NEW-P 91-23-097 434-42-945 NEW-W 91-07-003 
REP-P 91-17-054 434-34-025 NEW-P 91-23-097 434-42-950 NEW-P 91-03-125 
REP 91-21-045 434-34-030 NEW-P 91-23-097 434-42-950 NEW-E 91-03-126 
REP-P  91-17-054 434-34-035 NEW-P 91-23-097 434-42-950 REP-E 91-07-002 
REP 91-21-045 434-34-040 NEW-P 91-23-097 434-42-950 NEW-W 91-07-003 
REP-P 91-17-054 434-34-045 NEW-P 91-23-097 434-42-955 NEW-P 91-03-125 
REP 91-21-045 434-34-050 NEW-P 91-23-097 434-42-955 NEW-E 91-03-126 
REP-P  91-17-054 434-34-055 NEW-P 91-23-097 434-42-955 REP-E 91-07-002 
REP 91-21-045 434-34-060 NEW-P 91-23-097 434-42-955 NEW-W 91-07-003 
REP-P 91-17-054 434-34-065 NEW-P 91-23-097 434-42-960 NEW-P 91-03-125 
REP 91-21-045 434-34-070 NEW-P 91-23-097 434-42—960 NEW-E 91-03-126 
REP-P 91-17-054 434-34-075 NEW-P 91-23-097 434-42-960 REP-E 91-07-002 
REP 91-21-045 434-34-080 NEW-P 91-23-097 434-42-960 NEW-W 91-07-003 
REP-P  91-17-054 434-34-085 NEW-P 91-23-097 434-42-965 NEW-P 91-03-125 
REP 91-21-045 434-34-090 NEW-P 91-23-097 434-42-965 NEW-E 91-03-126 
REP-P  91-17-054 434-34-095 NEW-P 91-23-097 434-42-965 REP-E 91-07-002 
REP 91-21-045 434-34-100 NEW-P 91-23-097 434-42-965 NEW-W  91-07-003 
REP-P 91-17-054 434-34-105 NEW-P 91-23-097 434-42-970 NEW-P  91-03-125 
REP 91-21-045 434-34-110 NEW-P  91-23-097 434-42-910 NEW-E  91-03-126 
REP-P  91-17-054 434-34-115 NEW-P 91-23-097 434-42-970 REP-E 91-07-002 
REP 91-21-045 434-40-010 AMD-E 91-14-080 434-42-970 NEW-W 91-07-003 
NEW-P 91-13-022 434-40-010 AMD-P 91-17-046 434-42-915 NEW-P 91-03-125 
NEW 91-18-013 434-40-010 AMD 91-20-074 434-42-915 NEW-E 91-03-126 
NEW-P 91-13-022 434-40-050 AMD-E 91-14-080 434-42-915 REP-E 91-07-002 
NEW 91-18-013 434-40-050 AMD-P 91-17-046 434—42-915 NEW-W 91-07-003 
NEW-P 91-13-022 434-40-050 AMD 91-20-074 434-42-980 NEW-P 91-03-125 
NEW 91-18-013 434-40-060 AMD-E 91-14-080 434-42-980 NEW-E  91-03-126 
NEW-P 91-13-022 434-40-060 AMD-P 91-17-046 434-42-980 REP-E 91-07-002 
NEW 91-18-013 434-40-060 AMD 91-20-074 434-42-980 NEW-W  91-07-003 
NEW-P  91-13-022 434-40-070 AMD-E 91-14-080 434-42-985 NEW-P 91-03-125 
NEW 91-18-013 434-40-070 AMD-P 91-17-046 434-42-985 NEW-E 91-03-126 
NEW-P  91-13-022 434-40-070 AMD 91-20-074 434-42-985 REP-E 91-07-002 
NEW 91-18-013 434—40-080 AMD-E 91-14-080 434-42-985 NEW-W  91-07-003 
NEW-P 91-13-022 434-40-080 AMD-P 91-17-046 434-53-010 NEW-P 91-23-097 
NEW 91-18-013 434—40-080 AMD 91-20-074 434-53-020 NEW-P 91-23-097 
NEW-P 91-13-022 434—40-180 AMD-E 91-14-080 434-53-030 NEW-P 91-23-097 
NEW 91-18-013 434-40-180 AMD-P 91-17-046 434—53-040 NEW-P 91-23-097 
NEW-P 91-13-022 434-40-180 AMD 91-20-074 434—53-050 NEW-P 91-23-097 
NEW 91-18-013 434-42-900 NEW-P  91-03-125 434-53-060 NEW-P 91-23-097 
NEW-P 91-13-022 434-42-900 NEW-E 91-03-126 434-53-070 NEW-P 91-23-097 
NEW 91-18-013 434—42-900 REP-E 91-07002 434—53-080 NEW-P 91-23-097 
NEW-P 91-13-022 434-42-900 NEW-W 91-07-003 434—53-090 NEW-P 91-23-097 
NEW 91-18-013 434-42-905 NEW-P  91-03-125 434-53-100 NEW-P 91-23-097 
NEW-P  91-13-022 434-42-905 NEW-E 91-03-126 434-53-110 NEW-P 91-23-097 
NEW 91-18-013 434-42-905 REP-E 91-07-002 434-53-120 NEW-P  91-23-097 
NEW-P 91-13-022 434-42-905 NEW-W 91-07-003 434-53-130 NEW-P 91-23-097 
NEW 91-18-013 434-42-910 NEW-P 91-03-125 434—53-140 NEW-P 91-23-097 
NEW-P 91-13-022 434-42-910 NEW-E 91-03-126 434—53—150 NEW-P 91-23-097 
NEW 91-18-013 434-42-910 REP-E 91-07-002 434-53-160 NEW-P 91-23-097 
AMD-P 91-23-097 434-42-910 NEW-W 91-07-003 434-53-170 NEW-P 91-23-097 
AMD-P 91-23-097 434-42-915 NEW-P 91-03-125 434-53-180 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-915 NEW-E 91-03-126 434-53-190 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-915 REP-E 91-07-002 434—53-200 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-915 NEW-W 91-07-003 434-53-210 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-920 NEW-P 91-03-125 434-53-220 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-920 NEW-E 91-03-126 434-53-230 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-920 REP-E 91-07-002 434-53-240 NEW-P 91-23-097 
NEW-P 91-23-097 434-42-920 NEW-W 91-07-003 434-53-250 NEW-P 91-23-097 


[ 443] 


WAC # WSR # 

434-53-260 NEW-P 91-23-097 
434-53-270 NEW-P 91-23-097 
434-53-280 NEW-P  91-23-097 
434-53-290 NEW-P 91-23-097 
434—53-300 NEW-P 91-23-097 
434-53-310 NEW-P  91-23-097 
434-53-320 NEW-P 91-23-097 
434-53-330 NEW-P 91-23-097 
434-53-340 NEW-P  91-23-097 
434-61-010 NEW-P  91-23-097 
434-61-020 NEW-P 91-23-097 
434-61-030 NEW-P  91-23-097 
434-61-040 NEW-P 91-23-097 
434--61-050 NEW-P  91-23-097 
434—61-060 NEW-P  91-23-097 
434—62-150 NEW-P  91-23-097 
434--62-160 NEW-P 91-23-097 
434-62-170 NEW-P 91-23-097 
:434-62-180 NEW-P 91-23-097 
434-62-190 NEW-P 91-23-097 
434-62-200 NEW-P  91-23-097 
434-15-010 NEW-P 91-13-016 
434-75-010 NEW 91-18-012 
434-15-020 NEW-P  91-13-016 
434-15-020 NEW 91-18-012 
434-15-030 NEW-P 91-13-016 
434—15-030 NEW 91-18-012 
434-175-040 NEW-P  91-13-016 
-434-75-040 NEW 91-18-012 
434-175-050 NEW-P 91-13-016 
434-175-050 NEW 91-18-012 
434-175-060 NEW-P 91-13-016 
434-75-060 NEW 91-18-012 
434-715-070 NEW-P 91-13016 
434-715-070 МЕМ 91-18-012 
434-15-080 NEW-P 91-13-016 
434-15-080 NEW 91-18-012 
434-15-090 NEW-P 91-13-016 
434-15-090 NEW 91-18-012 
434-15-100 NEW-P  91-13-016 
434-15-100 NEW 91-18-012 
434-75-110 NEW-P 91-13-016 
434-15-110 NEW 91-18-012 
434-15-120 NEW-P 91-13-016 
434-15-120 NEW 91-18-012 
434-15-130 NEW-P 91-13-016 
434-15-130 NEW 91-18-012 
434-15-140 NEW-P 91-13-016 
434-15-140 NEW 91-18-012 
434-15-150 NEW-P 91-13-016 
434-15-150 NEW 91-18-012 
434-15-160 NEW-P 91-13-016 
434-15-160 NEW 91-18-012 
434-15-170 NEW-P 91-13-016 
434-15-170 NEW 91-18-012 
434-15-180 NEW-P 91-13-016 
434-15-180 NEW 91-18-012 
434-15-190 NEW-P  91-13-016 
434-15-190 NEW 91-18-012 
434-15-200 NEW-P 91-13-016 
434-15-200 NEW 91-18-012 
434-715-210 NEW-P 91-13-016 
434-15-210 NEW 91-18-012 
434-15-220 NEW-P 91-13-016 
434-15-220 NEW 91-18-012 
434-15-230 NEW-P 91-13-016 
434-15-230 NEW 91-18-012 
434-15-240 NEW-P  91-13-016 
434-15-240 NEW 91-18-012 
434-75-250 NEW-P 91-13-016 
434-75-250 NEW 91-18-012 
434-175-260 NEW-P 91-13-016 
434-15-260 NEW 91-18-012 
434-15-210 NEW-P 91-13-016 
434-75-210 NEW 91-18-012 
434—15-280 NEW-P 91-13-016 
434—15-280 NEW 91-18-012 


Table of WAC Sections Affected 


WAC # WSR # WAC # 
434-15-290 NEW-P  91-13-016 434-840-200 NEW 
434—75—290 NEW 91-18-012 434-840-210 NEW-P 
434-15-300 NEW-P 91-13-016 434-840-210 NEW 
434—75—300 NEW 91-18-012 434-840-220 NEW-P 
434-15-310 NEW-P 91-13-016 434-840-220 NEW 
434-75-310 NEW 91-18-012 434-840-230 NEW-P 
434-75-320 NEW-P  91-13-016 434-840-230 NEW 
434-15-320 NEW 91-18-012 434-840-240 NEW-P 
434-715-330 NEW-P 91-13-016 434-840-240 NEW 
434-15-330 NEW 91-18-012 434-840-300 NEW-P 
434-75-340 NEW-P 91-13-016 434-840-300 NEW 
434-15-340 NEW 91-18-012 434-840-310 NEW-P 
434-175-350 NEW-P 91-13-016 434-840-310 NEW 
434-15-350 NEW 91-18-012 434-840-320 NEW-P 
434-690-010 NEW-P  91-20-147 434-840-320 NEW 
434-690-010 NEW 91-23-024 434-840-330 NEW-P 
434-690-020 NEW-P 91-20-147 434-840-330 NEW 
434-690-020 NEW 91-23-024 434-840-340 NEW-P 
434-690-030 NEW-P 91-20-147 434-840-340 NEW 
434-690-030 NEW 91-23-024 434-840-350 NEW-P 
434-690-040 NEW-P  91-20-147 434-840-350 NEW 
434-690-040 NEW 91-23-024 434-840-360 NEW-P 
434-690-050 NEW-P 91-20-147 434-840-360 NEW 
434-690-050 NEW 91-23-024 434-840-370 NEW-P 
434-690-060 NEW-P 91-20-147 434-840-370 NEW 
434-690-060 NEW 91-23-024 434-840-900 NEW-E 
434-690-070 NEW-P 91-20-147 434-840-901 NEW-E 
434-690-070 NEW 91-23-024 434-840-902 NEW-E 
434-690-080 NEW-P 91-20-147 434-840-903 NEW-E 
434-690-080 NEW 91—23-024 434—840-904 NEW-E 
434-690-090 NEW-P 91-20-147 434-840-905 NEW-E 
434-690-090 NEW 91-23-024 434—840-906 NEW-E 
434-690-100 NEW-P 91-20-147 434-840-907 NEW-E 
434-690-100 NEW 91-23-024 434-840-908 NEW-E 
434-690-110 NEW-P 91-20-147 434-840-909 NEW-E 
434-690-110 NEW 91-23-024 434-840-910 NEW-E 
434-690-120 NEW-P X 91-20-147 434-840-920 NEW-E 
434-690-120 NEW 91-23-024 434-840-921 NEW-E 
434-690-130 NEW-P 91-20-147 434-840-922 NEW-E 
434-690-130 NEW 91-23-024 434-840-923 NEW-E 
434-690-140 NEW-P 91-20-147 434-840-930 NEW-E 
434-690-140 NEW 91-23-024 434-840-931 NEW-E 
434—690-990 NEW-P 91-20-147 434-840-932 NEW-E 
434-690-990 NEW 91—23-024 434-840-933 NEW-E 
434-690-99001 NEW-P 91-20-147 434-840-934 NEW-E 
434-690-9900! NEW 91-23-024 434-840-940 NEW-E 
434-840-001 NEW-P  .91-17-046 434-840-941 NEW-E 
434-840-001 NEW 91-20-074 434-840-942 NEW-E 
434-840-005 NEW-P 91-17-046 434-840-943 NEW-E 
434-840-005 NEW 91-20-074 434-840-944 NEW-E 
434-840-010 NEW-P 91-17-046 434-840-945 NEW-E 
434-840-010 NEW 91-20-074 434-840-946 NEW-E 
434-840-020 NEW-P  91-17-046 434-840-947 NEW-E 
434-840-020 NEW 91-20-074 440-44-050 REP-W 
434-840-030 NEW-P 91-17-046 440-44—057 REP-W 
434-840--030 NEW 91-20-074 440-44-058 REP-W 
434-840-040 NEW-P 91-17-046 440-44-059 REP-W 
434—840—040 NEW 91~20-074 440—44—060 REP-W 
434-840-050 NEW-P 91—17—046 440—44-062 REP-W 
434-840-050 NEW 91-20-074 440—44—085 КЕР-Р 
434—840-060 NEW-P 91-17-046 440-44—085 REP-E 
434-840-060 NEW 91-20—074 440-44—085 REP 
434-840-070 NEW-P 91-17-046 440-44—090 AMD-P 
434-840-070 NEW 91-20-074 440-44—090 AMD-E 
434—840-080 NEW-P 91-17-046 440—44—090 AMD 
434-840-080 NEW 91-20-074 446-16—080 AMD-P 
434-840-090 NEW-P 91-17-046 446-16—080 AMD 
434-840-090 NEW 91-20-074 446—20-020 AMD-P 
434-840-100 NEW-P 91-17-046 446—20—020 AMD-C 
434-840-100 NEW 91-20-074 446-20-020 AMD 
434-840-110 NEW-P 91-17-046 446—20-280 AMD-P 
434-840-110 NEW 91-20-074 446-20-280 AMD-C 
434-840-120 NEW-P 91-17-046 446-20-280 AMD 
434-840-120 NEW 91-20—074 446—20-285 AMD-P 
434—840-130 NEW-P 91-17-046 446—20-285 AMD-C 
434-840-130 NEW 91-20-074 446-20-285 AMD 
434-840-200 NEW-P 91-17-046 446-20-290 AMD-P 


WSR 4 


91-20-074 
91-17-046 
91-20-074 
91-17-046 
91-20—074 
91-17-046 
91-20-074 
91--17-046 
91-20-074 
91-17-046 
91-20-074 
91-17-046 
91-20-074 
91-17-046 
91-20-074 
91—17—046 
91-20-074 
91-17-046 
91-20-074 
91-17-046 
91-20-074 
91-17-046 
91-20-074 
91-17-046 
91—20-074 
91-14-079 
91-14-079 
91~14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14-079 
91-14—079 
91-14-079. 
91—08—059 
91—08—059 
91—08—059 
91—08—059 
91—08—059 
91—08—059 
91-15-061 
91-15-064 
91-19-025 
91—20—096 
91-20-111 
91-23-089 
91-16-099 
91-22-055 
91-19-012 
91-23-033 
91-24-099 
91-19-012 
91-23-033 
91—24—099 
91-19-012 
91-23-033 
91—24—099 
91-19-012 
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WACH WSR 4 WAC # WSR # WAC # WSR # 
446-20-290 AMD-C 91-23-033 448-12-210 REP 91-06-022 448-13-210 NEW-S 91-03-123 
446-20-290 AMD 91—24-099 448-12-220 REP-S  91-03-123 448-13-210 NEW 91-06-022 
446-20-310 AMD-P 91-19-012 448-12-220 REP 91-06-022 448-13-220 NEW-S 91-03-123 
446-20-310 AMD-C 91-23-033 448-12-230 REP-S 91-03-123 448-13-220 NEW 91-06-022 
446-20-310 AMD 91-24-099 448-12-230 REP 91-06-022 448-14-010 REP-P | 91-03-124 
446—20—500 AMD-P 91-15-045 448-12-240 REP-S  91-03-123 448-14-010 REP-W 91-16-077 
446-20—500 AMD 91-20-045 448-12-240 REP 91-06-022 448—14—020 REP-P 91-03-124 
446-20-510 AMD-P 91-15-045 448-12-250 REP-S 91-03-123 448-14-020 REP-W 91-16-077 
446-20-510 AMD 91-20-045 448-12-250 REP 91-06-022 448—14-030 REP-P 91-03-124 
446-20-515 AMD-P 91-15-045 448-12-260 REP-S  91-03-123 448-14-030 REP-W 91-16-077 
446-20-515 AMD 91-20-045 448-12-260 REP 91-06-022 448-15-010 NEW-P 91-03-124 
446-20-530 AMD-P 91-19-012 448-12-270 REP-S 91-03-123 448-15-010 NEW-W 91-16-077 
446-20-530 AMD-C 91-23-033 448-12-270 REP 91-06-022 448-15-020 NEW-P 91-03-124 
446-20-530 AMD 91-24-099 448-12—280 REP-S 91-03-123 448-15--020 NEW-W  91-16-077 
446-65 AMD-P 91-16-098 448-12-280 REP 91-06-022 448—15-030 NEW-P 91-03-124 
446—65 AMD-W 91-19-107 448-12—290 REP-S  91-03-123 448—15-030 NEW-W  91-16-077 
446—65-005 NEW-E  91-06-050 448-12-290 REP 91-06-022 448-15-040 NEW-P 91-03-124 
446—65-005 NEW 91-06-066 448-12—300 REP-S 91-03-123 448-15-040 NEW-W 91-16-077 
446-65-005 AMD-P 91-16-098 448-12-300 REP 91-06-022 448-15-050 NEW-P 91-03-124 
446-65-005 AMD-W  91-19-107 448-12-320 REP-S  91-03-123 448-15-050 NEW-W 91-16-077 
446-65-010 NEW-E 91-06-050 448-12-320 REP 91-06-022 448-15-060 NEW-P 91-03-124 
446-65-010 NEW 91-06-066 448-12—330 REP-S 91-03-123 448-15-060 NEW-W 91-16-077 
446-65-010 AMD-P 91-16-098 448-12-330 REP 91-06-022 448-15-070 NEW-P 91-03-124 
446-65-010 AMD-W 91-19-107 448-12-340 REP-S 91-03-123 448-15-070 NEW-W  91-16-077 
446-75-010 NEW-P 91-07-045 448-12—340 REP 91-06-022 448-15-080 NEW-P 91-03-124 
446-75-010 NEW-E 91-07-046 448-13-010 NEW-S 91-03-123 448-15-080 NEW-W 91-16-077 
446-15-010 NEW 91-11-046 448-13-010 NEW 91-06-022 456-09-210 AMD-P 91-04-084 
446-75-020 NEW-P 91-07-045 448-13-020 NEW-S 91-03-123 456-09-210 AMD 91-07-038 
446-715-020 NEW-E 91-07-046 448-13-020 NEW 91-06-022 456-09-325 AMD-P 91-04-084 
446-15-020 NEW 91-11-046 448-13-020 AMD-E 91-18-033 456-09—325 AMD 91-07-038 
446-175-030 NEW-P 91-07-045 448-13-020 AMD-P 91-18-034 456-09-365 AMD-P 91-04-084 
446-15-030 NEW-E 91-07-046 448-13-020 AMD 91-21-040 456-09-365 AMD 91-07-038 
446—15-030 NEW 91-11-046 448-13-030 NEW-S  91-03-123 456-10-360 AMD-P 91-04-083 
446-175-040 NEW-P 91-07-045 448-13-030 NEW 91-06-022 456-10-360 AMD 91-07-039 
446-175-040 NEW-E 91-07-046 448-13-040 NEW-S 91-03-123 456-10-547 NEW-P 91-04-083 
446—15-040 NEW 91-11-046 448-13-040 NEW 91-06-022 456-10-547 NEW 91-07-039 
446-175-050 NEW-P 91-07-045 448-13-040 AMD-E 91-18-033 458-12-251 PREP 91-18-025 
446—15-050 NEW-E 91-07-046 448-13-040 AMD-P 91-18-034 458-12-251 NEW-P 91-22-013 
446-175-050 NEW 91-11-046 448-13-040 AMD 91-21-040 458-12—251 NEW-E  91-22-014 
446-75-060 NEW-P 91-07-045 448-13-050 NEW-S 91-03-123 458-12-251 NEW 92-01-132 
446—15-060 NEW-E 91-07-046 448-13-050 NEW 91-06-022 458-14-010 REP 91-07-040 
446—15-060 NEW 91-11-046 448-13-060 NEW-S 91-03-123 458-14-020 REP 91-07-040 
446-15-070 NEW-P 91-07-045 448-13-060 NEW 91-06-022 458-14-030 REP 91-07-040 
446-175-070 NEW-E 91-07-046 448-13-070 NEW-S 91-03-123 458-14-040 REP 91-07-040 
446-15-070 NEW 91-11-046 448-13-070 NEW 91-06-022 458-14-045 REP 91-07-040 
446-175-080 NEW-P 91-07-045 448-13-080 NEW-S  91-03-123 458-14-050 REP 91-07-040 
446-175-080 NEW-E 91-07-046 448-13-080 NEW 91-06-022 458-14-052 REP 91-07-040 
446—15-080 NEW 91-11-046 448-13-080 AMD-E 91-18-033 458-14-055 REP 91-07-040 
448—12-010 REP-S 91-03-123 448-13-080 AMD-P 91-18-034 458-14-060 REP 91-07-040 
448-12-010 REP 91-06-022 448-13-080 AMD 91-21-040 458-14-062 REP 91-07-040 
448-12-015 REP-S 91-03-123 448-13-090 NEW-S 91-03-123 458-14-065 ‚ВЕР 91-07-040 
448—12-015 REP 91-06-022 448-13-090 NEW 91-06-022 458-14-070 REP 91-07-040 
448-12-016 REP-S 91-03-123 448-13-100 NEW-S 91-03-123 458-14-075 REP 91-07-040 
448-12-016 REP 91-06-022 448-13-100 NEW 91-06-022 458-14-080 REP 91-07-040 
448-12-020 REP-S  91-03-123 448-13-110 NEW-S 91-03-123 458-14-085 REP 91-07-040 
448-12-020 REP 91-06-022 448-13-110 NEW 91-06-022 458-14-086 REP 91-07-040 
448-12-030 REP-S  91-03-123 448-13-120 NEW-S 91-03-123 458-14-090 REP 91-07-040 
448-12-030 REP 91-06-022 448-13-120 NEW 91-06-022 458-14-091 REP 91-07-040 
448-12-040 REP-S  91-03-123 448-13-130 NEW-S 91-03-123 458-14-092 REP 91-07-040 
448-12-040 REP 91-06-022 448-13-130 NEW 91-06-022 458-14-094 REP 91-07-040 
448-12-050 REP-S 91-03-123 448-13-140 NEW-S 91-03-123 458-14-098 REP 91-07-040 
448-12-050 REP 91-06-022 448-13-140 NEW 91-06-022 458-14-100 REP 91-07-040 
448-12-055 REP-S 91-03-123 448-13-150 NEW-S 91-03-123 458-14-110 REP 91-07-040 
448-12-055 REP 91-06-022 448-13-150 NEW 91-06-022 458-14-115 ВЕР 91-07-040 
448-12-060 REP-S 91-03-123 448-13-160 NEW-S 91-03-123 458-14-120 REP 91-07-040 
448-12-060 REP 91-06-022 448-13-160 NEW 91-06-022 458-14-121 REP 91-07-040 
448-12-070 REP-S  91-03-123 448-13-170 NEW-S 91-03-123 458-14-122 REP 91-07-040 
448-12-070 REP 91-06-022 448-13-170 NEW 91-06-022 458-14-125 REP 91-07-040 
448—12-075 REP-S 91-03-123 448-13-170 AMD-E 91-18-033 458-14-126 REP 91-07-040 
448-12-075 REP 91-06-022 448-13-170 AMD-P 91-18-034 458-14-130 REP 91-07-040 
448-12-080 REP-S  91-03-123 448-13-170 AMD 91-21-040 458-14-135 REP ‚ 91-07-040 
448-12-080 REP 91-06-022 448-13-180 NEW-S 91-03-123 458-14-140 REP 91-07-040 
448-12-090 REP-S 91-03-123 448-13-180 NEW 91-06-022 458-14-145 REP 91-07-040 
448—12-090 REP 91-06-022 448-13-190 NEW-S 91-03-123 458-14-150 REP 91-07-040 
448-12-100 REP-S 91-03-123 448-13-190 NEW 91-06-022 458-14-152 REP 91-07-040 
448-12-100 REP 91-06-022 448-13-200 NEW-S - 91-03-123 458-14-155 REP 91-07-040 
448-12-210 REP-S  91-03-123 NEW 91-06-022 458-16-013 AMD-E 91-13-074 


448-13-200 


[ 445] 


МАС # 
458-16-013 AMD-E 
458-16-020 AMD-E 
458-16-020 AMD-E 
458-18-010 AMD-E 
458-18-010 AMD-E 
458-18-020 AMD-E 
458-18-020 AMD-E 
458-18-220 AMD-P 
458-18-220 AMD 
458-20-105 AMD-E 
458-20-105 PREP 
458-20-109 PREP 
458-20-109 AMD-P 
458-20-109 AMD 
458-20-110 PREP 
458-20-110 AMD-P 
458-20-110 AMD 
458-20-126 PREP 
458-20-126 AMD-P 
458—20-126 AMD 
458-20-127 PREP 
458-20-132 AMD-P 
458-20-151 PREP 
458-20-151 AMD-P 
458-20-151 AMD 
458-20-163 AMD 
458-20-164 AMD-E 
458-20-164 PREP 
458-20-166 PREP 
458-20-166 AMD-P 
458-20-169 PREP 
458-20-169 AMD-P 
-458-20-169 AMD-E 
458-20-169 AMD 
458-20-18601 NEW-E 
458-20-18601 PREP 
458—20-18801 PREP 
458-20-18801 AMD-P 
458-20-193 NEW-P 
458-20-193 NEW 
458-20-193A PREP 

. 458-20-193A REP-P 
458-20-193A REP 
458-20-193B PREP 
458-20-193B REP-P 
458-20-193B REP 
458-20-199 PREP 
458-20-199 AMD-P 
458-20-227 AMD 
458-20-228 PREP 
458-20-228 AMD-P 
458-20-22802 PREP 
458-20-22802 _ AMD-P 
458-20-22800 AMD 
458-20-229 PREP 
458-20-237 AMD 
458—20-255 AMD-E 
458-20-255 PREP 
458-20-255 AMD-P 
458-20-255 AMD 
458—20-260 NEW-E 
458-20-615 PREP 
458-30-262 AMD 
458-30-262 AMD-P 
458-40-540 AMD-P 
458-40-540 AMD 
458-40-615 NEW-E 
458-40-615 NEW-E 
458-40-650 AMD-P 
458-40-660 AMD-P 
458-40—660 AMD-E 
458—40—660 AMD 
458-40-660 AMD-P 
458-40—660 AMD 
458—40—660 AMD-P 
458—40—670 AMD-P 
458-40-670 AMD 


Table of WAC Sections Affected 


WSR 4 WAC g WSR # WAC # WSR # 
91-21-059 3458-40-670 AMD-P 91-22-105 460-31А-705 ВЕР 91-04-012 
91-13-074 458-50-085 PREP 91-18-025 460-31А-710 ВЕР 91-04-012 
91-21-059 458-50-085 NEW-P 91-22-013 460-31A-715 REP 91-04-012 
91-13-075 458—50-085 NEW-E 91-22-014 460-31A-720 REP 91-04-012 
91-21-060 458-50-085 NEW 92-01-132 460—31А-725 REP 91-04-012 
91-13-075 460-11A-010 NEW-P  91-14-089 460-31A-730 REP 91-04-012 
91-21-060 460-11A-010 NEW 91-18-014 460-34A-010 REP 91-04-012 
91-10-070 460-11 A-020 NEW-P 91-14-089 460-34A-015 REP 91-04-012 
91-15-024 460-1 1 A-020 NEW 91-18-014 460-34A-020 REP 91-04-012 
91-14-050 460-11A-030 NEW-P 91-14-089 460-34A-025 REP 91-04-012 
91-17-029 460-1 1 A-030 NEW 91-18-014 460-34A-030 REP 91-04-012 
91-03-057 460-1 1A-040 NEW-P 91-14-089 460-34A-035 REP 91-04-012 
91-11-005 460-1 1 A-040 NEW 91-18-014 460-34A-037 REP 91-04-012 
91-23-038 460-16A—102 AMD 91-04-008 460-34A-040 REP 91-04-012 
91-03-058 460—16A-200 NEW 91—04-008 460-34A-045 REP 91-04-012 
91-11-004 460-16A-205 NEW 91—04-008 460-34A-050 REP 91-04-012 
91-23-037 460-17A-030 AMD 91-04-009 460-34A-055 REP 91-04-012 
91-04-062 460-17A-070 AMD 91—04-009 460-34A-060 REP 91-04-012 
91-11-002 460-31A-410 REP 91-04-012 460-34A-065 REP 91-04-012 
91-15-022 460—31А—415 REP 91-04-012 460-34A-070 REP 91-04-012 
91-08-044 460-31 A-420 REP 91-04-012 460-34A-075 REP 91-04-012 
92-01-044 460-31A-425 REP 91-04-012 460-34A-080 REP 9104-012 
91-04-061 460-31 A-430 REP 91-04-012 460-34A-085 REP 91-04-012 
91-11-003 460-31 A—435 REP 91-04-012 460-34A-090 REP 91-04-012 
91-15-023 460-31A—440 REP 91-04-012 460-34A-095 REP 91-04-012 
91-05-040 460-31A—445 REP 91-04-012 460-34A-100 REP 91-04-012 
91-14-049 460-31A-450 REP 91-04-012 460-34A-105 REP 91-04-012 
91-17-028 460-31 A-455 REP 91-04-012 460-34A-110 REP 91-04-012 
91-08-045 460-31 A-460 REP 91-04-012 460-34A-112 REP 91-04-012 
92-01-041 460-31A—465 REP 91-04-012 460-34A-115 REP 91-04-012 
91-12-062 460-31 A-470 REP 91-04-012 460-34A-120 REP 91-04-012 
91-17-084 460-31A—475 REP 91-04-012 460-34A-125 REP 91-04-012 
91-17-085 460-31 A-480 REP 91-04-012 460-34A-130 REP 91-04-012 
91-21-001 460-31A-485 REP 91-04-012 460-34A-135 REP 91-04-012 
91-14-027 460-31A—490 REP 91-04-012 460-34A-200 REP 91-04-012 
91-17-030 460-31A-495 REP 91-04-012 460-36A-100 REP 91-04-012 
91-12-002 460-31 A-500 REP 91-04-012 460-36A-105 REP 91-04-012 
92-01-042 460-31 A-505 REP 91-04-012 460-36A-110 REP 91-04-012 
91-20-122 460-31A-510 REP 91-04-012 460-36A-115 REP 91-04-012 
91-24-020 460-31A-515 REP 91-04-012 460-36A-120 REP 91-04-012 
91-13-073 460-31A-520 REP 91-04-012 460-36A-125 REP 91-04-012 
91-20-122 460-31A-525 REP 91-04-012 460-36A-130 REP 91-04-012 
91-24-020 460-31A-530 REP 91-04-012 460-36A-135 REP 91-04-012 
91-13-073 460-31 A-535 REP 91-04-012 460-36A-140 REP 91-04-012 
91-20-122 460-31 A-540 REP 91-04-012 460-36A-145 REP 91-04-012 
91-24-020 460-31 A-545 REP 91-04-012 460-36A-1 50 REP 91-04-012 
91-08-043 460-31 A-550 REP 91-04-012 460-36A-155 REP 91-04-012 
91-23-036 460-31 A-555 REP 91-04-012 460-36A-160 REP 91-04-012 
91-05-039 460-31 A-560 REP 91-04-012 460-36A-165 REP 91-04-012 
91-16-008 460-31 A-565 REP 91-04-012 460-36A-170 REP 91-04-012 
91-23-035 460-31 A-570 REP 91-04-012 460-36A-175 REP 91-04-012 
91-17-026 460-31 A-575 REP 91-04-012 460-36A-180 REP 91-04-012 
91-21-017 460-31A—580 REP 91-04-012 460-36A-185 REP 91-04-012 
91-24-070 460-31 A-585 REP 91-04-012 460-36A-190 REP 91-04-012 
91-16-009 460-31A-590 REP 91-04-012 460-36A-195 REP 91-04-012 
91-05-038 460-31 A-595 REP 91-04-012 460-42A-081 AMD 91-04-010 
91-12-003 460-31A-600 REP 91-04-012 460—46A-020 AMD 91-04-011 
91-12-063 460-31A-605 REP 91-04-012 460-46A-040 AMD 91-04-01 1 
91-16-010 460-31A-610 REP 91-04-012 460-46A-050 AMD 91-04-011 
91-20-058 460-31A—615 REP 91-04-012 460-46A-055 NEW 91-04-011 
91-20-123 460-31 A-620 REP 91-04-012 460-46A-061 NEW 9104-011 
91-17-027 460-31A—625 REP 91-04-012 460-46A-065 NEW 91-04-011 
91-04-001 460-31 A-630 REP 91-04-012 460-46A-071 NEW 91-04-011 
91-24-091 460-31A-635 REP 91-04-012 460-46A-072 NEW 91-04-011 
91-21-076 460-31A—640 REP 91-04-012 460-46A-095 AMD 9104-011 
91-24-026 460-31A-645 REP 91-04-012 460-46A-110 AMD 91-04-011 
91-16-053 460-31 A-650 REP 91-04-012 460-80-108 NEW-P 91-21-131 
91-24-019 460-31 A—655 REP 91-04-012 460-80-125 AMD-P 91-21—131 
91-22-105 460-31 A-660 REP 91-04-012 460-80-315 AMD-P 91-21-131 
91-06-052 460-31A—665 REP 91-04-012 460-82 AMD-P 91-21-131 
91-06-053 460-31 A-670 REP 91-04-012 460-82-200 AMD-P 91-21-131 
91-09-030 460-31A-675 REP 91-04-012 463-06-010 AMD 91-03-090 
91-10-090 460-31A-680 REP 91-04-012 463-10-010 AMD 91-03-090 
91-14-077 460-31A—685 REP 91-04-012 463-14-030 AMD 91-03-090 
91-22-105 460-31A-690 REP 91-04-012 463-14-080 AMD 91-03-090 
91-10-090 460-31A—695 REP 91-04-012 463-18-020 AMD 91—03-090 
91-14-077 460-31A-700 REP 91-04-012 463-26-120 AMD 91-03-090 


[446] 


Table of WAC Sections Affected 


WAC # WSR 4 WAC # WSR # WAC # WSR # 
463-26-130 AMD 91-03-090 468-38-370 REP-P 91-06-078 478-116-260 AMD 91-12-047 
463-28-060 AMD 91-03-090 468-38-370 REP 91-10-023 478-116-300 AMD-P 91-06-092 
463-28-080 AMD 91-03-090 468-38-400 REP-P 91-06-078 478-116-300 AMD 91-11-029 
463-38-041 AMD 91-03-090 468-38-400 REP 91-10-023 478-116-300 AMD 91-12-047 
463-38-042 AMD 91-03-090 468-38-410 REP-P 91-06-078 478-116-360 AMD-P 91-06-092 
463-38-063 AMD 91-03-090 468-38410 REP 91-10-023 478-116-360 AMD 9111-029 
463-39-130 REP 91-03-090 468-54-020 AMD-P 91-12-031 478-116-360 AMD 91-12-047 
463-39-150 AMD 91-03-090 468-54-020 AMD 91-18-023 478-116-390 AMD-P 91-06-092 
463-42-680 NEW-P 91-03-132 468-54-040 AMD-P 91-12-031 478-116-390 AMD 91-11-029 
463-42-680 NEW 91-09-040 468-54-040 AMD 91-18-023 478-116-390 AMD 91-12-047 
463-43-060 AMD 91-03-090 468-54-050 AMD-P 91-12-031 478-116-450 AMD-P 91-06-092 
463-47-060 AMD 91-03-090 468-54-050 AMD 91-18-023 478-116-450 AMD 91-11-029 
463-50-030 AMD 91-03-090 468-54-065 AMD-P 91-12-031 478-116-450 AMD 91-12-047 
463-54-070 AMD 91-03-090 468-54-065 AMD 91-18-023 478-116-455 NEW-P 91-06-092 
463-58-030 AMD 91-03-090 468-54-070 AMD-P 91-12-031 478-116-455 NEW-W 91-19-080 
467-01-010 AMD-P 91-19-066 468-54-070 AMD 91-18-023 478-116-463 NEW-P  91-06-092 
467-01-010 AMD 91-23-101 468-70-030 AMD-P  91-13-024 478-116-463 NEW-W 91-19-080 
467-01-020 NEW-P 91-19-066 468-70-030 AMD 91-17-012 478-116-470 AMD-P 91-06-092 
467-01-020 NEW 91-23-101 468—70-050 AMD-P  91-13-024 478-116-470 AMD-W 91-19-080 
467-01-030 NEW-P 91-19-066 468-70-050 AMD 91-17-012 478-116-520 AMD-P 91-06-092 
467-01-030 NEW 91-23-101 468—70—060 AMD-P 91-13-024 478-116-520 AMD 91-11-029 
467-01-040 NEW-P 91-19-066 468-70-060 AMD 91-17-012 478-116-520 AMD 91-12-047 
467-01-040 NEW 91-23-101 468—70-070 AMD-P 91-13-024 478-116-540 AMD-P 91-06-092 
467-01-050 NEW-P 91-19-066 468-70-070 AMD 91-17-012 478-116-540 AMD-W 91-19-080 
467-01-050 NEW 91-23-10] 468-300-010 AMD-P 91-14-031 478-116-584 AMD-P 91-06-092 
467-01-060 NEW-P 91-19-066 468-300-010 AMD-E 91-14-032 478-116-584 AMD 91-11-029 
467-01-060 NEW 91-23-101 468-300-010 AMD 91-18-022 478-116-584 AMD 91-12-047 
467-02-010 AMD-P 91-19-066 468-300-020 AMD-P 91-14-031 478-116-586 AMD-P 91-06-092 
467-02-010 AMD 91-23-101 468-300-020 AMD-E 91-14-032 478-116-586 AMD 91-11-029 
467-02-030 AMD-P 91-19-066 468-300-020 AMD 91-18-022 478-116-586 AMD 91-12-047 
467-02-030 AMD — 91-23-101 468-300-040 AMD-P 91-14-031 478-116-588 AMD-P 91-06-092 
467-02-040 REP-P ^ 91-19-066 ` 468-300-040 AMD-E  91-14-032 478-116-588 AMD 91-11-029 
467-02-040 REP 91-23-101 468-300-040 AMD 91-18-022 478-116-588 AMD 91-12-047 
461-02-050 AMD-P 91-19-066 468-300-070 AMD-P 91-14-031 478-116-600 REP-P 91-06-092 
461-02-050 AMD 91-23-101 468-300-070 AMD-E 91-14-032 478-116-600 REP 91-11-029 
467-02-060 REP-P 91-19-066 468-300-070 AMD 91-18-022 478-116-600 REP 91-12-047 
467-02-060 REP 91-23-101 478-04-030 NEW-P 91-22-093 478-116-601 AMD-P 91-06-092 
4617-02-070 AMD-P 91-19-066 478-116-020 AMD-P 91-06-092 478-116-601 AMD 91-11-029 
467-02-070 AMD 91-23-101 478-1 16-020 AMD 91-11-029 478-116-601 AMD 91--12-047 
467-02-080 AMD-P 91-19-066 478-116-020 AMD 91-12-047 478-124 AMD-C 91-09-012 
467-02-080 AMD 91-23-101 478-116-055 AMD-P 91-06-092 478-124-020 AMD-P 91-05-069 
467-02-100 REP-P 91-19-066 478-116-055 AMD 91-11-029 478-124-020 AMD 91-10-030 
461-02-100 REP 91-23-101 478-116-055 AMD 91-12-047 478-124-030 AMD-P 91-05-069 
467-02-120 AMD-P 91-19-066 478-116-080 AMD-P 91-06-092 478-124-030 AMD 91-10-030 
467-02-120 AMD 91-23-101 478-116-080 AMD 91-11-029 478-136-030 AMD-P 91-10-086 
467-02-130 AMD-P 91-I9-066 478-116-080 AMD 91-12-047 478-136-030 AMD-W 91-11-025 
467-02-130 AMD 91-23-101 478-116-085 REP-P 91-06-092 478-136-030 AMD 91-14-024 
468—16—010 NEW 91-04-014 478-116-085 REP 91-11-029 478-160-170 AMD-P 91-11-057 
468-16-020 NEW 91-04-014 478-116-085 REP 91-12-047 478-160-170 AMD 91-16-001 
468-16-030 NEW 91-04-014 478-116-088 NEW-P 91-06-092 478-160-175 AMD-P 91-11-057 
468-16-040 NEW 91-04-014 478-116-088 NEW 91-11-029 478-160-175 AMD 91-16-001 
468-16-050 NEW 91-04-014 478-116-090 AMD-P 91-06-092 478-160-180 REP-P 91-11-057 
468—16—060 NEW 91-04-014 478-116-090 AMD 91-11-029 '478-160-180 REP 91-16-001 
468-16-070 NEW 91-04-014 478-1 16-090 AMD 91-12-047 478-160-185 REP-P 91-11-057 
468-16-080 NEW 91-04-014 478-116-110 AMD-P 91-06-092 478-160-185 REP 91-16-001 
468-16-090 NEW 91-04-014 478-116-110 AMD 91-11-029 478-160-190 AMD-P 91-11-057 
468-16-100 NEW 91-04-014 478-116-110 AMD 91-12-047 478-160-190 AMD 91-16-001 
468-16-110 NEW 91-04-014 478-116-130 AMD-P 91-06-092 478-160-195 REP-P 91-11-057 
468-16-120 NEW 91-04-014 478-116-130 AMD 91-11-029 478-160-195 REP 91-16-001 
468-16-130 NEW 91-04-014 478-116-130 AMD 91-12-047 478-250-010 NEW-P 91-04-058 
468-16-140 NEW 91-04-014 478-116-160 AMD-P  91-06-092 478-250-010 NEW 91-10-031 
468-16-150 NEW 91-04-014 478-116-160 AMD 91-11-029 478-250-020 NEW-P 91-04-058 
468-16-160 NEW 91-04-014 478-116-160 AMD 91-12-047 478-250-020 NEW-W 91-17-051 
468-16-170 NEW 91-04-014 478-116-210 AMD-P 91-06-092 478-250-050 NEW-P  91-04-058 
468-16-180 NEW 91-04-014 478-116-210 AMD 91-11-029 478-250-050 NEW 91-10-031 
468-16-190 NEW 91-04-014 478-116-210 AMD 91-12-047 478-250-060 NEW-P 91-04-058 
468-16-200 NEW 91-04-014 478-116-230 AMD-P 91-06-092 478-250-060 NEW 91-10-031 
468-16-210 NEW 91-04-014 478-116-230 AMD 91-11-029 478-250-070 NEW-P 91-04-058 
468-38-035 REP-P 91-06-078 478-116-230 AMD 91-12-047 478-250-070 NEW 91-10-031 
468-38-035 REP 91-10-023 478-116-240 AMD-P  91-06-092 478-276-010 AMD-P 91-04-058 
468-38-050 AMD-P 91-06-078 478-116-240 AMD 91-11-029 478-276-010 AMD 91-10-031 
468-38-050 AMD 91-10-023 478-1 16-240 AMD 91-12-047 478-276-040 AMD-P 91-04-058 
468-38-190 AMD-P 91-06-079 478-116-250 AMD-P 91-06-092 478-276-040 AMD 91-10-031 
468-38-190 AMD 91-10-022 478-116-250 AMD 91-11-029 478-276-060 AMD-P 91-04-058 
468-38-260: AMD-P  91-06-078 478-116-250 AMD 91-12-047 478-276-060 AMD 91-10-031 
468-38-260 AMD 91-10-023 478-116-260 AMD-P 91-06-092 478-276-080 AMD-P 91-04-058 
468-38—260 AMD 91-10-054 478-116-260 AMD 91-11-029 478-276-080 AMD 91-10-031 


WAC # 


418-276-100 
418-276-100 
478-276-110 
418-276-110 
478-276-130 
418-276-130 
479—02-010 
419-02-010 
479-02-020 
419-02-020 
479-02-030 
479-02-030 
479-02-050 
479-02-050 
479-02-060 
479-02-060 
419-02-070 
419-02-070 
479-02-080 
479-02-080 
479-022-090 
479-02-090 
479-02-100 
479-02-100 
479-02-110 
479-02-110 
479-02-120 
479-02-120 
479-02-130 
479-02-130 
479-02-140 
479-02-140 
479-210-010 
479-210-010 
479-210-010 
479-210-100 
479-210-100 
479-210-100 
479-210-150 
479-210-150 
479-210-150 
479-210-200 
479-210-200 
479-210-200 
479-210-250 
419-210-250 
479-210-250 
479-210-300 
479-210-300 
479-210-300 
479-210-350 
479-210-350 
479-210-350 
479-210-400 
479-210-400 
479-210-400 
479-216-010 
479-216-010 
479-216-010 
479-216-050 
479-216-050 
479-216-050 
479-216-100 
479-216-100 
479-216-100 
479-216-150 
479-216-150 
479-216-150 
479-216-200 
479-216-200 
479-216-200 
479-216-250 
479-216-250 
479-216-250 
479-216-300 
479-216-300 
479-216-300 


WSR # 


91-04-058 
91-10-031 
9104-058 
91-10-031 
9104-058 
91-10-031 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10—037 
91-13-056 
91-10—037 
91-13-056 
91-10—037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-10-037 
91-13-056 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91-20-055 
91-20-056 
91-23-091 
91—20-055 
91-20-056 
91-23-091 


Table of WAC Sections Affected 


WAC # WSR # WAC # WSR # 

479-216-350 NEW-P 91-20-055 480-04-080 REP-P 91-21-142 
479-216-350 NEW-E 91-20-056 480-04-090 AMD-P 91-21-142 
479-216-350 NEW 91-23-091 480—04-095 NEW-P 91-21-142 
419-310-010 NEW-P 91-20-055 480—04-100 AMD-P 91-03-098 
479-310-010 NEW-E 91-20-056 480—04-100 AMD 91-07-025 
479-310-010 NEW 91-23-091 480-04-110 AMD-P 91-21-142 
479-310-050 NEW-P 91-20-055 480-04-120 AMD-P 91-21-142 
419-310-050 NEW-E  91-20-056 480-04-130 AMD-P  91-21-142 
479-310-050 NEW 91-23-091 480-09-015 AMD-P 91-02-105 
479-310-100 NEW-P 91-20-055 480-09-015 AMD 91-06-010 
419-310-100 NEW-E 91-20-056 480-09-100 AMD-P 91-02-105 
479-310-100 NEW 91-23-091 480-09—100 AMD 91-06-010 
479-310-150 NEW-P 91-20-055 480-09-100 AMD-P 91-21-142 
479-310-150 NEW-E  91-20-056 480—09-115 NEW-P 91-17-092 
479-310-150 NEW 91-23-091 480-09-115 NEW 91-22-034 
479-310-200 NEW-P 91-20-055 480-09-120 AMD-P 91-02-105 
479-310-200 NEW-E  91-20-056 480—09-120 AMD 91-06-010 
479-310-200 NEW 91-23-091 480-09-120 AMD-P 91-17-092 
479-312-010 NEW-P 91-20-055 480-09-120 AMD 91-22-034 
479-312-010 NEW-E  91-20-056 480-09-125 NEW-P 91-03-100 
479-312-010 NEW 91-23-091 480-09-125 NEW 91-07-026 
479-312-050 NEW-P 91-20-055 480-09-210 AMD-P 91-21-142 
479-312-050 NEW-E  91-20-056 480-09-230 AMD-P 91-17-092 
419-312-050 NEW 91-23-091 480—09-230 AMD 91-22-034 
479-312-100 NEW-P 91-20-055 480-09-425 AMD-P 91-17-092 
479-312-100 NEW-E  91-20-056 48009425 AMD 91-22-034 
479-312-100 NEW 91-23-091 480-09-440 AMD-P 91-02-105 
479-312-150 NEW-P 91-20-055 480—09-440 AMD 91-06-010 
419-312-150 NEW-E  91-20-056 480-09—480 AMD-P 91-17-092 
479-312-150 NEW 91-23-091 480—09—480 AMD 91-22-034 
479-312-200 NEW-P 91-20-055 480-09-500 AMD-P 91-02-105 
479-312-200 NEW-E 91-20-056 480—09—500 AMD 91-06-010 
479-312-200 NEW 91-23-09] 480-09-510 AMD-P 91-02-105 
419-312-250 NEW-P  91-20-055 480-09-510 AMD 91-06-010 
479-312-250 NEW-E  91-20-056 480-09-520 NEW-P 91-03-097 
479-312-250 NEW 91-23-091 480-09-520 NEW 91-07-024 
479-312-300 NEW-P 91-20-055 480-09-610 AMD-P 91-02-105 
479-312-300 NEW-E  91-20-056 480-09-610 AMD 91-06-010 
479-312-300 NEW 91-23-091 480-09-736 AMD-P 91-02-105 
479-316-010 NEW-P 91-20-055 480—09—736 AMD 91-06-010 
479-316-010 NEW-E 91-20-056 480-09-736 AMD-P 91-22-107 
419-316-010 NEW 91-23-091 48009-736 AMD 92-01-135 
479-316-050 NEW-P  91-20-055 480-09-820 AMD-P 91-17-092 
479-316-050 NEW-E 91-20-056 480-09-820 AMD 91-22-034 
479-316-050 NEW 91-23-091 480—12-003 AMD-P 91-10-081 
479-316-100 NEW-P 91-20-055 480—12-003 AMD 91-13-077 
479-316-100 NEW-E 91-20-056 480—12-030 AMD-P 91-06-009 
479-316-100 NEW 91-23-091 480—12-030 AMD 91-09-038 
479-316-200 NEW-P 91-20-055 480—12-033 AMD-P 91-06-009 
479-316-200 NEW-E 91-20-056 480-12-033 AMD 91-09-038 
479-316-200 NEW 91-23-091 480—12-083 NEW-P 91-21-109 
479-316-250 NEW-P 91-20-055 480-12-083 NEW 92-01-116 
419-316-250 NEW-E 91-20-056 480—12-084 NEW-P 91-22-101 
479-316-250 NEW 91-23-091 480-12-130 AMD-P 91-16-090 
419-316-300 NEW-P 91-20-055 480-12-130 AMD 91-19-089 
479-316-300 NEW-E 91-20-056 480-12-165 AMD-P 91-21-109 
479-316-300 NEW 91-23-091 480-12—165 AMD 92-01-116 
479-320-050 NEW-P 91-20-055 480-12-180 AMD-P 91-21-109 
419-320-050 NEW-E 91-20-056 480-12-180 AMD 92-01-116 
419-320-050 NEW 91-23-091 480-12-190 AMD-P 91-21-109 
479-320-100 NEW-P 91-20-055 480-12-190 AMD 92-01-116 
479-320-100 NEW-E 91-20-056 480-12-195 AMD-P 91-21-109 
479-320-100 NEW 91-23-091 480-12-195 AMD 92-01-116 
419-320-150 NEW-P 91-20-055 480-12-255 AMD-P 91-21-094 
419-320-150 NEW-E  91-20-056 480-12-255 AMD 92-01-053 
419-320-150 NEW 91-23-091 480-12-315 REP 91-06-071 
479-320-200 NEW-P 91-20-055 480-12-322 REP-W 91-08-060 
479-320-200 NEW-E 91-20-056 480-12-322 AMD-P 91-21-091 
479-320-200 NEW 91-23-091 480-12-322 AMD 92-01-051 
480-04-010 REP-P 91-21-142 480—12-500 NEW 91-03-101 
480-04-020 AMD-P  91-21-142 480-12-510 NEW 91-03-101 
480-04-030 AMD-P  91-21-142 480—12-520 NEW 91-03-101 
480-04-040 REP-P 91-21-142 480—30—015 NEW-P 91-21-110 
480-04-050 AMD-P 91-21-142 480—30-032 NEW-P 91-17-092 
480-04-060 AMD-P 91-21-142 480—30-032 NEW 91-22-034 
480-04-065 NEW-P 91-21-142 480—30—095 AMD-P 91-21-110 
480-04-070 AMD-P  91-21-142 480—30-097 AMD-P 91-21-110 


WAC # 
480-30-100 AMD-P 
480—40-015 NEW-P 
480-40-065 AMD-P 
480—40-070 AMD-P 
480—40-075 AMD-P 
480—40—100 AMD-P 
480—50—035 NEW-P 
480—50-035 NEW 
480—70-050 AMD 
480—70-055 NEW-P 
480—70-060 AMD 
480—70-070 AMD 
480—70-100 AMD 
480—70-130 AMD 
480—70-130 AMD-P 
480-70-130 AMD 
480—70-150 AMD 
480—70-155 NEW-P 
480-70-155 NEW 
480—70-230 AMD 
480—70-240 AMD-P 
480—70-240 AMD 
480—70-245 AMD-P 
480-70-245 AMD-W 
480—70-260 AMD 
480—70-280 AMD 
480-70-325 AMD-P 
480—70-330 AMD 
480-70-330 AMD-P 
480-70-335 AMD-P 
480-70-340 AMD 
480-70-350 AMD 
480-70-350 AMD-P 
480-70-360 AMD 
480-70-390 AMD 
480—70-400 AMD 
480—70-400 AMD-P 
480—70-405 AMD 
480—70-420 AMD 
480—70—440 AMD 
480-70-500 AMD 
480-70-570 AMD 
480-70-700 NEW-P 
480-70-700 NEW-W 
480-70-710 NEW-P 
480-70-710 NEW-W 
480-70-720 NEW-P 
480-70-720 NEW-W 
480—70-990 REP-P 
480—70-990 REP 
480-80—047 NEW-P 
480-80-047 NEW-W 
480-80-047 NEW-P 
480-80-047 NEW 
480-80-047 NEW 
480-80-047 AMD-P 
480-80—048 NEW-P 
480-80-390 AMD-P 
480-80-390 AMD-W 
480-92-01 1 NEW-P 
480-92-021 NEW-P 
480-92-031 NEW-P 
480-92-050 NEW-P 
480-92-060 NEW-P 
480-92-070 NEW-P 
480-92-080 NEW-P 
480-92-090 NEW-P 
480-92-100 NEW-P 
480-92-110 NEW-P 
480-120-021 AMD-S 
480-120-021 AMD 
480-120-031 AMD-P 
480--1 20-031 AMD 
480-1 20-031 AMD-P 
480-120-031 AMD 
480-120-057 AMD-P 
480-120-057 AMD 


Table of WAC Sections Affected 


WSR 4 WAC # WSR # WAC # WSR # 
91-21-110 480-120-061 AMD-P 91-20-042 490-100-135 NEW-E 91-03-037 
91-21-110 480-120-061 AMD 92-01-115 490-100-135 NEW-P 91—05-077 
91-21-110 480-120-106 AMD-S 91-03-122 490-100-135 NEW 91-08-029 
91-21-110 480-120-106 AMD 91-13-078 490-100-140 AMD-E 91-03-037 
91-21-110 480-120-126 AMD-P 91-06-095 490-100-140 AMD-P 91-05-077 
91-21-110 480-120-126 AMD 91—09—039 490-100-140 AMD 91-08-029 
91-17-092 480-120-136 AMD-P 91-06-095 490-100-150 AMD-E 91-03-037 
91-22-034 480-120-136 AMD 91-09-039 490-100-150 AMD-P 91-05-077 
91-03-053 480-120-137 AMD-P 91-06-095 490-100-150 AMD 91-08029 
91-21092 480-120-137 AMD 91—09—039 490-100-160 AMD-E 91-03-037 
91-03-053 480-120-138 AMD-S 91-03-122 490-100-160 AMD-P 91-05-077 
91-03-053 480-120-138 AMD 91-13-078 490-100-160 AMD 91-08-029 
91-03-053 480-120-141 AMD-S 91-03-122 490-100-170 AMD-E 91-03-037 
91-03-053 480-120-141 AMD 91-13-078 490-100-170 AMD-P 91-05-077 
91-09-015 480-120-141 AMD-P 91-17-091 490-100-170 AMD 91-08-029 
91-17-093 480-120-141 AMD 91-20-162 490-100-180 AMD-E 91-03-037 
91-03-053 480-120-143 NEW 91-13-078 490-100-180 AMD-P 91-05-077 
91-17-092 480-120-340 NEW-P 91-22-102 490-100-180 AMD 91-08-029 
91-22-034 480-120-400 NEW 91-03-052 490-100-200 AMD-E 91-03-037 
91-03-053 480-120-405 NEW 91-03-052 490-100-200 AMD-P 91-05-077 
91-21-093 480-120-410 NEW 91-03-052 490-100-200 AMD 91-08-029 
92-01-052 480-120-415 NEW 91-03-052 490-100-205 AMD-E 91-03-037 
91-11-048 480-120-420 NEW 91-03-052 490-100-205 AMD-P 91-05-077 
91-21-095 480-1 20-425 NEW 91-03-052 490-100-205 AMD 91-08-029 
91-03-053 480—120—430 NEW 91-03-052 490-100-208 AMD-E 91—03-037 
91-03-053 480-120-435 NEW 91-03-052 490-100-208 AMD-P 91-05-077 
91—21—092 480—140-020 AMD-P 91-03-099 490-100—208 AMD 91—08—029 
91-03-053 480—140—020 AMD 91-08—026 490-100-210 AMD-E 91-03-037 
91-21-092 480-140-020 AMD-P 91-22-100 490-100-210 AMD-P 91-05-077 
91-21-092 480-140-040 AMD-P 91-03-099 490-100-210 AMD 91-08-029 
91-03-053 480-140-040 AMD 91-08—026 490-100-220 AMD-E 91-03-037 
91-03-053 480-140-040 AMD-P 91-22-100 490-100-220 AMD-P 91-05-077 
91-24008 490-100-010 AMD-E 91-03-037 490-100-220 AMD 91-08-029 
91-03-053 490-100-010 AMD-P 91-05-077 490-100-250 AMD-E 91-03-037 
91-03-053 490-100-010 AMD 91—08—029 490-100—250 AMD-P 91-05-077 
91-03-053 490-100-012 REP-E 91-03-037 490-100-250 AMD 91-08-029 
91-21-092 490-100-012 REP-P 91-05-077 495A—104-010 NEW-E 92-01-043 
91-03-053 490-100-012 REP 91—08—029 516-12-400 AMD-P 92-01-073 
91-03-053 490-100-030 AMD-E 91—03—037 516-12-430 AMD-P 92-01-073 
91—03-053 490-100-030 AMD-P 91-05-077 516-13-030 AMD-W  91-04-082 
91-03-053 490-100-030 AMD 91—08—029 516-13-080 AMD-W 91-04-082 
91-03-053 490-100-035 AMD-E 91-03-037 516-13-080 AMD-P 92-01-073 
91-10-080 490-100-035 AMD-P 91-05-077 516-13-090 NEW-P 92-01-073 
91-14-013 490-100-035 AMD 91-08-029 
91-10-080 490-100-040 AMD-E 91-03-037 
91-14-013 490-100—040 AMD-P 91-05-077 
91-10-080 490—100-040 AMD 91—08—029 
91-14-013 490-100-050 AMD-E 91-03-037 
91--21-093 490-100-050 AMD-P 91-05-077 
92-01--051 490-100-050 AMD 91-08-029 
91-03-051 490-100-060 AMD-E 91-03-037 
91—03-120 490-100-060 AMD-P 91-05-077 
91-03-121 490—100—060 AMD 91-08-029 
91-13-003 490-100-070 AMD-E 91-03-037 
91-17-045 490-100-070 AMD-P 91-05-077 
91—21—111 490-100-070 AMD 91-08-029 
91-21-111 490-100-080 AMD-E 91-03-037 
91-03-096 490-100-080 AMD-P 91-05-077 
91-07-023 490-100-080 AMD 91-08-029 
91-23-109 490-100-090 AMD-E 91-03-037 
91-23-109 490-100-090 AMD-P 91-05-077 
91-23-109 490-100-090 AMD 91-08-029 
91-23-109 490-100-100 AMD-E 91-03-037 
91-23-109 490-100-100 AMD-P 91--05-077 
91-23-109 490-100-100 AMD 91-08-029 
91-23-109 490-100-105 AMD-E 91-03-037 
91-23-109 490-100-105 AMD-P 91-05-077 
91-23-109 490-100-105 AMD 91-08-029 
91-23-109 490-100-110 AMD-E 91-03-037 
91-03-122 490-100-110 AMD-P 91-05-077 
91-13-078 490-100-110 AMD 91-08-029 
91--06-095 490-100-120 AMD-E 91-03-037 
91—09-039 490-100-120 AMD-P 91--05-077 
91-15-052 490-100-120 AMD 91-08-029 
91-19-090 490-100-130 AMD-E 91-03-037 
91-20-043 490-100-130 AMD-P 91-05-077 
92-01-114 490-100-130 AMD 91-08-029 


AGRICULTURE, DEPARTMENT ОЕ 
Apple advertising commission 
meetings | 
Bulb commission 
meetings 
Eggs 
grading and packing facilities, 
standards 
Fruits and vegetables 
movement from production area 
inspection requirements 
Hop commission 
meetings 
Livestock markets, public 
brand inspection work area 
standards 
Tree fruit research commission 
assessment rates 
Varroa mite quarantine 


BATES TECHNICAL COLLEGE 
Meetings 


BELLINGHAM TECHNICAL COLLEGE 
Meetings 


BLIND, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


BUILDING CODE COUNCIL 
Barrier-free facilities 
regulations 


Energy code 
Housing for indigent persons 
building code exemptions 
Indoor air quality maintenance 
requirements 
Plumbing fixtures 
water conservation performance 
standards 
Uniform codes 
building code 
fire code and fire code standards 
mechanical code 
plumbing code 
plumbing code standards 
Water conservation performance standards 
Wildland/urban interface areas 
building and fire standards 


CENTRAL WASHINGTON UNIVERSITY 
Rules coordinator 


CENTRALIA COLLEGE 
Meetings 


CODE REVISER'S OFFICE 
Rules coordinator 


COMMUNITY AND TECHNICAL COLLEGES, 
BOARD FOR 
Meetings 


COMMUNITY DEVELOPMENT, DEPARTMENT OF 
Public hearings 
natural resources of state-wide 
significance 
Public works board 
meetings 


CONVENTION AND TRADE CENTER 
Meetings 


DEAF, WASHINGTON STATE SCHOOL 
FOR THE 
Rules coordinator 


ECOLOGY, DEPARTMENT OF 
Oil spills 
compensation schedule 
natural resource damage assessment 
Rules coordinator 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


92-01-024 


92-01-017 


92-01-091 


92-01-121 


92-01-063 


92-01-111 


92-01-009 
92-01-013 


92-01-043 


92-01-046 


92-01-021 


92-01-130 
92-01-145 
92-01-140 
92-01-069 


92-01-129 


92-01-068 
92-01-145 
92-01-065 
92-01-064 
92-01-066 
92-01-067 
92-01-068 


92-01-128 


92-01-107 


92-01-088 


92-01-001 


92-01-054 


92-01-134 


92-01-108 


92-01-025 


92-01-020 


92-01-095 
92-01-095 
92-01-094 
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ECOLOGY, DEPARTMENT OF—cont. 
Shoreline master programs 
Normandy Park, city of 
Pateros, city of 
Solid fuel burning devices 
masonry fireplaces, retail sales 
fee 
retail sales fee 


EDMONDS COMMUNITY COLLEGE 
Meetings 


EDUCATION, STATE BOARD OF 

Certification 
general requirements 
vocational instructors ` 

Meetings 

School districts with restructuring plan 
program hour requirements, waiver 
teacher contact hours requirements, 

waiver 

Special study activities 
state reimbursement 

Teachers 
certification requirements 


teacher preparation programs 


Vocational instructors 
certification standards 


ENERGY OFFICE 
Energy efficiency services account 


ENGINEERS AND LAND SURVEYORS 
Evaluation of license candidates 
Examinations 


Experience records 
Seals 
usage 


EVERETT COMMUNITY COLLEGE 
Meetings 


FAMILY INDEPENDENCE PROGRAM 


(See SOCIAL AND HEALTH SERVICES, 


DEPARTMENT OF) 


FISHERIES, DEPARTMENT OF 
Commercial 
crabs, seasons and areas 
salmon 
Puget Sound 
restrictions and closures 
Personal use . 
crabs, areas and seasons 


FOREST PRACTICES BOARD 
(See NATURAL RESOURCES, 
DEPARTMENT OF) 


GENERAL ADMINISTRATION, 
DEPARTMENT OF 
Banking, division of 
investment in investment companies 
mutual holding companies 
establishment and operation 
Capitol grounds 
parking fee payments 
skateboarding prohibited on 
traffic and parking regulations 
Skateboarding on state capitol grounds 


GOVERNOR, OFFICE OF THE 
Electronic message systems 


GRAYS HARBOR COLLEGE 
Adjudicative proceedings 
Board of trustees 
Financial aid 
Meetings 


92-01-096 
92-01-097 


92-01-098 
92-01-098 


92-01-002 


92-01-126 
92-01-125 
92-01-022 
92-01-124 
92-01-124 
92-01-123 
92-01-126 
92-01-127 
92-01-126 
92-01-127 


92-01-125 


92-01-120 


92-01-101 
92-01-100 
92-01-101 
92-01-101 


92-01-099 


92-01-133 


92-01-034 


92-01-033 


92-01-035 


92-01-092 
92-01-093 


92-01-143 
92-01-144 
92-01-142 
92-01-144 


92-01-109 


92-01-056 
92-01-057 
92-01-058 
92-01-047 
92-01-057 


GRAYS HARBOR COLLEGE—cont. 


Organization and operation 
Scholarships 
Tuition and fees 


HEALTH, DEPARTMENT OF 


Cancer cases 
identifying and reporting, criteria 
and procedures 
information access standards 
Chiropractic disciplinary board 
peer review 
rules coordinator 
Chiropractic examiners, board of 
meetings 
rules coordinator 
Dental disciplinary board 
rules coordinator 
Dental examiners, board of 
examinations 
licensure 
rules coordinator 
Health, board of 
rules coordinator 
Health care information 
acquisition, retention, and security 


Hearing aid council 
rules coordinator 
Massage board 
rules coordinator 
Medical disciplinary board 
rules coordinator 
Medical examiners, board of 
physicians and surgeons 
temporary permits 
fees 
issuance and duration 
recognized jurisdictions 
rules coordinator 
Nursing, board of 
catheterization in the schools 
rules coordinator 
Nursing home administrators, board 
of examiners for 
rules coordinator 
Nursing homes 
ethnic minority nursing home beds 
certificate of need review 
Occupational therapy practice board 
rules coordinator 
Optometry board 
fees 
rules coordinator 
Osteopathic medicine and surgery, 
board of 
rules coordinator 
Pharmacy, board of 
rules coordinator 
Physical therapy, board of 
meetings 
tules coordinator 
Podiatric medical board 
rules coordinator 
Practical nursing board 
rules coordinator 
Psychology, examining board of 
rules coordinator 
Rules coordinator 
Veterinary board of governors 
tules coordinator 


HIGHER EDUCATION PERSONNEL BOARD 


Eligible lists 


Meetings 
Overtime 


Reemployment, reasonable accommodation 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 


92-01-057 
92-01-058 
92-01-058 


92-01-050 
92-01-050 


92-01-070 
92-01-048 


92-01-008 
92-01-048 


92-01-048 
92-01-122 
92-01-122 
92-01-048 
92-01-048 


92-01-061 
92-01-062 


92-01-048 
92-01-048 


92-01-048 


92-01-072 
92-01-049 
92-01-049 
92-01-048 
92-01-023 
92-01-048 
92-01-048 


92-01-110 
92-01-048 
92-01-071 
92-01-048 
92-01-048 
92-01~048 


92-01-078 
92-01-048 


92-01-048 
92-01-048 


92-01-048 
92-01-048 


92-01-048 


92-01-028 
92-01-081 
92-01-029 
92-01-028 
92-01-081 
92-01-031 
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HIGHER EDUCATION PERSONNEL BOARD—cont. 


Rules coordinator 
Schedule changes 


Supervisor, definition 


HUMAN RIGHTS COMMISSION 
Meetings 


INFORMATION SERVICES, DEPARTMENT OF 
Rules coordinator 


INSURANCE COMMISSIONER, OFFICE OF 
Medicare supplement insurance 
standardized policy forms 
Rules coordinator 


INVESTMENT BOARD 
Meetings 


LABOR AND INDUSTRIES, DEPARTMENT OF 
Boiler rules, board of 
meetings 
Prevailing wages 
terms and procedures used to determine, 
for public works projects 


LICENSING, DEPARTMENT OF 

Aircraft fuel tax rules 
mitigation of penalties and interest 

Architects, board of registration for 
meetings 

Motorcycle safety advisory board 
meetings 

Special fuel tax rules 
mitigation of penalties and interest 
user license 


LIQUOR CONTROL BOARD 
Alcohol raffle permit 
Banquet permit functions 
liquor sources, purchase, and delivery 
Conduct on licensed premises, regulation 


NATURAL RESOURCES, DEPARTMENT OF 
Adjudicative proceedings 
Forest practices board 
meetings 
rules coordinator 
watershed analysis system 
Rules coordinator 


OUTDOOR RECREATION, INTERAGENCY COM- 
MITTEE 
FOR 
Meetings 


PARKS AND RECREATION COMMISSION 
Field operations 
staff dress standards 
Fort Worden 
reservation system 
Meetings 
Rules coordinator 


PERSONNEL, DEPARTMENT OF 
Rules coordinator 


PIERCE COLLEGE 
Meetings 
Personnel rules 
Rules coordinator 


PUBLIC DISCLOSURE COMMISSION 
Contributions 
contribution and expenditure form 
Disclosure petition form 
Reporting requirements 
hearing of modify 
suspension of 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Teacher assistance program 


92-01-030 
92-01-028 
92-01-081 
92-01-028 
92-01-081 


92-01-075 
92-01-076 


92-01-039 


92-01-045 
92-01-032 


92-01-090 


92-01-006 


92-01-104 


92-01-015 
92-01-019 
92-01-011 


92-01-016 
92-01-014 


92-01-079 


92-01-080 
92-01-105 


92-01-027 
92-01-117 
92-01-118 


92-01-119 
92-01-026 


92-01-005 


92-01-106 
92-01-038 


92-01-036 
92-01-037 


92-01-087 
92-01-003 


92-01-085 
92-01-004 


92-01-131 
92-01-131 


92-01-131 
92-01-131 


92-01-082 


PUBLIC WORKS BOARD 
(See COMMUNITY DEVELOPMENT, 
DEPARTMENT OF) 


PUGET SOUND AIR POLLUTION 
CONTROL AGENCY 
Fees 
Registration program, fee schedule 


PUGET SOUND WATER QUALITY AUTHORITY 
Water quality management plan programs 


RETIREMENT SYSTEMS, DEPARTMENT OF 
Rules coordinator 


REVENUE, DEPARTMENT OF 
Computer software 
definitions 
valuation and taxation 
Hotels and motels 
telephone service, taxation on 
Lodging, persons selling 
services and other business 
activities, taxation on 
Rules coordinator 
Sales tax 
legend drugs, exemption 
prosthetic and orthotic devices, 
ostomic items, and medically 
prescribed oxygen, exemption 
Use tax 
automobile dealers 
demonstrator and executive vehicles 
legend drugs, exemption 
prosthetic and orthotic devices, 
ostomic items, and medically 
prescribed oxygen, exemption 


RULES COORDINATORS 
Blind, Washington state school for the 
Central Washington University 
Chiropractic disciplinary board 
Chiropractic examining board 
Code reviser's office 
Deaf, Washington state school for the 
Dental disciplinary board 
Dental examining board 
Ecology, department of 
Forest practices board 
Health, board of 
Health, department of 
Hearing aids council 
Higher education personnel board 
Information services, department of 
Insurance commissioner, office of 
Massage board 
Medical disciplinary board 
Medical examiners, board of 
Natural resources, department of 
Nursing, board of 
Nursing home administrators, board 

of examiners for 

Occupational therapy practice, board of 
Optometry board 
Osteopathic medicine and surgery board 
Parks and recreation commission 
Personnel, department of 
Pharmacy, board of 
Physical therapy, board of 
Pierce college 
Podiatric medical board 
Practical nursing, board of 
Psychology, examining board of 
Retirement systems, department of 
Revenue, department of 
Tax appeals, board of 
Utilities and transportation commission 
Veterinary board of governors 
Washington state patrol 


Subject/Agency Index 


(Citations in bold type refer to material in this issue) 
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